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DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 


NOTICE 

Notice  is  hereby  given  that  all  materials  and  appliances  approved  by 
the  Board  of  Standards  and  Appeals  shall  be  permanently  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number 

In  addition,  all  packaging  and  literature,  catalogues,  brochures,  etc., 
for  the  approved  materials  and  appliances  shall  be  similarly  labeled. 

Alan  D.  Gershuny,  Executive  Director 
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DOCKET 

New  Cases  Filed  up  to  January  9,  1979 
Cal.  No.  Dept.  Premises  Affected 

1138-78-BZ — B.M. — 52-56  Broadway,  31-39  New  Street, 
southeast  corner,  Block  22,  Lot  28,  Borough  of  Manhat¬ 
tan,  Community  Board  #1M,  Alt.  #1151/78,  re-  sky  ex¬ 
posure  plane,  Cont.  to  Sec.  33-432  Z.R. ;  F.A.R.  Cont.  to 
Sec.  33-122  Z.R.;  provide  loading  berth  as  required  per 
Sec.  36-62  Z.R. 


1139-78-BZ — B.S.I. — 621  Katan  Avenue,  northwest  corner 
of  Richmond  Avenue,  Block  5603,  Lot  6,  Eltingville, 
Borough  of  Staten  Island,  Community  Board  #3S.I. 
N.B.  #825/76,  re-  proposed  two  family  residence  lot  area 
Cont.  to  Sec.  107-42  Z.R.;  curb  cuts,  Cont.  to  Sec. 
107-251  (a)  Z.R.;  setback  Cont.  to  Sec.  107-251  (b)  Z.R. 


1140-78-BZ— B.M.— 628/638  Third  Avenue,  150/154  East 
41st  Street,  northwest  corner,  Block  1295,  Lot  40,  Bor¬ 
ough  of  Manhattan,  Community  Board  #6M,  Alt.  #1160/ 
78,  re-  proposed  change  of  use,  in  C5  zoning  dist.  to 
eliminate  loading  berth  on  first  floor,  Cont.  to  Sec.  36-62 
Z.R. 


1141-78- A — F.D. — 2394-2412  Flatbush  Avenue,  northeast 
corner  of  Avenue  T,  Block  8528,  Lot  1,  Borough  of 
Brooklyn.  Fire  Department  letter  E595616,  self  service 
gasoline  station. 


1142-78-A — F.D. — 117-08  Springfield  Boulevard,  south¬ 
west  corner  of  Linden  Boulevard,  Block  12637,  Lot  50, 
Cambria  Heights,  Borough  of  Queens.  Fire  Department 
letter  E541093,  self  service  gasoline  station. 


1143-78- A — F.D. — 965/969/975  Fourth  Avenue,  northeast 
corner  of  38th  Street,  Block  701,  Lots  1,  2  and  3,  Bor¬ 
ough  of  Brooklyn.  Fire  Department  letter  #536698,  self 
service  gasoline  station. 


1144- 78-SM — KAJO,  Models  EM-402  (Fig.  #5-C) 
Sizes  2",  2)4",  3",  4",  5",  6"  and  8"  (grooved  couplings). 
Manufactured  by  J.K.  and  L.  Trading  Co.,  Inc.  Material. 

1145- 78-SA — Mark  IV,  Mark  VIII,  System  90,  motor 
fuel  pumps  and  dispensers.  Manufactured  by  Petroleum 
Equipment  Div.,  Dresser  Industries,  Inc.  Appliance. 

1146- 78-SA — Liberty  Mechanical  System  Inc.  (baking 
oven — gas  or  oil  fired)  for  paint.  Manufactured  by  Liberty 
Mechanical  Systems  Inc. 


1147-78-SA — Alarm  Systems,  Model  A — Passive  alarm 
system,  Model  B — remote  sensing  anil  control  system. 
Manufactured  by  Eng’s  Engineering  Service.  Appliance. 


1148-78-A — B.Q. — 72-51  Grand  Avenue,  southwest  corner 
of  73rd  Street,  Block  2507,  Lot  62T,  Maspeth,  Borough 
of  Queens,  Alt.  #538/77,  re-  revocation  of  building 
permit. 


1149-78-BZ — B.M. — 347/353  West  39th  Street,  north  side, 
100  feet  east  of  Ninth  Avenue,  Block  763,  Lot  8,  Borough 
of  Manhattan,  Community  Board  #4M,  Alt.  #1111/78,  re¬ 
proposed  change  of  use  from  manufacturing  to  residential 
in  Ml-5,  Cont.  to  Sec.  41-11  and  22-12  Z.R. 


1150-78-BZ — 840  Eighth  Avenue  (a/k/a  834/46  8th  Ave.), 
252/54  West  51st  Street,  southeast  corner,  Block  1022, 
Lot  61,  Borough  of  Manhattan,  Community  Board  #5M, 
Alt.  #841/77,  re-  floor  area,  Cont.  to  Sec.  54-31  Z.R.; 
proposed  occupancy  of  16,  17  and  18th  floors  for  resi¬ 
dential  use,  creates  an  excessive  number  of  zoning  rooms, 
Cont.  to  Sec.  23-223  Z.R. 


1151-78-BZ — B.Q. — 10-11  50th  Avenue,  north  side,  120.25 
feet  east  of  Vernon  Boulevard,  Block  42,  Lot  36,  Long 
Island  City,  Community  Board  #1Q,  Alt.  #1137/78,  re¬ 
proposed  change  of  use  from  manufacturing  and  offices 
on  1st  and  2nd  fl.  to  class  A  Apts.,  Cont.  to  Sec.  22-12 
Z.R.;  no  bulk  regulations  for  res.  use  in  M3-1  zone. 


1152-78-A — B.Q. — 10-11  50th  Avenue,  north  side  120.25 
feet  east  of  Vernon  Avenue,  Block  42,  Lot  36,  Long 
Island  City,  Borough  of  Queens,  Alt.  #1137/78,  re-  rear 
yard,  Cont.  to  Sec.  26,  para.  56  of  MDL;  winding  stairs 
in  MD,  Cont.  to  Sec.  52  of  MDL. 


1153-78-A — F.D. — 69-02  Queens  Boulevard,  southeast 
corner  of  69th  Street,  Block  2432,  Lots  9  and  18,  Wood- 
side,  Borough  of  Queens.  Fire  Department  letter 
#E406776,  re-  self  service  gasoline  station. 


1154-78-BZ — B.M. — 413  East  71st  Street,  north  side,  163 
feet  east  of  First  Avenue,  Block  1466,  Lot  7,  Borough  of 
Manhattan,  Community  Board  #8M,  Alt.  #93/77,  re¬ 
proposed  dining  room  UG6  in  rear  of  1st  story  in  R8 
zone,  Cont.  to  Sec.  32-15  Z.R. ;  extension  to  eating  and 
drinking  place,  Cont.  to  Sec.  52-41  Z.R. 


1155-78-BZ — B.M. — 214  East  50th  Street,  south  side,  166 
feet  east  of  Third  Avenue,  Block  1323,  Lot  43,  Borough 
of  Manhattan,  Community  Board  #6M,  Alt.  #346/78,  re¬ 
occupancy  in  UG  6,  not  permitted  as  of  right  in  R7-2  Res. 
dist. 


1156-78-A— B.M. — 214  East  50th  Street,  south  side,  166.3 
feet  east  of  Third  Avenue,  Block  1323,  Lot  43,  Borough  of 
Manhattan,  Alt.  #346/78,  re-  doors  to  stairs  must  swing 
in  direction  of  egress;  exit  doors  must  be  36  inches  wide; 
one  hour  passageway;  closet  and  other  doors  swing  to 
block  egress  from  stairs  to  street. 


1157-78-A — B.B. — 284-290  South  5th  Street,  south  side,  60 
feet  west  of  Marcy  Avenue,  Block  2460,  Lot  18,  Borough 
of  Brooklyn,  Alt.  #585/78,  re-  enclosed  stair  does  not 
extend  to  level  of  roof  of  new  fourth  story,  Cont.  to  A.C.; 
construct  enlarged  3rd  story,  according  to  requirements 
for  Class  111  Bldgs,  per  Sec.  1.107  of  A.C.;  construct 
enlarged  4th  story,  per  Class  111  bldgs,  per  Sec.  1.107  of 
A.C. 


1158-78-BZ— B.Q.— 144-01/03  Hillside  Avenue,  87-65/49 
144th  Street,  northeast  corner,  Block  9702,  Lot  1,  Jamaica, 
Borough  of  Queens,  Community  Board  #8Q,  Alt.  #1045/ 
78,  re-  change  of  use  from  auto  sales  and  servicing,  to 
auto  repairs. 


1159-78-BZ — B.Q. — 35-15  Farrington  Street,  east  side, 
150  feet  south  of  35th  Avenue,  Block  4959,  Lot  9,  Flush¬ 
ing,  Borough  of  Queens,  Community  Board  #7Q,  Alt. 
#1156/78,  re-  proposed  eating  and  drinking  establish¬ 
ment  without  restrictions  on  dancing  and  entertainment 
not  permitted  in  C2-2  zone. 


1160-78-A — F.D. — 97-11  Northern  Boulevard,  northwest 
corner  of  98th  Street,  Block  1427,  Lots  33  and  36,  Elm¬ 
hurst,  Borough  of  Queens.  Fire  Department  letter 
E465496,  re-  self  service  gasoline  station. 


1161-78- A — F.D. — 250  East  Houston  Street,  north  side, 
120  feet  east  of  Avenue  “A”,  Block  397,  Lot  63,  Borough 
of  Manhattan.  Fire  Department  letter  E124873,  re-  self 
service  gasoline  station. 


1162-78-A — F.D. — 89-08  Astoria  Boulevard,  southeast 
corner  of  89th  Street,  Block  1363,  Lot  215,  Astoria,  Bor¬ 
ough  of  Queens.  Fire  Department  letter  E427295,  re¬ 
self  service  gasoline  station. 
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1163-78-A — F.D. — 134-15  Cross  Bay  Boulevard,  southeast 
corner  of  134th  Avenue,  Block  11493,  Lots  79  and  87, 
Ozone  Park,  Borough  of  Queens.  Fire  Department  letter 
E541406,  re-  self  service  gasoline  station. 


1164-78-A — F.D. — 335/43  Bowery,  southeast  corner  of 
East  3rd  Street,  Block  458,  Lot  6,  Borough  of  Manhat¬ 
tan.  Fire  Department  letter  D216153,  re-  self  service  gas¬ 
oline  station. 


1-79-BZ — B.B. — 1003/25  Coney  Island  Avenue,  northeast 
corner  of  Foster  Avenue,  Block  5232,  Lots  37  and  42, 
Borough  of  Brooklyn.  Community  Board  #14BK,  Alt. 
#1363/78,  re-  proposed  alteration  Cont.  to  Sec.  52-22  Z.R. 


2-79-A — B.S.I. — 22  Jacques  Avenue,  south  side,  140.95 
feet  east  of  New  Dorp  Plaza,  Block  3637,  Lot  62,  New 
Dorp,  Borough  of  Staten  Island,  N.B.  #1614/78,  re¬ 
storm  water  disposal,  Local  Law  #7  and  proposed  11D 
construction  cont.  to  Sec.  C26-4031  and  table  4-1  A.C. 


3-79-A — B.S.I. — 24  Jacques  Avenue,  south  side,  167.74 
feet  east  of  New  Dorp  Plaza,  Block  3637,  Lot  64,  New 
Dorp,  Borough  of  Staten  Island,  N.B.  #1615/78,  re¬ 
storm  water  disposal,  Local  Law  #7  and  proposed  11D 
construction  cont.  to  Sec.  C26-4031  and  table  4-1  A.C. 


4-79-A — B.S.I. — 28  Jacques  Avenue,  south  side,  193.30 
feet  east  of  New  Dorp  Plaza,  Block  3637,  Lot  65,  New 
Dorp,  Borough  of  Staten  Island,  N.B.  #1616/78,  re¬ 
storm  water  disposal,  Local  Law  #7  and  proposed  11D 
construction  cont.  to  Sec.  C26-4031  and  table  4-1  A.C. 


5-79-A — B.S.I. — 30  Jacques  Avenue,  south  side,  218.86 
feet  east  of  New  Dorp  Plaza,  Block  3637,  Lot  66,  New 
Dorp,  Borough  of  Staten  Island,  N.B.  #1617/78,  re¬ 
storm  water  disposal,  Local  Law  #7  and  proposed  11D 
construction  cont.  to  Sec.  C26-4031  and  table  4-1  A.C. 


6-79-A — B.S.I. — 153  Sinclair  Avenue,  north  side,  160  feet 
east  of  Jefferson  Boulevard,  Block  6236,  Lot  72,  Anna- 
dale,  Borough  of  Staten  Island,  N.B.  #1415/78,  re-  storm 
water  disposal,  Local  Law  #7. 


7-79-A — B.S.I. — 145  Sinclair  Avenue,  north  side,  240  feet 
east  of  Jefferson  Boulevard,  Block  6236,  Lot  68,  Anna- 
dale,  Borough  of  Staten  Island,  N.B.  #1416/78,  re¬ 
storm  water  disposal,  Local  Law  #7. 


8-79-A — B.S.I. — 137  Sinclair  Avenue,  north  side,  320  feet 
east  of  Jefferson  Boulevard,  Block  6236,  Lot  64,  Anna- 
dale,  Borough  of  Staten  Island,  N.B.  #1417/78,  re¬ 
storm  water  disposal,  Local  Law  #7. 


9-79-A— B.S.I. — 188  Stafford  Avenue,  south  side,  160  feet 
east  of  Jefferson  Boulevard,  Block  6236,  Lot  17,  Anna- 
dale,  Borough  of  Staten  Island,  N.B.  #1418/78,  re¬ 
storm  water  disposal,  Local  Law  #7. 


10-79-A — B.S.I. — Stafford  Avenue,  south  side,  260  feet 
east  of  Jefferson  Boulevard,  Block  6236,  Lot  24,  Anna- 
dale,  Borough  of  Staten  Island,  N.B.  #1419/78,  re¬ 
storm  water  disposal,  Local  Law  #7. 


11-79-A — F.D. — 2211  Bedford  Avenue,  northeast  corner 
of  Erasmus  Street,  Block  5104,  Lots  1  and  3,  Borough  of 
Brooklyn.  Fire  Department  letter  #E542076,  self  service 
gasoline  station. 


12-79-A — F.D. — 213-02  Northern  Boulevard,  southwest 
corner  of  Bell  Boulevard,  Block  7313,  Lots  19,  23,  27  and 
39,  Bayside,  Borough  of  Queens.  Fire  Department  letter 
#646842,  self  service  gasoline  station. 


13-79-A— F.D. — Packaging  of  flammable  mixture  known 
as  “Citgo  Windshield  Washer  Anti-Freeze”,  in  1  gallon 
square  plastic  container  with  child  resistant  cap,  container 
not  in  compliance  with  the  Administrative  Code. 


14-79-A — F.D. — 125  Apollo  Street,  west  side,  400  feet 
south  of  Norman  Avenue,  Block  2612,  Lot  125,  Borough 
of  Brooklyn.  Fire  Department  letter  #W801373/374,  re¬ 
bulk  oil  storage  terminal. 


15-79-A — B.S.I. — 361  Sharrott  Avenue,  northeast  corner 
of  Hylan  Boulevard,  Block  6775,  Lot  1,  Arthur  Kill, 
Borough  of  Staten  Island,  N.B.  #887/78,  re-  Sec.  36, 
General  City  Law,  building  not  fronting  on  a  legal  street. 


16-79-SM — Sup-R-Stud,  anchoring  sills,  plates,  door  and 
window  frames,  to  masonry,  manufactured  by  Diamond 
Expansion  Bolt  Company.  Material. 


17-79-SM — Uni-Flange,  Adapter,  connecting  pipes,  valves, 
fittings,  manufactured  by  Uni-Flange  Corporation. 
Material. 


18-79-A — B.S.I. — 119  Androvette  Avenue,  east  side,  50 
feet  south  of  Desius  Street,  Block  6582,  Lots  20,  23  and 
26,  Huguenot,  Borough  of  Staten  Island,  Alt.  #16/75, 
re-  Sec.  36,  General  City  Law,  building  not  fronting  on 
a  legal  street. 


19-79-A — B.S.I. — 441  Getz  Avenue,  east  side,  130.11  feet 
south  of  Lamoka  Avenue,  Richmond,  Borough  of  Staten 
Island,  Block  5507,  Lot  146,  N.B.  #1516/78,  re-  storm 
water  disposal,  Local  Law  #7. 


20-79-A — B.S.I. — 443  Getz  Avenue,  east  side,  154.11  feet 
south  of  Lamoka  Avenue,  Block  5507,  Lot  144,  Elting- 
ville,  Borough  of  Staten  Island,  N.B.  #1517/78,  re¬ 
storm  water  disposal,  Local  Law  #7. 


21-79- A — B.S.I. — 445  Getz  Avenue,  east  side,  178.11  feet 
south  of  Lamoka  Avenue,  Block  5507,  Lot  142,  Elting- 
ville,  Borough  of  Staten  Island,  N.B.  #1518/78,  re¬ 
storm  water  disposal,  Local  Law  #7. 


22-79-A — B.S.I. — 62  Ridgewood  Avenue,  west  side,  176.54 
feet  south  of  Lamoka  Avenue,  Block  5507,  Lot  192, 
Eltingville,  Borough  of  Staten  Island,  N.B.  #1519/78, 
re-  storm  water  disposal,  Local  Law  #7. 


23-79-A — B.S.I. — 64  Ridgewood  Avenue,  west  side,  152.54 
feet  south  of  Lamoka  Avenue,  Block  5507,  Lot  190,  El¬ 
tingville,  Borough  of  Staten  Island,  N.B.  #1520/78,  re¬ 
storm  water  disposal,  Local  Law  #7. 


24-79-A — B.S.I. — 66  Ridgewood  Avenue,  west  side,  28.54 
feet  south  of  Lamoka  Avenue,  Block  5507,  Lot  188,  El¬ 
tingville,  Borough  of  Staten  Island,  N.B.  #1521/78,  re¬ 
storm  water  disposal,  Local  Law  #7. 


25-79-BZ — B.M. — 692-694  Broadway,  southeast  corner  of 
East  4th  Street,  Block  531,  Lot  6,  Borough  of  Manhattan. 
Community  Board  #2M,  Alt.  #915/78.  Lot  coverage  is 
cont.  Sec.  42-14  Z.R.  Joint  living-work  quarter  is  cont. 
Sec.  42-14  Z.R.  Stores  (UG6)  is  cont.  Sec.  42-14  Z.R. 


26-79-A — B.B. — 744  Clinton  Street,  west  side,  225  feet 
south  of  Halleck  Street,  bounded  by  Henry  Street,  Basin 
Street,  and  Gowanus  Bay,  Block  623,  Lot  1,  Borough  of 
Brooklyn.  App.  No.  730067  and  760128  (Ports  and 
Terminals)  re-  sprinkler  systems  is  required  as  per  Sec. 
C26-405.0  and  Sec.  C26-1703.2  of  New  York  City  Building 
Code. 
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405-68-BZ 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I. — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — - 
Health  Department;  F.D. — Fire  Department. 


FEBRUARY  6,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  6,  1979,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

SPECIAL  ORDER  CALENDAR 

928-78-A 

APPLICANT — McGee  and  Morsellino  for  Rider  Operating 
Corporation,  owner;  Merit  Oil  Corporation,  lessee. 
SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  October  20,  1978 — proposed  conversion  from 
a  gasoline  service  station  to  self  service  gasoline  service 
station. 

PREMISES  AFFECTED— 250  East  138th  Street,  north¬ 
west  corner  of  Rider  Avenue,  Block  2320,  Lot  66,  Borough1 
of  The  Bronx. 


263-77-A 

APPLICANT — Jules  S.  Denora  for  Fiorbello  Construction 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  com¬ 
plete  which  expired  September  27,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 
#7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED— 2724  West  16th  Street,  west 
side,  358  feet  south  of  Hart  Place,  Block  6995,  Lot  81  Tent., 
Borough  of  Brooklyn. 


264-77-A 

APPLICANT — Jules  S.  Denora  for  Fiorbello  Construction 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  com¬ 
plete  which  expired  September  27,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 
#7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 2726  West  16th  Street,  west 
side,  358  feet  south  of  Hart  Place,  Block  6996,  Lot  81  Tent., 
Borough  of  Brooklyn. 


736-76-BZ 

APPLICANT — Henry  George  Greene  for  UDC-Hanover, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December  20, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C5-5  5CR  district,  the  con¬ 
version  of  an  office  building  into  a  mixed  building  that 
creates  non-compliance  in  lot  area  per  room  and  the  parking 
requirement. 

PREMISES  AFFECTED — 3  Hanover  Square,  northeast 
corner  of  William  Street,  Block  28,  Lot  1,  Borough  of 
Manhattan. 


APPLICANT — Edwin  Storch  for  Adrian  Homes  Company, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  term  of  variance 
which  expired  October  22,  1978 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R5  district,  the  erection  of  a  one  story  building  for  use  as  a 
factory  with  loading  and  unloading. 

PREMISES  AFFECTED— 37-20  58th  Street,  west  side, 
175  feet  south  of  37th  Avenue,  Block  1212,  Lot  20,  Wood- 
side,  Borough  of  Queens.  Community  Board  #2Q. 


APPLICANT — Atkin  and  Gibson  for  Handbank  Realty, 
owner.  Venice  Restaurant,  lessee. 

SUBJECT — Application  May  12,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-03  and  73-63  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  in  an 
existing  two  story  commercial  building,  the  erection  of  an 
enlargement  to  the  first  floor  restaurant  that  increases  the 
degree  of  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED— 2105-09B  Williamsbridge  Road, 
west  side,  46.42  feet  north  of  Lydig  Avenue,  Block  4332, 
Lot  24,  Borough  of  The  Bronx.  Community  Board  #11BX. 


APPLICANT — A.  H.  Salkowitz  and  Carl  Heimberger  for 
Seaview  Company  C.  O.  Benjamin  Duhl,  owner.  Wald- 
baum’s  Incorporated,  lessee. 

SUBJECT — Application  August  15,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  and  R5  district,  within  an 
existing  shopping  center,  the  enlargement  in  area  of  the 
supermarket  portion  into  the  residence  district. 

PREMISES  AFFECTED— 1847  to  1887  Rockaway,  south¬ 
east  corner  of  Avenue  M,  Block  8281,  Lots  22,  24,  66,  and 
67,  Borough  of  Brooklyn.  Community  Board  #18BK. 


APPLICANT — Wuest  and  Bailey  for  Mario  and  James 
Cazzara,  owner  E.  E.  J.  and  R.  Moreus,  lessee. 

SUBJECT — Application  August  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a  one 
story  enlargement  to  an  existing  drive-in  refreshment  stand. 

PREMISES  AFFECTED — 57-10  Main  Street,  southwest 
corner  of  Booth  Memorial  Avenue,  Block  6375,  Lot  9, 
Flushing,  Borough  of  Queens.  Community  Board  #7Q. 


APPLICANT — McGee  and  Morsellino  for  City  of  New 
York  H.D. A. 

SUBJECT — Application  September  19,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-4  district,  the  erection  of 
a  twenty  story  housing  for  the  elderly  that  penetrates  the 
sky  exposure  plane  and  without  the  required  accessory 
parking. 

PREMISES  AFFECTED — 49  Fulton  Street,  northwest 
corner  of  Pearl  Street,  Block  95,  Lot  27,  Borough  of  Man¬ 
hattan.  Community  Board  #1M. 

Alan  D.  Gershuny,  Executive  Director 


349-78-BZ 


ZONING  CASES 


704-78-BZ 


701-78-BZ 


837-78-BZ 
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FEBRUARY  6,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  February  6, 1979,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

976-77-SA 

APPLICANT — Lear  Siegler,  Incorporated,  Bogen  Division 
— audio  evacuation  system. 


1147-78-SA 

APPLICANT — Eng’s  Engineering  Service — fire  alarm  and 
tank  alarm  systems. 


16-79-SM 

APPLICANT — Diamond  Expansion  Bolt  Company,  Divi¬ 
sion  of  General  Cable — anchors  inserted  in  masonry. 


17-79-SM 

APPLICANT — Uni-Flange  Corporation — mechanical  joint 
for  pipes,  valves,  fittings. 


39-79-SM 

APPLICANT — Walcon  Corporation — facing  units  and  liner 
units  as  components  of  two  hour  fire  rated  non-load  bear¬ 
ing  wall  assemblies. 


677-78-A 

APPLICANT — Atkin  and  Gibson  for  Agustino  Onoriti, 
owner. 

SUBJECT — Application  August  10,  1978 — Review  of  a  deci¬ 
sion  of  the  Borough  Superintendent  dated  June  29,  1977. 

PREMISES  AFFECTED— 2135  Williamsbridge  Road,  west 
side,  212.5  feet  South  of  Pelham  Parkway,  Block  4332,  Lot 
14,  Borough  of  The  Bronx. 

871-78-A 

APPLICANT — Lama  and  Vassalotti  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  September  27,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
change  of  use  from  automotive  service  station  to  self  serv¬ 
ice  gasoline  service  station. 

PREMISES  AFFECTED — 256  McGuinness  Boulevard, 
southeast  corner  of  Kent  Street,  Block  2560,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 


878-78-A 

APPLICANT — Radiator  Specialty  Company,  owner. 

SUBJECT — Application  September  28,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Tite-Seal  Gasket  Cement  Com¬ 
pound”  in  a  two  (2)  ounce  plastic  container  with  metal 
screw  cap  with  rubber  container  not  in  compliance  with 
regulations  of  the  Administrative  Code  of  New  York  City. 


879-78-A 

APPLICANT — Radiator  Specialty  Company,  owner. 

SUBJECT — Application  September  28,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Windshield  Washer  Solvent”  in 
a  six  (6)  ounce  plastic  bottle  with  metal  screw  cap,  not  in 
compliance  with  regulation  of  the  Administrative  Code  of 
New  York  City. 


880-78-A 

APPLICANT — Radiator  Specialty  Company,  owner. 

SUBJECT — Application  September  28,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Lube-Zit”  in  a  one  (1)  gallon 
plastic  container,  container  not  in  compliance  with  regula¬ 
tions  of  the  Administrative  Code  of  New  York  City. 

Alan  D.  Gershuny,  Executive  Director 


FEBRUARY  13,  1979,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  13,  1979,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

208-53-BZ 

APPLICANT— Walter  T.  Gorman  for  Getty  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  26, 
1979  and  for  amendment — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7f,  7h  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium  car  wash  (non-auto¬ 
matic),  storage  and  sales  of  accessories,  motor  vehicle 
repairs  and  office  and  permitting  the  parking  of  cars  await¬ 
ing  to  be  serviced. 

PREMISES  AFFECTED— 5801-5829  Flatlands  Avenue 
and  965-977  East  58th  Street,  northeast  corner  and  892-896 
East  59th  Street,  Block  7762,  Lot  1,  Borough  of  Brooklyn. 
Community  Board  #18BK. 


1 54-50- BZ—Vol.  II 

APPLICANT — Walter  T.  Gorman  for  Shell  Oil  Company, 
long  term  lessee ;  R.  Kirsch  and  F.  Schaftel,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7f  and  7i  of  the  Zoning  Resolution,  permitting  in  a  business 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium  auto  laundry,  motor  vehicle 
repairs,  sale  of  auto  accessories,  storage  and  office  and 
parking  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 5213-5229  Flatlands  Avenue, 
1260-1264  East  53rd  Street,  northwest  corner  and  5212 
Avenue  J,  Block  7800,  Lot  39,  Borough  of  Brooklyn. 
Community  Board  #18BK. 


849-66- BZ 

APPLICANT— Charles  M.  Spindler  Associates  for  Shell 
Oil  Company;  long  term  lessee;  Ben-Dor  Corporation  and 
Rofar  Realty  Corporation,  owners. 

SUBJECT— Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Sections  72-211  and  73-212  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  C4-1  district,  the  erection  of  an  automotive 
service  station  with  accessory  uses  and  accessory  signs  that 
encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 2820  Hylan  Boulevard,  north¬ 
east  corner  of  Tysens  Lane,  Block  3980,  Lot  1  (formerly 
Part  of  Lot  1),  New  Dorp,  Borough  of  Staten  Island. 
Community  Board  #2S.I. 
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1051-21-BZ — Vol.  IV 

APPLICANT — Lama  and  Vassalotti  for  Victor  and  Alfred 
Algretti,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  17, 
1979 — decision  of  the  Borough  Superintendent;  previously- 
granted  on  condition  under  Sections  7e  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  on  a  plot  partly  in  business  and 
partly  in  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  one  story  extension  to  an  existing  building  and 
extend  the  present  use  of  garage  for  trucks  and  repair  shop 
to  include  body  and  fender  work,  incidental  painting  and 
spraying,  welding  and  storage  of  parts. 

PREMISES  AFFECTED — 1820-1832  Cropsey  Avenue  and 
231-245  Bay  19th  Street,  southeast  corner,  Block  6464,  Lot 
16,  Borough  of  Brooklyn.  Community  Board  #11BK. 


482-77-BZ 

APPLICANT — Max  M.  Simon  for  Holiday  Inns  of  America 
(Franchise:  New  York  Motel  Enterprises,  Incorporated), 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  29, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  at  an  existing  hotel 
the  enlargement  in  area  of  the  first  floor  lobby  area  that 
increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED — 423-437  West  56th  Street,  north 
side,  275  feet  east  of  10th  Avenue,  426  West  57th  Street, 
Block  1066,  Lots  12,  13,  14,  15,  16,  17,  18,  19,  46,  47,  48,  49, 
50,  51  and  148,  Borough  of  Manhattan. 


71-77-BZ 

APPLICANT — Paul  Gugliotta  for  Flower  Tenants  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  November  15,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
Ml-6  district,  in  an  existing  fourteen  story  building,  the 
conversion  of  the  second  through  fourteenth  floor  from 
commercial  use  into  joint  living/working  quarter. 

PREMISES  AFFECTED— 46-50  West  29th  Street,  south 
side,  91.8  feet  east  of  Avenue  of  Americas,  Block  830,  Lot 
74,  Borough  of  Manhattan. 


532-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm 
water  (Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 92  Tillman  Street,  south  side, 
94.97  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  345, 
Todt  Hill,  Borough  of  Staten  Island. 


533-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
.1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 


ent  re-  proposed  use  of  drywells  for  disposal  of  storm 
water  (Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED— 169  LaGuardia  Avenue,  south¬ 
east  corner  of  Tillman  Street,  Block  696,  Lot  338,  Todt 
Hill,  Borough  of  Staten  Island. 


534-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm 
water  (Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 175  LaGuardia  Avenue,  east 
side,  63.35  feet  south  of  Tillman  Street,  Block  696,  Lot  335, 
Todt  Hill,  Borough  of  Staten  Island. 


535-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — Appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm  water 
(Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 181  LaGuardia  Avenue,  north¬ 
east  corner  of  Lincoln  Avenue,  Block  696,  Lot  332,  Todt 
Hill,  Borough  of  Staten  Island. 


536-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete — expired  January  10,  1979 — 
filed  pursuant  to  Section  36,  Article  3  of  the  General  City 
Law  re-  proposed  building  not  fronting  on  a  legally  mapped 
street  and  proposed  use  of  drywells  for  disposal  of  storm 
water  (Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 93  Lincoln  Street,  north  side, 
97.96  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  328, 
Todt  Hill,  Borough  of  Staten  Island. 


537-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  proposed  building  not  fronting  on  a  legally 
mapped  street  and  proposed  use  of  drywells  for  the  dis¬ 
posal  of  storm  water  (Local  Law  #7)  ;  previously  granted 
on  condition. 

PREMISES  AFFECTED — 94  Lincoln  Street,  south  side, 
100  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  274, 
Todt  Hill,  Borough  of  Staten  Island. 


538-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm  water 
(Local  Law  #7)  ;  previously  granted  on  condition. 


6 


CALENDAR 


PREMISES  AFFECTED — 193  LaGuardia  Avenue,  south¬ 
east  corner  of  Lincoln  Avenue,  Block  696,  Lot  269,  Todt 
Hill,  Borough  of  Staten  Island. 


539-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm  water 
(Local  Law  #7) ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 201  LaGuardia  Avenue,  east 
side,  63.35  feet  north  of  Croak  Avenue,  Block  696,  Lot  266, 
Todt  Hill,  Borough  of  Staten  Island. 


540-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm  water 
(Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 205  LaGuardia  Avenue,  north¬ 
east  corner  of  Croak  Avenue,  Block  696,  Lot  263,  Todt 
Hill,  Borough  of  Staten  Island. 


541-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  proposed  building  not  fronting  on  a  legally 
mapped  street  and  proposed  use  of  drywells  for  disposal  of 
storm  water  (Local  Law  #7)  ;  previously  granted  on  con¬ 
dition. 

PREMISES  AFFECTED — 93  Croak  Avenue,  north  side, 
100  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  255, 
Todt  Hill,  Borough  of  Staten  Island. 


542- 77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  proposed  building  not  fronting  on  a  legally 
mapped  street  and  proposed  use  of  drywells  for  disposal 
of  storm  water  (Local  Law  #7)  ;  previously  granted  on 
condition. 

PREMISES  AFFECTED — 88  Croak  Avenue,  south  side, 
79.50  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  210, 
Todt  Rill,  Borough  of  Staten  Island. 

543- 77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm  water 
(Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 85  Boulivar  Street,  northeast 
corner  of  LaGuardia  Avenue,  Block  696,  Lot  200,  Todt 
Hill,  Borough  of  Staten  Island. 


544-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm  water 
(Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 965  Manor  Road,  east  side,  40.1 
feet  south  of  Croak  Avenue,  Block  698,  Lot  7,  Todt  Hill, 
Borough  of  Staten  Island. 


505-77-BZ 

APPLICANT — Harold  Herman  for  Solita  N.  Herman 
(Trustee),  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  17, 
1979  and  for  amendment — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R8  dis¬ 
trict,  the  enlargement  by  four  additional  stores  on  an 
existing  five  story  garage  structure  and  the  conversion 
into  a  multiple  dwelling  that  creates  non-compliance  in 
floor  area  ratio,  open  space  ratio,  lot  area  per  room  and 
penetration  of  the  sky  exposure  plane. 

PREMISES  AFFECTED — 423-425  East  76th  Street,  north 
side,  250  feet  west  of  York  Avenue,  Block  1471,  Lot  13, 
Borough  of  Manhattan.  Community  Board  #8M. 


ZONING  CASES 

647-78-BZ 

APPLICANT — Ludwig  P.  Bono  for  Nicholas  Fasanella, 
■owner. 

SUBJECT — Application  August  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction 
and  maintenance  of  a  public  parking  lot  including  commer¬ 
cial  vehicle  storage. 

PREMISES  AFFECTED— 1696  Banyer  Place  and  945 
Croes  Avenue,  southwest  corner,  Block  3660,  Lot  27,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #9BX. 


724-78-BZ 

APPLICANT — Larry  Meltzer  for  Jobico  Realty  Corpora¬ 
tion,  owner.  Lorean  Enterprises  Incorporated,  lessee. 

SUBJECT — Application  September  1,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  within  an 
existing  two  story  store  and  office  building,  the  addition 
to  the  uses  of  the  first  floor  restaurant  to  include  limited 
cabaret. 

PREMISES  AFFECTED  — 1702/1710  Sheepshead  Bay 
Road,  1620/1630  Voorhies  Avenue,  southwest  corner,  Block 
8770,  Lot  9,  Borough  of  Brooklyn.  Community  Board 

#15BK. 


733-78-BZ 

APPLICANT — L.  Shutkind  and  J.  Marini  for  Francesco 
Armenio,  owner. 

SUBJECT — Application  September  11,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  maintenance 
of  an  enlargement  to  a  two  family  dwelling  that  creates 


7 


CALENDAR 


non-compliance  in  floor  area  ratio,  open  space  ratio,  lot 
area  per  room  and  side  yard  encroachment. 

PREMISES  AFFECTED— 1543  East  Gun  Hill  Road,  north 
side,  185.68  feet  east  of  Mickle  Avenue,  Block  4786,  Lot  30, 
Borough  of  The  Bronx.  Community  Board  #12BX. 


859-78-A 

APPLICANT — Joseph  Marini  for  Francesco  Armenio, 
owner. 

SUBJECT — Application  September  21,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED— 1543  East  Gun  Hill  Road,  north 
side,  185.68  feet  east  of  Mickle  Avenue,  Block  4786,  Lot  30, 
Borough  of  The  Bronx. 


885-78-BZ 

APPLICANT — John  D.  Castagnello  for  DGN  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  October  5,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml -6  district,  in  an  existing 
five  story  building,  the  conversion  of  the  second  through 
fifth  floors  from  manufacturing  use  into  apartment. 

PREMISES  AFFECTED— 120  and  122  West  25th  Street, 
south  side,  225  feet  west  of  Avenue  of  the  Americas,  Block 
800,  Lot  53,  Borough  of  Manhattan.  Community  Board 
#5M. 


550-78-BZ 

APPLICANT — Rampulla  Associates  for  Louis  Crispi, 
owner. 

SUBJECT — Application  July  19,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  story  and  basement  enlargement  to  an  existing  banquet 
hall,  restaurant  and  cabaret  establishment. 

PREMISES  AFFECTED — 67  Olympia  Boulevard,  north 
side,  230.38  feet  west  of  Piava  Avenue,  Block  3281,  Lot  10, 
South  Beach,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 

Laid  over  from  January  9,  1979,  for  hearing. 


Alan  D.  Gershuny,  Executive  Director 


mixture  known  as  “Sally  Hanson  Nail  Color  Remover”,  in 
eight  (8)  ounce  high  density,  natural  polyethylene  with 
screw  cap  closure,  container  not  in  compliance  with  the 
Regulations  of  the  Administrative  Code  of  the  City  of 
New  York. 


877-78-A 

APPLICANT — S.  H.  Haskel,  for  Steinway  and  Sons,  owner. 

SUBJECT — Application  September  28,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  use  of 
smoking  areas. 

PREMISES  AFFECTED — One  Steinway  Place,  southwest 
corner  of  19th  Avenue,  Block  814,  Lot  1,  Astoria,  Borough 
of  Queens. 


907-78-A 

APPLICANT — J.  Gary  Parker  for  Eastman  Kodak  Com¬ 
pany,  owner. 

SUBJECT — Application  October  16,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Recordak  Electrostatic  24P 
Toner”,  in  one  (1)  pint  plastic  bottle  with  plastic  screw 
cap-cardboard  liner,  foil  seal,  container  not  in  compliance 
with  the  Regulations  of  the  Administrative  Code  of  the 
City  of  New  York. 

916-78-A 

APPLICANT — M.  Milton  Glass  for  Pamela  Equities  Cor¬ 
poration,  owner. 

SUBJECT — Application  October  17,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevator  in  readiness. 

PREMISES  AFFECTED — 116-20  West  32nd  Street,  south 
side,  204.02  feet  west  of  Avenue  of  the  Americas,  119-23 
west  31st  Street,  Block  807,  Lot  28,  Borough  of  Manhattan. 


753-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 

OWNER  OF  PREMISES — Myron  Boyce,  et  al. 

SUBJECT — Application  September  15,  1978 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  #77 884  re-  Sprinkler 
System. 

PREMISES  AFFECTED— 254  West  54th  Street,  south  side, 
125  feet  east  of  Eighth  Avenue,  Block  1025,  Lot  58,  Bor¬ 
ough  of  Manhattan. 


468-77-A 


FEBRUARY  13,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  February  13,  1979,  at  a  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

437-78-A 

APPLICANT — William  J.  Condon  for  Del  Laboratories, 
Incorporated,  owner. 

SUBJECT — Application  June  16,  1978 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  flammable 


APPLICANT — Jeremiah  T.  Walsh,  Commissioner  of  Build¬ 
ings. 

OWNER  OF  PREMISES— William  Schmid. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Occupancy  #4467  re-  access  to  fire  escapes, 
and  stairway  enclosure. 

PREMISES  AFFECTED— 25-29  William  Street  and  38-42 
Exchange  Place,  southwest  corner,  Block  25,  Lot  27,  Bor¬ 
ough  of  Manhattan. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  9,  1979,  10  A.M. 

Present :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  December  12,  1978,  were 
approved  as  printed  in  the  Bulletin  of  December  21,  1978, 
Volume  63,  Number  51. 


250-46-BZ— Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Wise  Excavating 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  to  reopen  and  amend  the  resolution — decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Sections  7c  and  21  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  change  in  occu¬ 
pancy  from  business  garage  for  not  more  than  twelve 
trucks,  express  storage  and  office  (previously  granted  by 
the  Board),  to  storage  of  more  than  five  trucks. 

PREMISES  AFFECTED— 95-105  Vanderbilt  Avenue,  east 
side,  290  feet  7j4  inches  south1  of  Park  Avenue,  Block  1887, 
Lot  24,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 


29-53-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  long  term  lessee ;  Cyrus  Rubin  and  Bencole 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  November  4,  1978 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Sections  7f,  7h,  7i,  7 A  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  and  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
car  wash  (non-automatic),  motor  vehicle  repairs,  storage 
and  sale  of  accessories  and  office,  and  permitting  the  park¬ 
ing  and  storage  of  motor  vehicles  with  a  business  entrance 
nearer  to  residence  use  district  than  is  permitted. 
PREMISES  AFFECTED— 24-60  to  24-72  East  Tremont 
Avenue,  17-54  to  17-90  Seddon  Street,  southeast  corner  and 
17-34  to  17-63  St.  Peters  Avenue,  Block  3999,  Lot  32,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #9BX. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  4,  1953,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
January  9,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 


the  resolution  adopted  on  November  4,  1953,  as  amended 
through  December  17,  1968,  only  as  to  the  term  of  the  vari¬ 
ance,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“ granted  for  a  term  of  6  months  from  the  date  of  this 
amended  resolution,  to  permit  ...  ;  on  condition  that  the 
premises  be  used  for  the  parking  and  storage  of  pleasure 
cars  only,  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  N.B.  #1441-52) 


628-53-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Bedford  and  Gates 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  2, 
1979  and  for  amendment — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  erection  of  an  extension  to  the  existing  acces¬ 
sory  building  and  extend  the  present  legal  uses  of  a  gaso¬ 
line  service  station,  lubritorium,  car  washing,  minor  auto 
repairs,  storage,  office,  sales,  parking  and  storage  of  motor 
vehicles  to  include  brake  testing  and  wheel  alignment. 

PREMISES  AFFECTED— 1097-1109  Bedford  Avenue  and 
323-329  Gates  Avenue,  southeast  corner,  Block  1807,  Lot  1, 
Borough  of  Brooklyn.  Community  Board  #3BK. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened,  term  of  vari¬ 
ance  extended  and  resolution  amended. 

THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  2,  1954  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  9,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen ' and  amend  the  resolution  adopted  on  February 
2,  1954,  as  amended  through  September  16,  1969,  by  adding 
thereto : 

“that  this  variance  shall  continue  for  a  term  of  ten  years 
from  the  date  of  this  amended  resolution;  that  the  auto¬ 
motive  service  station  shall  remove  two  pumps  and  add 
guard  railing  and  concrete  block  wall  along  the  north  lot 
line,  substantially  as  shown  on  revised  drawing  of  pro¬ 
posed  conditions  marked  “Received  November  8,  1978” — 
one  sheet  on  condition  that  the  premises  be  used  for  the 
parking  and  storage  of  pleasure  cars  only,  that  the  cor¬ 
rugated  fence  and  masonry  wall  be  painted  in  a  uniform 
light  color ;  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects, 
and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained  within  one  year  from  the  date  of  this  amended 
resolution.”  (Alt.  5115-1954  and  B.N.  1187-78) 

423-54-BZ— Vol.  II 

APPLICANT — Walter  T.  Gorman  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7e  and  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  erection  and  maintenance  of  a 
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gasoline  service  station,  lubritorium,  minor  repairs  (hand 
tools  only),  office,  sales  and  storage  of  auto  accessories  and 
open  parking. 

PREMISES  AFFECTED — 1217  East  233rd  Street,  north¬ 
west  corner  of  Baychester  Avenue,  Block  4954,  Lot  68, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  A.  Ronan. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  31,  1956,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
31,  1956,  as  amended  through  March  5,  1974,  by  adding 
thereto : 

“that  the  ground  sign  advertising  the  brand  of  gasoline 
on  sale,  may  also  include  the  wording  ‘Auto  Care’  sub¬ 
stantially  as  shown  on  revised  drawing  of  proposed  con¬ 
ditions  marked  ‘Received  September  26,  1978’ — one 
sheet;  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.”  (E.S. 
#184/78) 


960-67-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  The  Park  Lane 
Hotel,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
C5-3  and  RIO  district,  the  erection  of  an  apartment  hotel 
and  a  transient  hotel  on  the  same  zoning  lot,  that  en¬ 
croaches  on  the  required  rear  yard  equivalent,  encroaches 
on  the  required  rear  yard  above  125  feet  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 36-38  Central  Park  South, 
south  side,  245  feet  east  of  Avenue  of  the  Americas,  29-37 
West  58th  Street,  Block  1274,  Lots  11,  12,  13,  14,  62  and 
64,  Borough  of  Manhattan.  Community  Board  #5M. 
APPEARANCES— 

For  Applicant:  Frances  R.  Angelino,  Philip  Martinez  and 
Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  13,  1963,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  13,  1968  as  amended  through  April  23,  1970  by  adding 
thereto : 

“that  the  banquet  hall  on  the  second  floor  shall  conform 
to  revised  drawings  of  proposed  conditions  marked 
received  November  8,  1978  2  sheets;  that  substantial 
construction  shall  be  completed  within  one  year  from 


the  date  of  this  amended  resolution  and  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (Alt.  1092/78) 


572-73-BZ 

APPLICANT — Calvanico  Associates  for  Staten  Island 
Toyota  Sales,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R3-2  district,  the  erection  of  a  one  story  and  mezzanine 
automobile  sales  and  service  establishment  with  accessory 
offices. 

PREMISES  AFFECTED — 1720  Richmond  Avenue,  south¬ 
west  corner  of  Clifton  Street,  Block  2158,  Lot  45,  New 
Springville,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  Winters. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  10,  1974,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
10,  1974  as  amended  through  June  8,  1976  by  adding  thereto : 
“that  all  business  signs  shall  conform  to  Cl  district 
regulations;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects.” 
(ES  117-78) 


437-76-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  255  Turnpike 
Association,  owner;  JJR  Amusement  Corporation,  lessee. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November 
29,  1978 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  73-35  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  C4-1  district,  within  an 
existing  shopping  center,  the  conversion  of  a  retail  store 
into  an  amusement  arcade. 

PREMISES  AFFECTED — 259-278  Union  Turnpike,  north¬ 
west  corner  of  260th  Street,  Block  8513,  Lot  2,  Glen  Oaks, 
Borough  of  Queens.  Community  Board  #13Q. 

APPEARANCES— 

For  Applicant :  Harriet  Jacobs. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  19,  1976,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
January  9,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
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19,  1976,  as  amended  through  November  29,  1977,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“ granted  for  a  term  of  one  year  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  on  condition  that  the 
outside  of  the  premises  be  maintained  in  a  clean  condition 
and  that  all  graffiti  be  removed ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  new  Certificate  of  Occu¬ 
pancy  shall  be  obtained  within  one  year  from  the  date  of 
this  amended  resolution.”  (Alt.  318/76) 


279-77-BZ 

APPLICANT — A.  H.  Salkowitz  and  Carl  Heimberger  for 
the  Museum  of  Modern  Art,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  29, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C5-3  district,  the  enlargement 
in  area  of  an  existing  museum  that  encroaches  on  the  re¬ 
quired  rear  yard  and  the  erection  of  a  SO  story  mixed 
building  that  encroaches  on  the  required  rear  yard  and 
has  less  than  the  required  accessory  parking. 

PREMISES  AFFECTED— 5  to  35  West  53rd  Street,  north 
side,  260  feet  west  of  Fifth  Avenue,  4  to  24  West  54th 
Street,  Block  1269,  Lot  17  and  20,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Carl  Heimberger. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  29,  1977,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  29,  1977  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  437-77)  (N.B.  14-77) 


1343-61-A 

APPLICANT — Berg  and  Dorf  for  Chelsea  23rd  Street 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — Appeal  from  an  order  and  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system; 
previously  granted  on  condition. 

PREMISES  AFFECTED— 216-234  West  23rd  Street,  south 
side,  200  feet  west  of  7th  Avenue,  Block  772,  Lot  64,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  S.  Dorf. 

ACTION  OF  BOARD — Laid  over  to  January  16,  1979,  at 
10  A.M.,  Special  Order  Calendar,  for  decision;  hearing 
closed. 


628-76- A 

APPLICANT — The  59  Development  Company  for  New 
York  City  Housing  Preservation  and  Development,  owner. 


SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  February  1,  1978 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  storm  water  disposal; 
previously  granted  on  condition. 

PREMISES  AFFECTED— 102  Beach  61st  Street,  east  side, 

574.47  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  13, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  16,  1979,  at 
10  A.  M.,  Special  Order  Calendar,  for  decision;  hearing 
closed. 


629-76- A 

APPLICANT — The  59  Development  Company  for  New 
York  City  Housing  Preservation  and  Development,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  com¬ 
plete  which  expired  February  1,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  storm  water  dis¬ 
posal;  previously  granted  on  condition. 

PREMISES  AFFECTED — 98  Beach  61st  Street,  east  side, 

608.47  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  10, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  January  16,  1979,  at 
10  A.M.,  Special  Order  Calendar,  for  decision;  hearing 
closed. 


630-76-A 

APPLICANT — The  59  Development  Company  for  New 
York  City  Housing  Preservation  and  Development,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  complete 
which  expired  February  1,  1978 — appeal  from  a  decision  of 
the  Borough  Superintendent  re-  storm  water  disposal; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 94  Beach  61st  Street,  east  side, 

642.47  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  9, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD— Laid  over  to  January  16,  1979,  at  10 
A.M.,  Special  Order  Calendar,  for  decision;  hearing  closed. 


631-76-A 

APPLICANT — The  59  Development  Company  for  New 
York  City  Housing  Preservation  and  Development,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  complete 
which  expired  February  1,  1978 — appeal  from  a  decision  of 
the  Borough  Superintendent  re-  storm  water  disposal ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 92  Beach  61st  Street,  east  side, 

666.47  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  7, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  January  16,  1979,  at  10 
A.M.,  Special  Order  Calendar,  for  decision;  hearing  closed. 


632-76- A 

APPLICANT — The  59  Development  Company  for  New 
York  City  Housing  Preservation  and  Development,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  complete 
which  expired  February  1,  1978 — appeal  from  a  decision  of 
the  Borough  Superintendent  re-  storm  water  disposal ; 
previously  granted  on  condition. 
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PREMISES  AFFECTED — 88  Beach  61st  Street,  east  side, 
690.47  feet  south  of  Larkin  Avenue,  Beach  15932,  Lot  6, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  January  16,  1979,  at  10 
A.M.,  Special  Order  Calendar,  for  decision;  hearing  closed. 


633-76-A 

APPLICANT — The  59  Development  Company  for  New 
York  City  Housing  Preservation  and  Development,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  complete 
which  expired  February  1,  1978 — appeal  from  a  decision  of 
the  Borough  Superintendent  re-  storm  water  disposal ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 86  Beach  61st  Street,  east  side, 
717.47  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  4, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  January  16,  1979,  at  10 
A.M.,  Special  Order  Calendar,  for  decision;  hearing  closed. 


634-76-A 

APPLICANT — The  59  Development  Company  for  New 
York  City  Housing  Preservation  and  Development,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  complete 
which  expired  February  1,  1978 — appeal  from  a  decision  of 
the  Borough  Superintendent  re-  storm  water  disposal ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 170  Beach  60th  Street,  east  side, 
125  feet  north  of  Larkin  Avenue,  Block  15902,  Lot  6, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  January  16,  1979,  at  10 
A.M.,  Special  Order  Calendar,  for  decision;  hearing  closed. 


635-76-A 

APPLICANT — The  59  Development  Company  for  New 
York  City  Housing  Preservation  and  Development,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  complete 
which  expired  February  1,  1978 — appeal  from  a  decision  of 
the  Borough  Superintendent  re-  storm  water  disposal ; 
previously  granted  on  condition. 

PREMISES  AFFECTED— 172  Beach  60th  Street,  east  side, 
182.5  feet  north  of  Larkin  Avenue,  Block  15902,  Lot  9, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  January  16,  1979,  at  10 
A.M.,  Special  Order  Calendar,  for  decision;  hearing  closed. 


340-78-BZ 

APPLICANT — Joseph  B.  Raia  for  Thomas  J.  Springstead, 
owner. 

SUBJECT — Application  May  9,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-20  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  (SRD)  district,  on  a  plot 
with  less  than  the  required  lot  area,  the  erection  of  a  one 
family  dwelling  that  encroaches  on  the  required  side  yards. 

PREMISES  AFFECTED — 12  Rankin  Street,  south  side, 
100  feet  west  of  Preston  Avenue,  Block  5335,  Lot  48,  Great 
Kills,  Borough  of  Staten  Island,  Community  Board  #3S.I. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Raia. 

For  Opposition :  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 


ACTION  OF  BOARD— Laid  over  to  January  23,  1979,  at 
10  A.M.,  for  decision  at  the  request  of  the  applicant; 
hearing  closed. 


482-78-BZ 

APPLICANT — Dominick  Gagliano,  owner. 

SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of  a  two  story,  two 
family  dwelling  that  has  less  than  the  required  open  space 
and  accessory  parking,  exceeds  the  aggregate  width  of 
the  street  wall  and  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 2420  East  16th  Street,  west  side, 
150  feet  south  of  Avenue  ‘X’,  Block  7417,  Lot  15,  Borough 
of  Brooklyn.  Community  Board  #15BK. 

APPEARANCES— 

For  Applicant:  Dominick  Gagliano  and  Carl  Santore. 

For  Opposition :  None. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  January  23,  1979,  at 
10  A.  M.,  for  decision;  additional  information;  hearing 
closed. 


483-78-BZ 

APPLICANT — Dominick  Gagliano,  owner. 

SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of  a  two  story,  two 
family  dwelling  that  has  less  than  the  required  open  space 
and  accessory  parking,  exceeds  the  aggregate  width  of 
the  street  wall  and  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 2426  East  16th  Street,  west  side, 
195  feet  south1  of  Avenue  ‘X’,  Block  7417,  Lot  17,  Borough 
of  Brooklyn.  Community  Board  #15BK. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  January  23,  1979, 
at  10  A.  M.,  for  decision ;  additional  information ;  hearing 
closed. 


484-78-BZ 

APPLICANT — Dominick  Gagliano,  owner. 

SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story,  two  family  dwelling  that  exceeds  the  aggregate 
width  of  the  street  wall,  has  less  than  the  required  open 
space  and  accessory  parking,  and  encroaches  on  the  re¬ 
quired  rear  yard. 
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PREMISES  AFFECTED — 2432  East  16th  Street,  west  side, 
240  feet  south  of  Avenue  ‘X’,  Block  7417,  Lot  19,  Borough 
of  Brooklyn.  Community  Board  #15BK. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  January  23,  1979,  at  10 
A.M.,  for  decision;  additional  information;  hearing  closed. 

485-78-BZ 

APPLICANT — Dominick  Gagliano,  owner. 

SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story,  two  family  dwelling  that  exceeds  the  aggregate 
width  of  the  street  wall,  has  less  than  the  required  open 
space  and  accessory  parking,  and  encroaches  on  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED — 2436  East  16th  Street,  west 
side,  285  feet  south  of  Avenue  ‘X’,  Block  7417,  Lot  21, 
Borough  of  Brooklyn.  Community  Board  #15BK. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  January  23,  1979,  at  10 
A.M.,  for  decision;  additional  information;  hearing  closed. 

486-78-BZ 

APPLICANT — Dominick  Gagliano,  owner. 

SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story,  two  family  dwelling  that  exceeds  the  aggregate 
width  of  the  street  wall,  has  less  than  the  required  open 
space  and  accessory  parking,  and  encroaches  on  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED— 2440  East  16th  Street,  west 
side,  325  feet  north  of  Avenue  ‘Y’,  Block  7417,  Lot  23, 
Borough  of  Brooklyn.  Community  Board  #15BK. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  January  23,  1979,  at  10 
A.M.,  for  decision;  additional  information;  hearing  closed. 

487-78-BZ 

APPLICANT — Dominick  Gagliano,  owner. 

SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story,  two  family  dwelling  that  exceeds  the  aggregate 
width  of  the  street  wall,  has  less  than  the  required  open 
space  and  accessory  parking,  and  encroaches  on  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED— 2444  East  16th  Street,  west 
side,  280  feet  north  of  Avenue  ‘Y’,  Block  7417,  Lot  27, 
Borough  of  Brooklyn.  Community  Board  #15BK. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 


ACTION  OF  BOARD— Laid  over  to  January  23,  1979,  at  10 
A.M.,  for  decision;  additional  information;  hearing  closed. 


550-78-BZ 

APPLICANT — Rampulla  Associates  for  Louis  Crispi, 
owner. 

SUBJECT — Application  July  19,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  story  and  basement  enlargement  to  an  existing  banquet 
hall,  restaurant  and  cabaret  establishment. 

PREMISES  AFFECTED — 67  Olympia  Boulevard,  north 
side,  230.38  feet  west  of  Piave  Avenue,  Block  3281,  Lot  10, 
South  Beach,  Borough  of  Staten  Island.  Community 
Board  #2S.I. 

APPEARANCES— 

For  Applicant:  Philip  V.  Rampulla. 

For  Opposition:  Jack  J.  Broncatello  and  Louis  Marciante. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
10  A.M.,  for  hearing. 


639-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  22-44  Realty  Com¬ 
pany,  owner.  Pioneer  Savings  and  Loan  Association, 
lessee. 

SUBJECT — Application  August  8,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  enlargement  in 
area  of  an  existing  one  story  restaurant  and  the  change  in 
occupancy  into  a  two  story  bank  with  accessory  parking 
within  the  front  yard. 

PREMISES  AFFECTED— 24-44/46  Francis  Lewis  Boule¬ 
vard,  southwest  corner  of  24th  Road,  Block  4899,  Lot  34, 
Bayside,  Borough  of  Queens.  Community  Board  #7Q. 
APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Edwin  Zwerge. 
For  Opposition:  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  January  16,  1979,  at 
10  A.M.,  for  decision;  hearing  closed. 


751-78-BZ 

APPLICANT — McGee  and  Morsellino  for  Joseph  Barone, 
owner,  Meineke  Muffler,  Incorporated,  lessee. 

SUBJECT — Application  September  14,  1978 — decision  of 
the  Borough  Superintendent,  under  Sections  11-412  and 
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11-413  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  change  in  use  of  an  existing  automobile  service 
station  with  accessory  uses  previously  before  the  Board 
into  an  automobile  repair  and  muffler  installation  establish¬ 
ment. 

PREMISES  AFFECTED — 200-15  Northern  Boulevard, 
northwest  corner  of  201st  Street,  Block  6261,  Lot  30, 
Flushing,  Borough  of  Queens.  Community  Board  #11Q. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

ACTION  OF  BOARD — Laid  over  to  January  23,  1979,  at 
10  A.  M.,  for  decision;  hearing  closed. 


881-78-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Carriage  House 
Associated,  owner. 

SUBJECT — Application  September  29,  1978 — decision  of 
the  Borough  Superintedent,  under  Sections  11-412  and 
11-413  of  the  Zoning  Resolution,  to  permit  in  an  R8  district, 
in  conjunction  with  the  enlargement  in  area  of  an  existing 
two  story  building  the  use  of  the  second  floor  as  medical 
offices. 

PREMISES  AFFECTED— 153  East  69th'  Street,  north  side, 
175  feet  east  of  Lexington  Avenue,  Block  1404,  Lot  27, 
Borough  of  Manhattan.  Community  Board  #8M. 
APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff,  Donald  Lubin  and  Bob 
Rizzi. 

For  Opposition :  Harold  N.  Eder  and  Herbert  Wise. 
ACTION  OF  BOARD — Laid  over  to  January  23,  1979,  at 
10  A.  M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


72-78-BZ 

APPLICANT — E.  Lauria  for  Edward  Ramos,  owner. 
SUBJECT — Application  February  14,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  in  an  exist¬ 
ing  two  story  building,  the  extension  of  tbe  first  floor 
restaurant  and  cabaret  that  increases  the  degree  of  non¬ 
conformity. 

PREMISES  AFFECTED— 750  Barclay  Avenue,  north¬ 
west  corner  of  Boardwalk  Avenue,  Block  6397,  Lot  12, 
Annadale,  Borough  of  Staten  Island.  Community  Board 
#3S.I. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  receommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
September  19,  1978,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  24,  1978 ;  then  to  December  5, 
1978;  then  to  January  9,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  14,  1977,  acting  on  Alt.  Applic.  #94/1976, 
reads : 


“1.  Proposed  change  of  use  of  a  portion  of  the 
first  floor  from  residential  use  group  2  to  an  eating  and 
drinking  establishment,  use  group  12  within  an  R3-2 
district  constitutes  an  extension  of  a  non-conforming 
use  contrary  to  Section  52-40  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  consisting  of  Com¬ 
missioner  John  J.  Walsh  P.E.  and  John  B.  Cincotta. 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  limited  to  the  objection  cited  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  in  an  existing 
two  story  building,  the  extension  of  the  first  floor  restaurant 
and  cabaret  that  increases  the  degree  of  non-conformity 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  as  they  apply  to  the  objection,  above  noted,  filed 
with  this  application,  marked  received  “February  14,  1978”, 
6  sheets ;  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


425-78-BZ 

APPLICANT — Joseph  Pell  Lombardi  for  Paramount  Brush 
Company,  Incorporated,  owners. 

SUBJECT — Application  June  12,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C-4  district,  in  an  existing  three 
story  building,  the  conversion  of  the  second  floor  offices 
and,  billiard  parlor  into  a  manufacturing  establishment 
with  accessory  showroom  and  offices. 

PREMISES  AFFECTED — 1/7  West  Burnside  Avenue  and 
2051-2057  Jerome  Avenue,  Northwest  corner,  Block  3192, 
Lot  75,  Borough  of  The  Bronx.  Community  Board  #5BX. 
APPEARANCES— 

For  Applicant:  Joseph  Lombardi. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  12,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  9,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  12,  1978,  acting  on  Alt.  Applic.  #272/1978,  reads: 
“1.  Proposed  change  of  use  of  second  floor  level 
from  offices  and  billiard  room  parlor  to  offices  and  light 
manufacturing  U.  G.  17  located  in  a  Cl-4  district  is 
contrary  to  Section  32-10  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  consisting  of 
Commissioner  Philip  P.  Agusta  R.A.  and  Commissioner 
Stanley  M.  Wolf  R.A. 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  limited  to  the  objection  cited  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-4  district,  in  an  existing 
three  story  building,  the  conversion  of  the  second  floor 
offices  and  billiard  parlor  into  a  manufacturing  establishment 
with  accessory  offices  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  as  they  apply  to  the  objection, 
above  noted,  filed  with  this  application,  marked  received 
“June  12,  1978”,  1  sheet,  “December  26,  1978”,  4  sheets  and 
“January  8,  1979”,  2  sheets  and  on  further  condition  that  the 
existing  sprinkler  system  be  properly  maintained,  that  the 
occupancy  be  restricted  to  low  or  medium  hazard  manufac¬ 
turing  uses,  that  there  shall  be  no  high  hazard  occupancies 
of  any  kind,  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


542-78-BZ 

APPLICANT — Medhat  R.  Abdel-Salam  for  Corona  Congre¬ 
gational  Church,  owner. 

SUBJECT — Application  July  14,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-452  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  construction  of 
an  off-site  accessory  parking  facility  for  a  community  center 
that  exceeds  the  distance  from  the  principal  site. 
PREMISES  AFFECTED— 34-12  102nd  Street,  west  side, 
100  feet  south  of  34th  Avenue,  Block  1735,  Lot  12,  Corona, 
Borough  of  Queens.  Community  Board  #3Q. 
APPEARANCES— 

For  Applicant:  Medhat  R.  Abdel-Salam. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  12,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  9,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1978,  acting  on  Alt.  Applic.  #425/1978, 
reads : 

“7.  Accessory  off  site  parking  for  community  center, 
located  within  an  R5  zoning  district,  where  the  dis¬ 
tance  of  the  parking  spaces  from  the  community  center 
exceeds  200  feet,  is  contrary  to  Section  25-53  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board  consisting  of  Commis¬ 
sioner  Philip  P.  Agusta,  R.A.  and  Commissioner  Harry  M. 
Carroll,  P.E. 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-452  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-452  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  construction  of  an  off-site  accessory  park¬ 
ing  facility  for  a  proposed  community  center  that  exceeds  the 
distance  from  the  principal  site  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  received  “July  14,  1978”,  1  sheet,  “November 
3,  1978”,  1  sheet  and  December  21,  1978  1  sheet;  and  on 
further  condition  that  this  parking  facility  shall  be  restricted 


to  accessory  parking  for  the  proposed  Florence  E.  Smith 
Community  Center  Block  1717,  Lot  33,  that  no  permit  shall 
be  issued  for  this  parking  lot  until  after  a  permit  is  issued 
for  the  community  center  and  that  all  laws,  rules  and  regula¬ 
tions  applicable  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


556-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Aldo  B.  Girasole, 
owner.  Club  Maximus,  lessee. 

SUBJECT — Application  July  25,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing  one 
story  commercial  building,  the  addition  to  the  uses  of  an 
existing  restaurant  to  include  cabaret  (dancing). 

PREMISES  AFFECTED— 1273/79  77th  Street  and  7620 
13th  Avenue,  northwest  corner,  Block  6232,  Lot  46,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #10BK. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Councilman  Angelo  Arculeo. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  0 

Negative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
December  12,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  9,  1979;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  28,  1978,  acting  on  Alt.  Applic.  #198/1977,  reads : 

“1.  Proposed  conversion  of  an  eating  and  drinking 
place  with  restrictions  on  entertainment — Use  Group  5, 
to  an  eating  drinking  place  without  restrictions  on  enter¬ 
tainment  and  dancing — Use  Group  12  is  not  permitted  as 
of  right  under  Section  32-10  since  the  building  is  located 
in  a  Cl-2  in  R4  zone.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  consisting  of  Commis¬ 
sioner  Philip  P.  Agusta,  R.A.  and  Commissioner  Harry  M. 
Carroll,  P.E. 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding (s)  B  and  C  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  28,  1978  acting  on  Alt.  Applic.  #198/1977,  Objec¬ 
tion  No.  1  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 


697-78-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Frank  Esposito  and 
Carmine  Rende,  Contract  Vendee. 

SUBJECT — Application  August  21,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-5  district,  the  conver¬ 
sion  of  an  existing  six  story  building  from  a  warehouse 
into  a  multiple  dwelling. 

PREMISES  AFFECTED— 124-132  Jane  Street,  south  side, 
120  feet  west  of  Washington  Street,  Block  641,  Lots  10 
and  13,  Borough  of  Manhattan.  Community  Board  #2M. 

APPEARANCES — 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition :  Mrs.  Harry  Genis. 


15 


MINUTES 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  12,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  9,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
redated  August  23,  1978,  acting  on  Alt.  Applic.  #630/1978, 
reads : 

“2.  Proposed  residence  building  (U.G.  2)  located  in 
Ml-5  district  is  contrary  to  Section  42-00  ZR.  (There 
are  no  bulk  or  parking  regulations  for  residential  build¬ 
ing).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  consisting  of  Commis¬ 
sioners  John  J.  Walsh,  P.E.  and  Stanley  M.  Wolf,  R.A. ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-5  district,  the  conversion  of 
an  existing  six-story  building  from  a  warehouse  into  a  mul¬ 
tiple  dwelling  on  condition  that  all  work  shall  substantially 
conform  to  drawings  as  they  apply  to  the  objection,  above 
noted,  filed  with  this  application,  marked  “Received  August 
21,  1978”,  one  sheet,  and  “November  20,  1978”,  11  sheets; 
and  on  further  condition  that  a  sprinkler  system  and  smoke 
detection  devices  be  installed  in  accordance  with  Article  7B 
of  the  Multiple  Dwelling  Law ;  that  there  shall  be  no  sleeping 
in  the  cellar;  that  an  affidavit  be  filed  with  the  Department 
of  Buildings  and  this  Board  which  states  that  the  developer 
is  prepared  to  insert  prominently  the  following  language  in 
any  lease  or  prospectus  for  cooperative  sale  of  apartments  in 
the  subject  premises,  “this  property  is  located  in  an  Ml-5 
zone,  which  means  that  manufacturing,  warehouse  and  other 
commercial  uses  are  located  in  the  immediate  vicinity,  i.e., 
a  building  supply  company,  a  meat  refrigeration  plant,  a 
disco,  and  that  occupancy  will  be  subject  to  any  inconvenience 
caused  by  such  permitted  businesses”;  that  if  the  building  is 
air-conditioned  it  shall  be  centrally  air-conditioned ;  that 
windows  be  installed  on  the  south  side  of  the  building  with 
one  inch  thick  insulating  glass  and  that  windows  on  the  north 
side  of  the  building  be  of  one-quarter  inch  glass  with  at  least 
a  2  inch  air  space;  that  mentioned  windows  must  adhere  to 
the  above  specification  or  equivalent;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


698-78-A 

APPLICANT — Samuel  J.  Kisseloff  for  Frank  Esposito  and 
Carmine  Rende,  Contract  Vendee. 

SUBJECT — Application  August  21,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED — 124/132  Jane  Street,  south  side, 
120  feet  west  of  Washington  Street,  Block  641,  Lots  10 
and  13,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  23,  1978,  on  Alt.  Applic.  #630/78,  reads : 

“5.  Proposed  rear  yard,  to  light  and  ventilate  living 
rooms  as  shown  is  contrary  to  Sec.  277(7)  MDL. 

6.  Required  windows  which  do  not  have  at  least  5 
feet  distance  between  said  windows  and  rear  lot  line,  are 
contrary  to  Sec.  277(7)  MDL.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  23,  1978,  acting  on  Alt.  Applic.  #630/1978, 
Objection  Nos.  5  and  6,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  310  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  all  work  shall  conform  to  the 
resolution  adopted  this  date  under  Calendar  Number  697-78- 
BZ;  and  that  all  other  laws,  rules  and  regulations  be  com¬ 
plied  with. 


862-78-BZ 

APPLICANT — Edward  Lauria  for  Charles  Virginia,  owner. 
SUBJECT — Application  September  25,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-1  and  R5  district,  the  change 
in  occupancy  of  an  existing  supermarket  into  an  automo¬ 
bile  sales  and  service  establishment  with  accessory  parking 
extending  into  the  residence  district. 

PREMISES  AFFECTED — 160  Tompkins  Avenue,  north¬ 
west  corner  of  Vanderbilt  Avenue,  Block  558,  Lot  1,  Bor¬ 
ough  of  Staten  Island.  Community  Board  #1S.I. 
APPEARANCES— 

For  Applicant :  Edward  Lauria. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  December  12,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  9,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  20,  1978,  acting  on  Alt.  Applic.  #119/1978, 
reads : 

“1.  Proposed  alteration  of  an  existing  food  store 
(Use  Group  6)  to  an  automobile  sale  establishment  in¬ 
cluding  repairs  (Use  Group  16),  in  a  Cl-1  district  is 
contrary  to  Section  32-25  (ZR). 

2.  Proposed  use  of  residential  portion  of  lot  (R-5) 
for  parking  area  accessory  to  proposed  Automobile  sales 
establishment  is  contrary  to  conditions  of  BS  &  A  reso¬ 
lution  93-51-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  consisting  of  Commis¬ 
sioner  John  J.  Walsh,  P.  E.  and  John  Cincotta;  and 
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Whereas,  Community  Board  #1S.I.  recommended  ap¬ 
proval  ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  limited  to  the  objection  cited,  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-1  and  R5  district,  the 
change  in  occupancy  of  an  existing  supermarket  into  an 
automobile  sales  and  service  establishment  with  accessory 
parking  extending  into  the  residence  district  on  condition 
that  all  work  shall  substantially  conform  to  drawings  as  they 
apply  to  the  objection,  above  noted,  filed  with  this  applica¬ 
tion,  marked  “Received  September  25,  1978”,  3  sheets,  and 
“January  3,  1979”,  3  sheets;  and  on  further  condition  that 
there  shall  be  no  body  and  fender  repairs  or  paint  spraying 
performed ;  that  screening  be  installed  and  maintained  on 
the  north,  west  and  south  lot  lines  in  accordance  with  Sec¬ 
tion  25-66  of  the  Zoning  Resolution;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 

Adjourned:  11:45  A.M. 

Alan  D.  Gershuny,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  9,  1979,  2  P.M. 

Present :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

758-67-SM 

APPLICANT — Owens-Corning  Fiberglas  Corporation, 
owner. 

SUBJECT — To  include  additional  bathtub. 
APPEARANCES— 

For  Applicant :  Lewis  F.  Haskins. 

ACTION  OF  BOARD — Application  Reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
758-67-SM :  Amendment  to  resolution  to  include  additional 
bathtub. 

Owens-Corning  Fiberglas  Corporation,  Toledo,  Ohio, 
requested  that  the  resolution  adopted  October  24,  1972  and 
amended  through  June  7,  1977  under  Calendar  Number  758- 
67-SM  be  reopened  and  amended  to  include  an  additional 
bathtub. 

PROPOSED  USE:  Factory  built  bathtub. 
DESCRIPTION:  The  additional  bathtub  unit  is  5  feet 
long  and  is  known  as  the  Model  T16-60.  The  units  are  of 
gel  coated,  glass  fiber  reinforced  polyester  resin. 
INSPECTION  AND  TEST:  The  bathtub  has  been  tested 
and  approved  by  the  National  Association  of  Home  Builders 
Research  Foundation,  Incorporated  (No.  CR-734). 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  24,  1972  and 
amended  through  June  7,  1977  under  Calendar  Number 
758-67-SM  be  reopened  and  amended  to  include  an  additional 
factory  built  bathtub,  Owens-Corning  Model  T16-60,  on  con¬ 
dition  that  all  uses,  locations,  and  installations  shall  comply 
with  the  applicable  requirements  of  the  Building  Code  of  the 
City  of  New  York  and  the  original  resolution  and  previous 
amendments  adopted  under  this  Calendar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls,  and 
labeling  of  materials,  literature  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corporate 
name,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


483-70-SM 

APPLICANT — Hilti,  Incorporated,  owner. 

SUBJECT — Additional  powder  actuated  fastening  tool  and 
include  procedure  for  testing  fasteners. 
APPEARANCES— 

For  Applicant:  Michael  Fleming. 

ACTION  OF  BOARD — Application  Reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
483-70-SM :  Amendment  to  resolution  to  include  additional 
powder  actuated  fastening  tool  and  include  procedure  for 
testing  fasteners. 

Hilti,  Incorporated,  Stamford,  Connecticut,  requested  that 
the  resolution  adopted  February  9,  1971  and  amended  through 
October  31,  1978  under  Calendar  Number  483-70-SM  be 
reopened  and  amended  to  include  an  additional  powder  ac¬ 
tuated  fastening  tool  and  include  a  procedure  for  testing  the 
fasteners. 

PROPOSED  USE:  Powder  actuated  fastening  tool  and 
fasteners. 

DESCRIPTION :  The  additional  powder  actuated  fasten¬ 
ing  tool  is  the  Hilti  Model  DX-451.  It  is  similar  to  the 
previously  approved  Model  DX-350.  The  primary  difference 
is  that  the  Model  DX-451  can  be  used  for  both  pin  and 
threaded  stud  fasteners  with  a  variety  of  lengths  and  di¬ 
ameters,  as  shown  on  the  Hilti  DX-451  Selector  Chart  (on 
file). 

The  tool  can  only  be  fired  with  the  proper  power  supply, 
a  choice  of  two  powers  of  color  coded  magazines,  with  10 
power  loads  each.  The  tool  can  only  be  fired  when  it  is 
perpendicularly  pressed  against  a  surface  with  25  pounds 
of  force  (18  pounds  more  than  the  weight  of  the  tool)  and 
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the  trigger  is  simultaneously  pulled.  A  rubber  protective 
guard  is  mounted  on  the  muzzle  end  of  the  tool  perpendicular 
to  the  barrel.  The  Model  DX-451  tool  is  equipped  with  a 
noise  reduction  chamber.  The  tool  is  rated  as  a  low  velocity 
type,  with  a  free  flight  velocity  of  less  than  300  feet  per 
second. 

The  testing  procedure  made  available  by  Hilti  is  to  de¬ 
termine  the  ultimate  tensile  and  shear  values  of  Y%"  threaded 
stud  fasteners  and  Hilti  sleeve  anchors  in  cinder  concrete 
arches  which  have  been  embedded  with  the  use  of  one  of 
the  following  models  of  previously  approved  Hilti  powder 
actuated  fastening  tools  :  DX-35,  DX-100L,  DX-200,  DX-350, 
DX-400B,  DX-400E,  DX-451,  and  DX-600N.  A  minimum 
of  five  samples  per  building  or  one  sample  per  10,000  square 
feet  of  installation,  whichever  is  greater,  are  taken.  The 
fasteners  are  pulled  out  using  an  Enerpac  RCH-121  Ton 
RAM,  an  Enerpac  P-14  Hydraulic  Pump,  and  a  Marsh 
Gauge.  An  independent  licensed  Professional  Engineer  or 
Registered  Architect  is  present  to  certify  the  results  of  the 
tests.  The  system  is  designed  using  a  safety  factor  ratio  of 
10:1  over  the  ultimate  strengths  or  a  maximum  suspended 
weight  of  80  pounds  per  fastener,  whichever  is  lesser,  for 
the  fasteners,  and  using  a  safety  factor  ratio  of  4:1  for  the 
Hilti  sleeve  anchors. 

INSPECTION  AND  TEST:  The  Hilti  DX-451  tool  has 
been  tested,  certified  for  the  safety  features  described  above, 
and  approved  by  H.  P.  White  Laboratory,  Incorporated, 
Street,  Maryland,  May  16,  1978,  in  accordance  with  the 
requirements  of  ANSI  Standard  A-10.3  (Reference  Stand¬ 
ard  RS  19-1  of  the  Building  Code). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  9,  1971  and 
amended  through  October  31,  1978  under  Calendar  Number 
483-70-SM  be  reopened  and  amended  to  include  the  addi¬ 
tional  Hilti  Model  DX-451  powder  actuated  fastening  tool 
and  to  include  the  testing  procedure  described  above  for 
Y%"  threaded  stud  fasteners  in  cinder  concrete  arches,  on 
condition  that  all  uses  and  installations  shall  comply  with 
the  applicable  requirements  of  the  Building  Code  of  the  City 
of  New  York,  including  Article  19  and  RS  19-1  and  the 
requirements  of  the  original  resolution  and  previous  amend¬ 
ments  adopted  under  this  Calendar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls,  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corpo¬ 
rate  name,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


42-73-SA 

APPLICANT — Chemetron  Corporation,  Fire  Systems  Divi¬ 
sion,  owner. 


SUBJECT — To  show  specifications  of  fire  suppression  sys¬ 
tems. 

APPEARANCES— 

For  Applicant:  Frank  Kamowski. 

ACTION  OF  BOARD — Application  Reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
42-73-SA :  Amendment  to  resolution  to  show  specifications 
of  fire  suppression  systems : 

Chemetron  Corporation,  Fire  Systems  Division,  Monee, 
Illinois,  requested  that  the  resolution  adopted  October  30, 
1973  and  amended  July  5,  1977  under  Calendar  Number 
42-73-SA  be  reopened  and  amended  to  show  specifications 
of  fire  suppression  system. 

PROPOSED  USE:  Fire  suppression  system  for  self-service 
gasoline  stations. 

DESCRIPTION :  The  system  is  the  Model  UPPS-30GS. 
The  dry  chemical  extinguishing  agent  is  potassium  bicar¬ 
bonate,  not  potassium  carbonate  as  previously  incorrectly 
stated. 

The  brass  cylinder  valve  can  be  opened  by  a  fusible  safety 
element  rated  at  275  °F.  This  method  of  opening  the  valve 
is  a  safety  measure  to  prevent  the  cylinders  from  exploding 
if  they  are  exposed  to  a  fire.  The  fusible  safety  element  is 
never  used  as  the  normal  method  of  activating  the  system  to 
release  extinguishing  agent  to  the  fire. 

Automatic  operation  of  the  system  is  initiated  by  heat 
actuated  devices  (HAD’s),  which  are  pneumatic-mechanical 
devices  that  detect  a  fire  and  transmit  a  signal  to  the  cylinders. 

The  system  is  installed  in  accordance  with  the  specifica¬ 
tions  and  limitations  of  the  Chemetron  UPPS  30-GS  Manual, 
submitted  by  Chemetron  to  Underwriters’  Laboratories  and 
approved  under  File  Ex2271,  June  26,  1975. 

Each  cylinder  of  the  system  with  four  nozzles  is  capable 
of  protecting  an  area  of  10  feet  by  21  feet,  a  total  area  of 
210  square  feet.  Nozzles  are  aimed  l'-O"  from  the  edge  of 
the  island  to  a  maximum  of  3'-  6"  from  the  center  of  the 
island  (details  as  shown  on  Plate  No.  9  of  Manual  cited 
above) . 

INSPECTION  AND  TEST :  The  system  has  been  tested 
and  approved  by  Underwriters’  Laboratories  (File  Ex2271). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  30,  1973  and 
amended  July  5,  1977  under  Calendar  Number  42-73-SA 
be  reopened  and  amended  to  show  the  specifications  listed 
above  of  the  Model  UPPS-30GS  fire  suppression  system 
for  self-service  gasoline  stations,  on  condition  that  all  uses, 
locations,  and  installations  shall  comply  with  the  applicable 
requirements  of  the  Building  Code  and  Chapter  19  of  the 
Administrative  Code  of  the  City  of  New  York,  the  original 
resolution  and  previous  amendment  adopted  under  this 
Calendar  Number,  Local  Laws,  Fire  Prevention  Directives, 
and  the  Chemetron  UPPS  30-GS  Manual. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls,  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corporate 
name,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 
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(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

524-77-SA 


APPLICANT — Wolf-Ortiz,  Incorporated  for  Faraday,  In¬ 
corporated,  owner. 

SUBJECT — Additional  fire  alarm  system  components. 

APPEARANCES— 

For  Applicant:  Thomas  F.  McCarthy. 

ACTION  OF  BOARD — Application  Reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
524-77-SA :  Amendment  to  resolution  to  include  additional 
fire  alarm  system  components. 

Wolf-Ortiz,  Incorporated,  New  York,  for  Faraday,  Incor¬ 
porated,  Tecumseh,  Michigan,  requested  that  the  resolution 
adopted  November  1,  1977  under  Calendar  Number  524-77- 
SA  be  reopened  and  amended  to  include  additional  fire  alarm 
system  components. 


PROPOSED  USE:  Fire  alarm  system  components. 
DESCRIPTION :  The  additional  components  are  as  fol¬ 


lows  : 

Wolf-Ortiz  Description 

Model  No.  Glossary 

#448  .  Annunciator  Series 

#459  .  Annunciator  Series 

#162052  .  Annunciator  Series 

#452  and  162028  .  Annunciator  Series 

#8545  .  Annunciator  Relays 

7500  Series  .  Annunciator  Series 

7500  Series  .  Annunciator  Series 

793  Series  .  Trouble  Signal  Extender  Unit 

163500  Series  .  Municipal  City  Box 

and  Accessories 

#163401  .  Waterflow  Switch 

#163402  .  Waterflow  Transmitter 

#163400  .  Gate  Valve  Switch 

#1982,  1983,  1984  .  Door  Holders 

#44,  45,  46  .  Contact  Devices 

#9103,  9104,  9106,  Electric  Door  Openers — 

1998,  1812  .  Magnetic  Door  Release/ 

Clocks 

1900  Series  .  Magnetic  Door  Release/Clocks 

#9331,  #9451  A,  Ionization  Detector 

#9462,  #9452  Duct  Casting 

#9317  .  Flush  Mounting  Assembly 

#9318  .  AC  Adapter 

9300  Series  .  Smoke  Detection  Devices 

163840  and  163850  .  Fire  Alarm  Stations 

10504  and  10505  .  Coded  Stations 

10123  and  10201 


Series,  10130,  10131, 

10132  .  Manual  Pull  Station 

3400  and  3600  Series  .  AC  Buzzers/AC-DC  Chimes 

5400  Series  .  AC-DC  Horns  and 

Accessories 


Wolf-Ortiz 
Model  No. 

5400  and  5600  Series . 

3400  Series  . 

3000  Series  . 

3400  Series  . 

3400  &  3600  Series  . 

9300  Series  . 

9300  Series  and 
441714,  441715, 

441716,  163921  . 

9400  Series  . 

9300  Series  . 

9300  Series  . 

#5501  . 

#162045  . 

#7410  . 

5400  and  5600  Series  — 

3000  Series  . 

#9463  . 

INSPECTION  AND  TEST 


Glossary 
Description 
AC-DC  Horns 
Vibrating  Bells 
and  Accessories 
Bell  and  Chime  Accessories 
Single  Stroke  Bells 
and  Accessories 
AC-DC  Bells 
Newspot  Fire  Lowecator 


Thermal  Detection  Devices 
Ionization  Detectors 
Smoke  Detector 
Air  Duct  Smoke  Detector 
Audible  Fire  Signal 
Visual  Fire  Signal 
Buzzers 

Horn  Accessories 

Installation  and  Mounting 
Accessories  Installation 
Remote  Control  Monitor 


:  The  components  listed  above 
have  all  been  approved  either  under  previous  Calendar  Num¬ 
bers  or  under  the  previous  resolution  adopted  under  this 
Calendar  Number  without  specific  mention  of  the  model 
numbers. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  1,  1977  under 
Calendar  Number  524-77-SA  be  reopened  and  amended  to 
include  the  additional  fire  alarm  system  components  listed 
above  on  condition  that  all  uses,  locations,  and  installations 
shall  comply  with  the  applicable  requirements  of  the  Building 
Code  of  the  City  of  New  York,  Fire  Prevention  Directives, 
and  the  original  resolution  adopted  under  this  Calendar 
Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls,  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corpo¬ 
rate  name,  change  of  address  or  to  submit  the  annual  affidavits 
will  be  cause  for  revocation  of  approval. 


(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


426-78-SA 

APPLICANT — Fred  G.  MacKenzie  Company  for  Rixson- 

Firemark,  Incorporated,  owner. 

SUBJECT — Application  June  13,  1978 — System  Multi-Zone 
Fire  Control  Panel  CP2 — Conrac  Security  Detection,  Con- 
rac  Corporation  Model  #9670. 

APPEARANCES— 

For  Applicant :  Richard  Hansler. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 
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THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  _  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
426-78-SA:  Fred  G.  MacKenzie  Company,  New  York,  for 
Rixson-Firemark,  Incorporated,  Franklin  Park,  Illinois,  filed 
for  approval  of  the  CP2  System  Multi-Zone  Fire  Control 
Panel,  Model  9670,  under  the  provisions  of  Article  17  and 
RS  17-3  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Control  panel  for  fire  alarm  systems. 
DESCRIPTION :  The  supervised,  multi-zone  control  panel 
is  used  with  24  volt  DC  systems :  smoke  detection,  sprinkler, 
thermostatic,  and  non-coded  fire  alarm  systems.  Two  zones 
are  normally  available,  with  plug-in  modules  to  expand  the 
system  capacity  to  3  or  4  zones.  Interchangeable  circuit 
boards  provide  a  choice  of  alarm  output  signals,  approved 
bells,  horns,  chimes,  etc.  The  system  automatically  switches 
to  battery  power  during  power  outages.  The  battery  is  con¬ 
tinuously  charged. 

INSPECTION  AND  TEST :  The  control  panel  has  been 
tested  and  approved  by  Underwriters’  Laboratories  (File 
S2146)  and  has  been  recommended  for  approval  by  the  Divi¬ 
sion  of  Fire  Prevention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  CP2  System  Multi-Zone  Fire 
Control  Panel,  Model  9670,  on  the  following  conditions : 

1.  A  number  10  grounding  lug  shall  be  installed 
on  the  control  panel. 

2.  The  control  panel  shall  be  painted  red. 

3.  There  shall  be  no  penetration  from  the  top  of 
the  control  panel. 

4.  When  the  control  panel  is  used  with  a  battery 
power  back-up  (no  emergency  power  available),  battery 
status  meters  shall  be  factory  installed. 

5.  All  uses,  locations,  and  installations  of  the  con¬ 
trol  panel  shall  comply  with  the  applicable  requirements 
of  Article  17  and  RS  17-3  of  the  Building  Code  and 
Chapter  19  of  the  Administrative  Code  of  the  City  of 
New  York  and  Fire  Prevention  Directives. 

6.  The  control  panels  and  the  literature,  catalogues, 
bulletins,  and  packaging  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Calendar  Number 
426-78-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls,  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corpo¬ 
rate  name,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


1111-78-SA 

APPLICANT — Firematic  Sprinkler  Devices,  Incorporated, 
owner. 

SUBJECT — Sprinkler  system  devices. 

APPEARANCES— 

For  Applicant:  Arthur  Nicoll. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1111-78-SA:  Firematic  Sprinkler  Devices,  Incorporated, 
Shrewsburg,  Massachusetts,  filed  for  approval  of  Firematic 
Sprinkler  Devices  (models  listed  below)  under  the  provi¬ 
sions  of  Article  17  and  RS  17  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Sprinkler  systems. 

DESCRIPTION :  The  devices  are  as  follow: 

Types  S  and  A  heads :  automatic  sprinkler  heads,  standard 
bronze,  chrome  plated,  wax  coated,  lead  coated,  y2"  pipe 
thread,  Y&"  orifice,  uprite  or  pendent,  160°,  212°,  286°,  and 
360  °F  ratings. 

Sidewall  heads :  flanged  deflector  for  diversion  of  water 
stream. 

Large  orifice  heads :  17/32"  orifice  (discharge  coefficient 
K=8.1)  with  Y"  pipe  thread  available. 

Glass  bulb  heads :  heat  sensitive  glass  bulb  operator,  135°, 
160°,  212°,  286°F  ratings. 

Type  D  heads:  modified  configuration,  but  same  uses  and 
mechanism  as  other  heads. 

Flush  heads :  Exterior  housing  with  flange  installed  flush 
with  ceiling. 

Rock  storage  heads :  Additional  disc  deflectors  to  modify 
water  flow  pattern  to  warehouse  rack  storage  requirements. 
Water  fog  nozzles,  Type  T :  used  in  high  hazard  areas, 
produces  high  volume  water  mist,  5  available  orifice  sizes 
and  3  available  flow  patterns.  Alarm  Valve,  Models  F  and  G : 
4",  6",  8"  sizes,  diverts  water  to  water  motor  going  if  sprink¬ 
ler  head  is  activated  or  if  supply  pressure  drops. 

Check  Valve,  Model  CV :  4"  and  6"  sizes,  control  of  water 
supply. 

Dry  Pipe  Valve,  Model  D :  3",  4",  6"  sizes,  diverts  water 
to  alarm  when  sprinkler  head  is  activated. 

Water  Motor  Gong,  Model  D :  bell  propeller  sounds  alarm 
due  to  passage  of  water  diverted  from  an  activated  sprinkler 
head. 

Fire  Department  connections:  Siamese,  breakable  caps,  2 y2" 
plugs  with  chain,  y2"  ball  drip. 

Retard  Chamber,  Model  D-l :  chamber  between  alarm 
valves  and  water  motor  gong,  prevents  ringing  of  gong  when 
intermittent  water  pressure  fluctuations  occur,  chamber 
must  be  filled  before  water  reaches  gong. 

Excess  pressure  pump :  prevents  false  alarms  due  to  surges 
or  increases  in  pressure  in  water  mains,  introduces  40  psi 
pressure  on  system  side  of  alarm  valve. 

Exhauster,  Model  C :  speeds  delivery  of  water  to  dry  pipe 
sprinkler  heads  by  the  rapid  exhaust  of  air  in  dry  pipe, 
eliminating  need  to  exhaust  air  through  sprinkler  heads. 
INSPECTION  AND  TEST :  The  devices  listed  above 
have  been  tested  and  approved  by  Underwriter’s  Labora¬ 
tories  (Files  Exl83,  Exl697,  Exll78,  Exl276,  Ex3134, 
Ex2821,  Ex831)  and  Factory  Mutual  Research  (Serial  No. 
25566). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Firematic  Sprinkler  Devices  (models 
listed  above)  under  the  provisions  of  Article  17  and  RS  17 
of  the  Building  Code  of  the  City  of  New  York  on  condition 
that  all  uses,  as  a  complete  system,  locations,  and  installations 
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shall  comply  with  the  applicable  requirements  of  the  Building 
Code.  The  devices  and  their  literature,  catalogues,  bulletins, 
and  packaging  shall  be  permanently  labeled :  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  1111-78-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls,  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corporate 
name,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved, ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


745-78-SA 

APPLICANT — Wolf-Ortiz,  Incorporated,  owner. 
SUBJECT — Fire  alarm  system  components. 

APPEARANCES— 

For  Applicant:  Thomas  F.  McCarthy. 

ACTION  OF  BOARD — Laid  over  to  January  23,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


1103-78-SM 

APPLICANT — Simpson  Company,  owner. 

SUBJECT — Metal  connectors. 

APPEARANCES— 

For  Applicant:  Benjamin  Bernstein. 

ACTION  OF  BOARD— Laid  over  to  January  23,  1979,  at  2 
P.M.,  for  decision,  hearing  closed. 

527-78-A 

APPLICANT — E.  E.  La  Rue  for  Siloo,  Incorporated, 
owner. 

SUBJECT — Application  July  11,  1978 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  flammable 
mixture  known  as  “Siloo  Windshield  Washer  Ready-Mix 
Anti-Freeze”,  in  round  quart  metal  can  with  can  completely 
sealed,  container  not  in  compliance  with  the  Regulations  of 
the  Administrative  Code  of  the  City  of  New  York. 
APPEARANCES— 

For  Applicant:  E.  E.  La  Rue. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  29,  1978,  on  Folder  #122-1967  I.  M.,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Siloo  Windshield  Washer  Ready- 


Mix  Anti-Freeze’  a  Flammable  Mixture  with  a  flash 
point  of  95°  F.  (TOC)  in  containers  as  follows:  Round 
quart  metal  can  with  can  completely  sealed  is  Dis¬ 
approved.  Such  containers  are  not  in  compliance  with 
our  regulations  to  wit:  Sec.  C19-59.0.C  of  the  N.  Y.  C. 
Administrative  Code  requires  that  containers  of  this 
size  for  flammable  mixtures  be  of  metal  with  replace¬ 
able  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  decided  that  the  appeal 
should  be  granted  under  certain  conditions; 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
June  29,  1978;  acting  on  folder  number  122-1967  I.  M.,  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  the  condition  that  the  container  substantially 
comply  with  drawing  filed  “October  16,  1978”,  1  sheet;  that 
the  modification  shall  apply  to  “Siloo  Windshield  Washer 
Ready-Mix  Anti-Freeze”  in  one  quart  container  only;  and 
that  the  label  have  prominently  displayed  instructions  that 
the  entire  contents  are  to  be  emptied  upon  initial  opening 
and  that  the  label  be  in  such  style  as  is  satisfactory  to  the 
Fire  Commissioner ;  that  any  descriptive  product  informa¬ 
tion  on  this  item,  including  brochures,  catalogues  and  bul¬ 
letins,  etc.  as  well  as  all  product  labels,  packaging  and  where 
possible  on  the  item  itself  include  the  wording  “approved  by 
the  New  York  City  Board  of  Standards  and  Appeals  under 
Cal.  No.  527-78-A”,  and  that  in  all  other  respects  all  ap¬ 
plicable  laws,  rules  and  regulations  shall  be  complied  with. 


563-78-A 

APPLICANT — Joseph  Pell  Lombardi  for  73  Loft  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  August  3,  1978 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  Con¬ 
version  of  Non- Conforming  commercial  building. 
PREMISES  AFFECTED — 73  Fifth  Avenue,  northeast 
corner  of  East  15th  Street,  Block  843,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Lombardi. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  13,  1978,  on  Alt.  Applic.  #270/78,  reads: 

“21.  Proposed  egress  for  11  story  fireproof  bldg., 
consisting  of  one  fire  stair  and  a  new  erected  (Sec.  53 
MDL)  fire  escape  is  contrary  to  Sec.  277  (9)  MDL. 

34.  Proposed  rear  yard  which  is  less  than  20'  or  Ys 
hgt.  of  wall  opposite  windows  opening  on  such  yard, 
whichever  is  more,  is  contrary  to  Sec.  277  (7)  MDL.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  13,  1978,  acting  on  Alt.  Applic.  #270/78, 
Objection  Nos.  21  and  34,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  balconies,  as  indicated  on  plans,  shall  be  corrected 
to  comply  with  applicable  provisions  of  the  Administrative 
Code ;  that  partitions  separating  rooms  within  the  apartment 
may  be  erected  as  long  as  they  comply  with  all  provisions 
of  the  Building  Code  and  the  Multiple  Dwelling  Law  and 
are  approved  by  the  Building  Department,  but  partitions 
separating  apartments  shall  not  be  changed;  that  all  parti- 
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tions  separating  apartments  shall  be  2-hour  rated,  noncom¬ 
bustible  ;  that  the  building  comply  to  all  regulations  of 
Article  7 B  of  the  Multiple  Dwelling  Law;  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution ;  and  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  “Received 
August  3,  1978 — 2  sheets  and  December  19,  1978’’,  2  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


571-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Staten  Island 
Community  Builders,  owner. 

SUBJECT — Application  August  3,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  Proposed  use  of 
dry  wells  for  the  disposal  of  storm  water.  (Local  Law  #7). 
PREMISES  AFFECTED — 738  Ionia  Avenue,  southwest 
corner  of  Ellsworth  Avenue,  Block  6834,  Lot  33,  Princes 
Bay,  Borough  of  Staten  Island. 

APPEARANCES—  . 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  17,  1978,  on  N.B.  Applic.  #270/78,  reads: 

“1.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off-site 
per  Reference  Standard  RS-16,  Section  P110.2(c)(2) 
Administrative  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  17,  1978,  acting  on  N.B.  Applic.  #270/78,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  3  inches  of 
water  over  the  roof  area,  same  to  be  verified  by  the  Depart¬ 
ment  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  con¬ 
nect  to  such  sewer ;  that  the  dry  wells  will  be  maintained 
in  a  properly  operating  manner ;  that  the  dry  wells  are  to 
be  located  so  as  to  allow  on-site  runoff  to  occur  as  close 
as  possible  to  the  natural  flow  permitting  the  least  disruption 
of  trees  and  natural  features ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and 
on  further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  August  3,  1978”,  2 
sheets;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


572-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Staten  Island 
Community  Builders,  owner. 


SUBJECT — Application  August  3,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  Proposed  use  of 
drywells  for  the  disposal  of  storm  water.  (Local  Law  #7). 
PREMISES  AFFECTED — 748  Ionia  Avenue,  south'  side, 
100.09  feet  west  of  Ellsworth  Avenue,  Block  6834,  Lot  28, 
Princes  Bay,  Borough  of  Staten  Island. 
APPEARANCES—  _ 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  17,  1978,  on  N.B.  Applic.  #269/78,  reads: 

“1.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of  the 
lots  and  no  public  storm  sewers  into  which  discharge  is 
feasible  is  located  within  500  feet  of  the  property.  There¬ 
fore,  at  least  50%  of  storm  water  falling  on  the  subject 
property  must  be  conveyed  for  disposal  off-site  per 
Reference  Standard  RS-16,  Section  PI  10.2(c)  (2)  Ad¬ 
ministrative  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  17,  1978,  acting  on  N.  B.  Applic.  #269/78,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
dry  wells  be  of  sufficient  capacity  to  contain  3  inches  of  water 
over  the  roof  area,  same  to  be  verified  by  the  Department  of 
Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  percent  of  the  volume  required, 
a  minimum  of  75  percent  of  volume  to  be  within  the  dry 
wells;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner;  that  the  dry  wells  are  to  be  located  so  as 
to  allow  on-site  runoff  to  occur  as  close  as  possible  to  the 
natural  flow  permitting  the  least  disruption  of  trees  and 
natural  features;  that  the  requirements  of  Local  Law  #7/1974 
are  also  waived  as  to  storm  water  falling  on  the  street  on 
which  this  building  fronts  (refer  to  Corporation  Counsel 
opinion  108,539,  dated  September  9,  1977)  ;  and  on  further 
condition  that  the  building  shall  substantially  conform  to 
drawings,  marked  “Received  August  3,  1978”,  2  sheets;  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 

573-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Staten  Island 
Builders,  owner. 

SUBJECT — Application  August  3,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  Proposed  use  of 
drywells  for  the  disposal  of  storm  water.  (Local  Law  #7). 
PREMISES  AFFECTED — 785  Edgegrove  Avenue,  north 
side  85.00  feet  west  of  Ellsworth  Avenue,  Block  6834,  Lot 
45,  Princes  Bay,  Borough  of  Staten  Island. 
APPEARANCES—  _ 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  Q 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  17,  1978,  on  N.B.  Applic.  #271/78,  reads: 

“1.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off-site 
per  Reference  Standard  RS-16,  Section  P110.2(c)  (2) 
Administrative  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  17,  1978,  acting  on  N.B.  Applic.  #271/78,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  3  inches  of 
water  over  the  roof  area,  same  to  be  verified  by  the  Depart¬ 
ment  of  Buildings ;  that  the  volume  of  voids  of  selected  gravel 
carefully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  percent  of  the  volume  required, 
a  minimum  of  75  percent  of  volume  to  be  within  the  dry 
wells;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner;  that  the  dry  wells  are  to  be  located  so  as 
to  allow  on-site  runoff  to  occur  as  close  as  possible  to  the 
natural  flow  permitting  the  least  disruption  of  trees  and 
natural  features;  that  the  requirements  of  Local  Law  #7/1974 
are  also  waived  as  to  storm  water  falling  on  the  street  on 
which  this  building  fronts  (refer  to  Corporation  Counsel 
opinion  108,539,  dated  September  9,  1977)  ;  and  on  further 
condition  that  the  building  shall  substantially  conform  to 
drawings,  marked  “Received  August  3,  1978”,  2  sheets;  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 

574-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  August  3,  1978 — filed  pursuant  to 
Section  36  of  Article  3  General  City  law  re-  building  not 
fronting  on  a  legal  street. 

PREMISES  AFFECTED — 119  Elmbank  Street,  north  side, 
82.69  feet  east  of  Harold  Avenue,  Block  5406,  Lot  39, 
Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  18,  1978,  on  N.B.  Applic.  #965/78,  reads: 

“1.  Street  giving  access  to  the  proposed  building  is 
not  placed  on  the  official  map  of  the  city  of  New  York, 
therefore : 

A.  No  C.  of  O.  can  be  issued  as  per  Article  3, 
Section  36  of  the  General  City  Law  and, 

B.  Permit  may  not  be  issued  since  proposed 
construction  does  not  have  at  least  8%  of  the  total 
perimeter  of  the  building  fronting  directly  upon  a 
legally  mapped  street  or  frontage  space  and  there¬ 
fore  contrary  to  Section  C26-401.1  of  the  Administra¬ 
tive  Code.” 


and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  18,  1978,  acting  on  N.B.  Applic.  #965/78,  Objec¬ 
tion  No.  1A  and  B,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the 
middle  of  the  street  be  in  accordance  with  the  standards  of 
the  Department  of  Highways;  and  that  the  building  shall 
substantially  comply  with  drawings,  marked  “Received 
August  3,  1978”,  2  sheets;  and  that  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 


580-78-A 

APPLICANT— McGee  and  Morsellino  for  Gerard  Operat¬ 
ing  Corporation,  owner.  Merit  Oil  Southern  Boulevard 
Incorporated,  lessee. 

SUBJECT — Application  August  4,  1978 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  proposed  conversion  to 
self  service  gasoline  station. 

PREMISES  AFFECTED — 766  Southern  Boulevard,  south¬ 
east  corner  of  156th  Street,  Block  2729,  Lot  50,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino  and  S.  P.  Russo. 
For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
July  24,  1978,  on  F.D.  Acct.  #E545599,  reads: 

“Your  letter  of  June  26,  1978,  requesting  in  behalf  of 
your  client,  the  conversion  of  the  above  captioned  gaso¬ 
line  service  station  to  a  self-service  gasoline  station  is 
acknowledged. 

Please  be  advised  that  self-service  gasoline  stations  are 
prohibited  by  Chapter  19-73.0-b2  of  the  Administrative 
Code  and  therefore  your  request  for  the  aforementioned 
conversion  is  denied.” 

and 

Whereas,  a  letter  from  the  Fire  Commissioner,  dated 
July  24,  1978,  reads :  “Please  be  advised  that  self-service 
gasoline  stations  are  prohibited  by  Chapter  19-73.0-b2  of 
the  Administrative  Code  and  therefore  your  request  for  the 
aforementioned  conversion  is  denied.” ;  and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 
Whereas,  Section  C19-73.0-b2  of  the  Fire  Prevention 
Code  permits  the  use  and  installation  of  self-service  devices 
in  gasoline  service  stations  provided  that  such  devices  are 
operated  by  persons  holding  a  Certificate  of  Fitness  for  the 
dispensing  of  gasoline  or  diesel  fuel  for  motor  fuel ;  and 
Whereas,  it  is  required  that  at  all  times,  when  fuel  is  dis¬ 
pensed,  the  person  holding  a  Certificate  of  Fitness  have  con¬ 
trol  over  fuel  dispensing  devices ;  and 

Whereas,  the  record  and  filed  plans  in  the  instant  appli¬ 
cation  indicate  that  safety  devices,  fuel  dispensing  devices 
and  consoles  are  under  the  direct  supervision  and  control 
of  the  person  holding  a  Certificate  of  Fitness  as  above 
specified ;  and 

Whereas,  the  filed  plans  indicates  the  installation  of  an 
B.  S.  &  A.  approved  automatic  dry  chemical  suppression 
system  utilizing  heat  activators  as  well  as  a  manual  activator 
control  and  a  fail  safe  electric  energy  device  which  will 
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automatically  disconnect  the  complete  electrical  system  to 
the  self-service  dispensing  equipment  when  the  dry  chemical 
suppression  system  is  activated ;  and 

Whereas,  the  filed  plans  indicate  the  control  booth  is 
located  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved ,  that  the  decision  of  the  Fire  Commissioner, 
dated  July  24,  1978,  be  and  it  hereby  is  modified  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  (1)  that 
a  trained  attendant  who  possesses  a  Certificate  of  Fitness, 
as  above  described,  shall  be  on  duty  at  all  times  when  the 
station  is  open  for  business;  (2)  that  it  shall  be  the  attend¬ 
ant’s  duty  to  require  the  engine  of  any  vehicle  be  shut  off 
before  the  start  of  the  fuel  operation,  and  to  prohibit  smoking 
within  the  immediate  area  of  the  fuel  operation;  (3)  that 
it  shall  be  the  attendant’s  duty  to  prevent  the  dispensing  of 
fuel  into  portable  container ;  (4)  that  signs  reading  “No 
Smoking”  “Stop  Your  Engine”  and  “It  Is  Unlawful  To 
Dispense  Gasoline  Into  Portable  Containers”  shall  be  con¬ 
spicuously  posted  in  clear  view  of  the  customer  at  the  dis¬ 
pensing  island;  (5)  that  portable  fire  extinguishers,  accept¬ 
able  to  the  Fire  Commissioner,  be  located  as  indicated  on 
filed  plans;  (6)  that  all  dispensing  devices  and  fire  suppres¬ 
sion  systems  be  approved  by  the  Board  of  Standards  and 
Appeals;  (7)  that  the  suppression  system  be  arranged  in  a 
manner  so  as  to  cover  an  area  around  each  pump  encom¬ 
passed  by  a  circle  having  a  radius  equal  to  the  maximum 
extendable  length  of  the  hose  and  nozzle  of  said  pump ; 
(8)  that  the  installation  and  use  of  coin-operated  dispensing 
devices  for  fuel  be  prohibited:  (9)  that  there  shall  be  con¬ 
stant  contact  between  the  attendant  in  the  control  booth  and 
the  dispensing  island  by  means  of  a  voice  intercommunica¬ 
tion  system  which  shall  be  maintained  in  proper  operating 
condition  at  all  times;  (10)  that  all  controls,  devices,  fire 
suppression  system  and  fire  fighting  equipment  be  maintained 
in  good  operating  order  at  all  times ;  (11)  that  a  maintenance 
log  shall  be  kept  on  the  premises  as  per  direction  of  the  Fire 
Commissioner;  (12)  that  all  dispensing  nozzles  are  the 
automatic  closing  type  without  hold  open  latches;  (13)  that 
a  list  of  emergency  procedures  and  instructions  be  conspic¬ 
uously  posted  in  the  immediate  vicinity  of  the  attendant’s 
principal  control  location,  said  instructions  shall  be  at  the 
direction  of  the  Fire  Commissioner;  (14)  that  the  dispensing 
areas  shall,  at  all  times,  be  well  lit  for  complete  visual  con¬ 
trol ;  (15)  that  the  permit  to  operate  this  station  shall  be  for 
a  term  of  five  (5)  years  from  the  date  of  this  approval; 
on  further  condition  that  the  building,  equipment,  devices 
and  control  shall  substantially  conform  to  drawings,  marked 
“Received  November  2,  1978”,  3  sheets,  and  “December  7, 
1978”,  one  sheet;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


581-78-A 

APPLICANT — McGee  and  Morsellino  for  Webster-168th 
Realty  Corporation,  owner.  Save  Way  Webster,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  August  4,  1978 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  proposed  conversion  to 
self  service  gasoline  station. 

PREMISES  AFFECTED — 370  Grand  Concourse,  east  side, 
119.90  feet  south  of  144th  Street,  Block  2341,  Lot  47, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  S.  P.  Russo. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  letter  of  the  Fire  Commissioner,  dated  July 
24,  1978,  on  F.D.  Account  #E-234020,  reads: 

“Your  letter  of  June  26,  1978  requesting,  in  behalf  of 
your  client,  the  conversion  of  the  above  captioned  gaso¬ 
line  service  station  to  a  self-service  gasoline  station  is 
acknowledged. 

Please  be  advised  that  self-service  gasoline  stations 
are  prohibited  by  Chapter  19-73.0-b2  of  the  Administra¬ 
tive  Code,  and  therefore  your  request  for  the  aforemen¬ 
tioned  conversion  is  denied.” 

and 

Whereas,  a  letter  from  the  Fire  Commissioner,  dated 
Juy  24,  1978,  reads:  “Please  be  advised  that  self-service 
gasoline  stations  are  prohibited  by  Chapter  19-73.0-b2  of  the 
Administrative  Code  and  therefore  your  request  for  the 
aforementioned  conversion  is  denied.” ;  and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  Section  C19-73.0.b2  of  the  Fire  Prevention  Code 
permits  the  use  and  installation  of  self-service  devices  in 
gasoline  service  stations  provided  that  such  devices  are  op¬ 
erated  by  persons  holding  a  Certificate  of  Fitness  for  the 
dispensing  of  gasoline  or  diesel  fuel  for  motor  fuel;  and 

Whereas,  it  is  required  that  at  all  times,  when  fuel  is 
dispensed,  the  person  holding  a  Certificate  of  Fitness  have 
control  over  fuel  dispensing  devices ;  and 

Whereas,  the  record  and  filed  plans  in  the  instant  ap¬ 
plication  indicate  that  safety  devices,  fuel  dispensing  devices 
and  consoles  are  under  the  direct  supervision  and  control 
of  the  person  holding  a  Certificate  of  Fitness  as  above 
specified ;  and 

Whereas,  the  filed  plans  indicates  the  installation  of 
B.S.  &  A.  approved  automatic  dry  chemical  suppression  sys¬ 
tem  utilizing  heat  activators  as  well  as  a  manual  activator 
control  and  a  fail  safe  electric  energy  device  which  will 
automatically  disconnect  the  complete  electrical  system 
to  the  self-service  dispensing  equipment  when  the  dry  chem¬ 
ical  suppression  system  is  activated ;  and 

Whereas,  the  filed  plans  indicate  the  control  booth'  is 
located  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
riew  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
July  24,  1978,  be  and  it  hereby  is  modified  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  (1)  that  a  trained 
attendant  who  possesses  a  Certificate  of  Fitness,  as  above  de¬ 
scribed,  shall  be  on  duty  at  all  times  when  the  station  is  open 
for  business;  (2)  that  it  shall  be  the  attendant’s  duty  to 
require  the  engine  of  any  vehicle  be  shut  off  before  the  start 
of  the  fuel  operation,  and  to  prohibit  smoking  within  the 
immediate  area  of  the  fuel  operation;  (3)  that  it  shall  be  the 
attendant’s  duty  to  prevent  the  dispensing  of  fuel  into  portable 
container;  (4)  that  signs  reading  “No  Smoking”  “Stop  Your 
Engine”  and  “It  Is  Unlawful  To  Dispense  Gasoline  Into 
Portable  Containers”  shall  be  conspicuously  posted  in  clear 
view  of  the  customer  at  the  dispensing  island;  (5)  that 
portable  fire  extinguishers,  acceptable  to  the  Fire  Commis¬ 
sioner,  be  located  as  indicated  on  filed  plans;  (6)  that  all 
dispensing  devices  and  fire  suppression  systems  be  approved 
by  the  Board  of  Standards  and  Appeals;  (7)  that  the  sup¬ 
pression  system  be  arranged  in  a  manner  so  as  to  cover  an 
area  around  each  pump  encompassed  by  a  circle  having  a 
radius  equal  to  the  maximum  extendable  length  of  the  hose 
and  nozzle  of  said  pump;  (8)  that  the  installation  and  use 
of  coin-operated  dispensing  devices  for  fuel  be  prohibited; 
(9)  that  there  shall  be  constant  contact  between  the  attendant 
in  the  control  booth  and  the  dispensing  island  by  means 
of  a  voice  intercommunication  system  which  shall  be  main¬ 
tained  in  proper  operating  condition  at  all  times;  (10)  that 
all  controls,  devices,  fire  suppression  system  and  fire  fighting 
eouipment  be  maintained  in  good  operating  order  at  all  times ; 
(11)  that  a  maintenance  log  shall  be  kept  on  the  premises  as 
per  direction  of  the  Fire  Commissioner;  (12)  that  all  dis- 
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pensing  nozzles  are  the  automatic  closing  type  without  hold 
open  latches;  (13)  that  a  list  of  emergency  procedures  and 
instructions  be  conspicuously  posted  in  the  immediate  vicinity 
of  the  attendant’s  principal  control  location,  said  instructions 
shall  be  at  the  direction  of  the  Fire  Commissioner;  (14)  that 
the  dispensing  areas  shall,  at  all  times,  be  well  lit  for  complete 
visual  control;  (15)  that  the  permit  to  operate  this  station 
shall  be  for  a  term  of  five  (5)  years  from  the  date  of  this 
approval :  on  further  condition  that  the  building,  equipment, 
devices  and  control  shall  substantially  conform  to  drawings, 
marked  “Received  November  2,  1978”,  4  sheets ;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 

691-78-A 

APPLICANT — McGee  and  Morsellino  for  Eziel  Koppel, 
owner.  Save  Way  Operating  Incorporated,  lessee. 
SUBJECT — Application  August  17,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
of  self  service  gasoline  station. 

PREMISES  AFFECTED— 144-10/30  Hillside  Avenue, 
southeast  corner  of  144th  Street,  Block  9689,  Lot  8, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  S.  P.  Russo. 
For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
August  4,  1978,  on  F.D.  Acct.  #E  533738,  reads: 

“Please  be  advised  that  self-service  gasoline  stations  are 
prohibited  by  Chapter  19-73.0-b2  of  the  Administrative 
Code  and  therefore  your  request  for  the  aforementioned 
conversion  is  denied.” 

and 

Whereas,  a  letter  from  the  Fire  Commissioner,  dated 
August  4,  1978,  reads: 

“Please  be  advised  that  self-service  gasoline  stations  are 
prohibited  by  Chapter  19-73.0-b2  of  the  Administrative 
Code  and  therefore  your  request  for  the  aforementioned 
conversion  is  denied.” ;  and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 
Whereas,  Section  C19-73.0.b2  of  the  Fire  Prevention 
Code  permits  the  use  and  installation  of  self-service  devices 
in  gasoline  service  stations  provided  that  such  devices  are 
operated  by  persons  holding  a  Certificate  of  Fitness  for  the 
dispensing  of  gasoline  or  diesel  fuel  for  motor  fuel ;  and 
Whereas,  it  is  required  that  at  all  times,  when  fuel  is 
dispensed,  the  person  holding  a  Certificate  of  Fitness  have 
control  over  fuel  dispensing  devices ;  and 

Whereas,  the  record  and  filed  plans  in  the  instant  applica¬ 
tion  indicate  that  safety  devices,  fuel  dispensing  devices  and 
consoles  are  under  the  direct  supervision  and  control  of  the 
person  holding  a  Certificate  of  Fitness  as  above  specified; 
and 

Whereas,  the  filed  plans  indicates  the  installation  of 
B.  S.  &  A.  approved  automatic  dry  chemical  suppression 
system  utilizing  heat  activators  as  well  as  a  manual  activator 
control  and  a  fail  safe  electric  energy  device  which  will 
automatically  disconnect  the  complete  electrical  system  to 
the  self-service  dispensing  equipment  when  the  dry  chem¬ 
ical  suppression  system  is  activated ;  and 
Whereas,  the  filed  plans  indicate  the  control  booth  is 
located  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 


Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  August  4,  1978,  be  and  it  hereby  is  modified  and  that 
the  application  be  and  it  hereby  is  granted  on  condition 
(1)  that  a  trained  attendant  who  possesses  a  Certificate 
of  Fitness,  as  above  described,  shall  be  on  duty  at  all  times 
when  the  station  is  open  for  business;  (2)  that  it  shall  be 
the  attendant’s  duty  to  require  the  engine  of  any  vehicle  be 
shut  off  before  the  start  of  the  fuel  operation,  and  to  pro¬ 
hibit  smoking  within  the  immediate  area  of  the  fuel  opera¬ 
tion ;  (3)  that  it  shall  be  the  attendant’s  duty  to  prevent  the 
dispensing  of  fuel  into  portable  container;  (4)  that  signs 
reading  “No  Smoking”  “Stop  Your  Engine”  and  “It  Is 
Unlawful  To  Dispense  Gasoline  Into  Portable  Containers” 
shall  be  conspicuously  posted  in  clear  view  of  the  customer 
at  the  dispensing  island;  (5)  that  portable  fire  extin¬ 
guishers,  acceptable  to  the  Fire  Commissioner,  be  located 
as  indicated  on  filed  plans ;  (6)  that  all  dispensing  devices 
and  fire  suppression  systems  be  approved  by  the  Board  of 
Standards  and  Appeals;  (7)  that  the  suppression  system  be 
arranged  in  a  manner  so  as  to  cover  an  area  around  each 
pump  encompassed  by  a  circle  having  a  radius  equal  to  the 
maximum  extendable  length  of  the  hose  and  nozzle  of  said 
pump;  (8)  that  the  installation  and  use  of  coin-operated  dis¬ 
pensing  devices  for  fuel  be  prohibited;  (9)  that  there  shall 
be  constant  contact  between  the  attendant  in  the  control 
booth  and  the  dispensing  island  by  means  of  a  voice  inter¬ 
communication  system  which  shall  be  maintained  in  proper 
operating  condition  at  all  times;  (10)  that  all  controls, 
devices,  fire  suppression  system  and  fire  fighting  equipment 
be  maintained  in  good  operating  order  at  all  times;  (11) 
that  a  maintenance  log  shall  be  kept  on  the  premises  as  per 
direction  of  the  Fire  Commissioner;  (12)  that  all  dispensing 
nozzles  are  the  automatic  closing  type  without  hold  open 
latches;  (13)  that  a  list  of  emergency  procedures  and  in¬ 
structions  be  conspicuously  posted  in  the  immediate  vicinity 
of  the  attendant’s  principal  control  location,  said  instructions 
shall  be  at  the  direction  of  the  Fire  Commissioner;  (14) 
that  the  dispensing  areas  shall,  at  all  times,  be  well  lit  for 
complete  visual  control;  (15)  that  the  permit  to  operate 
this  station  shall  be  for  a  term  of  five  (5)  years  from  the 
date  of  this  approval :  on  further  condition  that  the  building, 
equipment,  devices  and  control  shall  substantially  conform 
to  drawings,  marked  “Received  November  2,  1978”,  4  sheets, 
and  “January  3,  1979”,  one  sheet;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 

468-77-A 

APPLICANT — Jeremiah  T.  Walsh,  Commissioner  of  Build¬ 
ings. 

OWNER  OF  PREMISES— William  Schmid. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Occupancy  #4467  re-  access  to  fire  escapes, 
and  stairway  enclosure. 

PREMISES  AFFECTED— 25-29  William  Street  and  38-42 
Exchange  Place,  southwest  corner,  Block  25,  Lot  27,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Louis  Passione. 

For  Owner:  Amy  Jane  Edelstein. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
2  P.M.,  for  continued  hearing;  progress  report. 


354-78-A 

APPLICANT — Hayt,  Hayt  and  Landau  for  The  Jamaica 
Hospital,  owner. 

SUBJECT — Application  May  12,  1978 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  to  provide  three  (3) 
persons  with  Certificate  of  Qualification  for  Refrigeration 
Systems  Operator  to  direct  or  control  system  on  above 
premises. 
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PREMISES  AFFECTED— 89th  Avenue  and  Van  Wyck 
Expressway,  southwest  corner,  Block  9364,  Lot  40,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  J.  Pucatch  and  John  B.  Coleman. 
THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  January  23,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


373-78-A 

APPLICANT — Alphonse  J.  Calvanico,  P.E.  for  Joseph 
Sollazzo,  owner. 

SUBJECT — Application  May  19,  1978— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street.  Proposed  use  of  drywells  for  the 
disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 111  Eylandt  Street,  north  side, 
134.38  feet  west  of  Holdridge  Avenue,  Block  6378,  Lot  51, 
Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


524-78-A 

APPLICANT — Peter  F.  Werner,  R.A.  for  Mr.  and  Mrs. 
George  Anderson,  owner. 

SUBJECT— Application  July  11,  1978— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— 14  Florence  Place,  south  side, 
111.25  feet  west  of  Seguine  Avenue,  Block  6720,  Lot  17, 
Princes  Bay,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Peter  F.  Werner. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 


ACTION  OF  BOARD— Laid  over  to  January  30,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


671-78-A 

APPLICANT — Murphy  and  Maviglia  for  Munters  Corpo¬ 
ration,  owner. 

SUBJECT— Application  August  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  (Material  and  Equip¬ 
ment  Acceptance  Division)  re-  tests  indicates  asbestos 
sheets  impregnated  with  chlorinated  rubber,  smoked  and 
charred  during  test. 

APPEARANCES— 

For  Applicant:  Charles  F.  Murphy,  Pasquale  A.  Razzano 
and  Charles  Fenster,  P.E. 

For  Administration :  Marvin  Hassman,  P.E.,  Bldg.  Dept. 
ACTION  OF  BOARD — Laid  over  to  January  23,  1979,  at 
2  P.M.,  for  continued  hearing. 


706-78-A 

APPLICANT — DeMert  and  Dougherty,  Incorporated, 
owner. 

SUBJECT — Application  August  25,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Heet”,  in  12  ounce  plastic  con¬ 
tainer  with  Snap-on  lid  with  foil  seal,  container  not  in 
compliance  with  the  Regulations  of  the  Administrative 
Code  of  the  City  of  New  York. 

APPEARANCES— 

For  Applicant:  Charles  M.  Scott. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 

ACTION  OF  BOARD — Laid  over  to  January  23,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


725-78-A 

APPLICANT — Joseph  Marini  for  Borg  Chemical  Company, 
Incorporated,  owner. 

SUBJECT — Application  September  1,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  drug  sup¬ 
ply  warehouse  contrary  to  Fire  Prevention  Code. 
PREMISES.  AFFECTED— 920  East  132nd  Street,  south 
side,  opposite  Locust  Avenue,  Block  2583,  Lot  50,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Timothy  M.  Taylor  and  Joseph  Marini. 
For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
2  P.M.,  for  continued  hearing,  additional  information  to  be 
submitted. 


726-78-A 

APPLICANT — Joseph  Marini  for  Borg  Chemical  Company, 
Incorporated,  owner. 

SUBJECT — Application  September  1,  1978— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  alter¬ 
ation  of  existing  structure  to  High  Hazard  Occupancy. 

PREMISES.  AFFECTED— 920  East  132nd  Street,  south 
side,  opposite  Locust  Avenue,  Block  2583,  Lot  50,  Borough 
of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
2  P.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


754- 78-A 

APPLICANT — The  59  Development  Company  for  The  59 
Development  Company,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 114  Beach  60th  Street,  east  side, 
415.0  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  19, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 

755- 78-A 

APPLICANT — The  59  Development  Company  for  The  59 
Development  Company,  owner. 
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SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 116  Beach  60th'  Street,  east  side, 
380.0  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  21, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


756-78-A 

APPLICANT — The  59  Development  Company  for  The  59 
Development  Company,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 118  Beach  60th  Street,  east  side, 
345.0  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  22, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


757-78-A 

APPLICANT — The  59  Development  Company  for  The  59 
Development  Company,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 120  Beach  60th  Street,  east  side, 
310.0  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  23, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


758-78-A 

APPLICANT — The  59  Development  Company  for  The  59 
Development  Company,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 122  Beach  60th  Street,  east  side, 
283.33  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  25, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD— Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


759-78-A 

APPLICANT — The  59  Development  Company  for  The  59 
Development  Company,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 126  Beach  60th  Street,  east  side, 
256.66  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  26, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


760-78-A 

APPLICANT — The  59  Development  Company  for  The  59 
Development  Company,  owner. 


SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 128  Beach  60th  Street,  east  side, 
229.99  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  27, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


761-78-A 

APPLICANT — The  59  Development  Company  for  The  59 
Development  Company,  owner. 

SUBJECT — Application  September  15,  1978— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 130  Beach  60th  Street,  east  side, 
203.32  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  29, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


762-78-A 

APPLICANT- — The  59  Development  Company  for  The  59 
Development  Company,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 132  Beach  60th  Street,  east  side, 
176.65  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  30, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


763-78-A 

APPLICANT — The  59  Development  Company  for  The  59 
Development  Company,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 134  Beach  60th  Street,  east  side, 
150.0  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  31, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — -Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


764-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 93  Beach  60th  Street,  west  side, 
699.17  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  79, 
Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


765-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT— Application  September  15,  1978— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
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PREMISES  AFFECTED — 95  Beach  60th  Street,  west  side, 
663.17  feet,  south  of  Larkin  Avenue,  Block  15932,  Lot  77, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


766-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 97  Beach  60th  Street,  west  side, 
598.79  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  76, 
Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


767-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 99  Beach  60th  Street,  west  side, 
564.41  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  75, 
Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


768-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 101  Beach  60th  Street,  west 
side,  540.85  feet  south  of  Larkin  Avenue,  Block  15932,  Lot 
74,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


769-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT— Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 103  Beach  60th  Street,  west  side, 

517.35  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  72, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


770-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 109  Beach  60th  Street,  west  side, 
493.85  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  71, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


771-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 107  Beach  60th  Street,  west  side, 

470.35  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  70, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


772-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  f5,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 105  Beach  60th  Street,  west  side, 
446.85  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  69, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


773-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 111  Beach  60th  Street,  west  side, 

423.35  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  68, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


774- 78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 135  Beach  60th  Street,  west  side, 

204.35  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  156, 
Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 

775- 78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 137  Beach  60th  Street,  west  side, 
180.33  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  155, 
Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


776-78- A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 
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SUBJECT — Application  September  15,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  Proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED— 139  Beach  60th  Street,  west 
side,  148.83  feet  south  of  Larkin  Avenue,  Block  15932, 
Lot  54,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


777-78-A 

APPLICANT — The  59  Development  Company  for  City 
of  New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED— 141  Beach  60th  Street,  west 
side.  117.35  feet  south  of  Larkin  Avenue,  Block  15932,  Lot 
53,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


778-78-A 

APPLICANT — The  59  Development  Company  for  City 
of  New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED— 143  Beach  60th  Street,  west 
side,  85.85  feet  south  of  Larkin  Avenue,  Block  15932, 
Lot  51,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD— Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


779-78-A 

APPLICANT — The  59  Development  Company  for  City 
of  New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 145  Beach  60th  Street,  west 
side,  54.35  feet  south  of  Larkin  Avenue,  Block  15932,  Lot 
50,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


780-78-A 

APPLICANT — The  59  Development  Company  for  City 
of  New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED— 147  Beach  60th  Street,  west 
side,  30.35  feet  south  of  Larkin  Avenue,  Block  15932,  Lot 
47,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


781-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 


SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 149  Beach  60th  Street,  west 
side,  30.35  feet  south  of  Larkin  Avenue,  Block  15932, 
Lot  45,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


782-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 148  Beach  61st  Street,  east  side, 
113.17  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  37, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


783-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 150  Beach  61st  Street,  east 
side,  91.34  feet  south  of  Larkin  Avenue,  Block  15932,  Lot 
38,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


784-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 152  Beach  61st  Street,  east 
side,  69.51  feet  south  of  Larkin  Avenue,  Block  15932,  Lot 
39,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


785-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 154  Beach  61st  Street,  east 
side,  47.68  feet  south  of  Larkin  Avenue,  Block  15932,  Lot 
40,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


786-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 
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SUBJECT — Application  September  15,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 156  Beach  61st  Street,  east 
side,  25.85  feet  south  of  Larkin  Avenue,  Block  15932,  Lot 
42,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


787-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 158  Beach  61st  Street,  corner 
of  Larkin  Avenue,  Block  15932,  Lot  43,  Arverne,  Borough 
of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


788-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 97  Beach  61st  Street,  west 
side,  799.91  feet  south  of  Larkin  Avenue,  Block  15933,  Lot 
86,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


789-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 99  Beach  61st  Street,  west 
side,  763.97  feet  south  of  Larkin  Avenue,  Block  15933,  Lot 
83,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


790-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 101  Beach  61st  Street,  west 
side,  699.59  feet  soutli  of  Larkin  Avenue,  Block  15933,  Lot 
81,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


791-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 


SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 103  Beach  61st  Street,  west 
side,  668.09  feet  south  of  Larkin  Avenue,  Block  15933, 
Lot  80,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


792-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 105  Beach  61st  Street,  west 
side,  644.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot 
78,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


793-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 107  Beach  61st  Street,  west 
side,  620.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot 
77,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


794-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT— Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 109  Beach  61st  Street,  west 
side,  596.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot 
76,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


795-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 111  Beach  61st  Street,  west 
side,  572.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot 
74,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


796-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 
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SUBJECT — Application  September  IS,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 113  Beach  61st  Street,  west 
side,  548.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot 
73,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


797-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978— appeal  from  a 
decision  of  the  Borough1  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 115  Beach  61st  Street,  west 
side,  524.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot 
72,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


798-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough1  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 117  Beach  61st  Street,  west 
side,  490.78  feet  south  of  Larkin  Avenue,  Block  15933,  Lot 
70,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


799-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 119  Beach  61st  Street,  west 
side,  557.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot 
69,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD— Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


800-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 121  Beach  61st  Street,  west 
side,  433.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot 
68,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


801-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 


SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 123  Beach  61st  Street,  west 
side,  409.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot 
66,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


802-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 125  Beach  61st  Street,  west 
side,  385.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot 
65,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


803-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 127  Beach  61st  Street,  west 
side,  361.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot 
64,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


804-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 129  Beach  61st  Street,  west 
side,  327.78  feet  south  of  Larkin  Avenue,  Block  15933,  Lot 
62,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


805-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT— Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 131  Beach  61st  Street,  west 
side,  294.28  feet  south  of  Larkin  Avenue,  Block  15933, 
Lot  61,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


806-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 
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SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough1  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 133  Beach  61st  Street,  west  side, 
270.27  feet  south  of  Larkin  Avenue,  Block  15933,  Lot  60, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


807-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 135  Beach  61st  Street,  west  side, 
246.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot  59, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


808-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough1  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 191  Beach  61st  Street,  west  side, 
82.49  feet  south  of  Rockaway  Beach  Boulevard,  Block 
15904,  Lot  24,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


809-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 193  Beach  61st  Street,  west 
side,  59.0  feet  south  of  Rockaway  Beach  Boulevard,  Block 
15904,  Lot  22,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


810-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 172  Beach  61st  Street,  east 
side,  50.42  feet  north  of  Larkin  Avenue,  Block  15903,  Lot 
3,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


811-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 


SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 174  Beach  61st  Street,  east 
side,  73.42  feet  north  of  Larkin  Avenue,  Block  15903,  Lot 
4,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


812-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 176  Beach  61st  Street,  east 
side,  96.42  feet  north,  of  Larkin  Avenue,  Block  15903,  Lot 
5,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


813-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 178  Beach  61st  Street,  east  side, 

119.42  feet  north  of  Larkin  Avenue,  Block  15903,  Lot  6, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


814-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 180  Beach  61st  Street,  east  side, 

142.42  feet  north  of  Larkin  Avenue,  Block  15903,  Lot  108, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


815-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 182  Beach  61st  Street,  east  side, 

174.42  feet  north  of  Larkin  Avenue,  Block  15903,  Lot  109, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


816-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 
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SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 184  Beach  61st  Street,  east  side, 
126.92  feet  south  of  Rockaway  Beach  Boulevard,  Block 
15903,  Lot  10,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


817-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 186  Beach  61st  Street,  east 
side,  103.92  feet  south  of  Rockaway  Beach  Boulevard, 
Block  15903,  Lot  12,  Arverne,  Borough  of  Queens. 
ACTION  OF  BOARD— Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


818-78-BZ 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 188  Beach  61st  Street,  east 
side,  80.92  feet  south  of  Rockaway  Beach  Boulevard,  Block 
15903,  Lot  13,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


819-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 190  Beach  61st  Street,  east 
side,  57.92  feet  south  of  Rockaway  Beach  Boulevard,  Block 
15903,  Lot  14,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


820-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 192  Beach  61st  Street,  east 
side,  34.92  feet  south  of  Rockaway  Beach  Boulevard,  Block 
15903,  Lot  16,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


821-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 


SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 194  Beach  61st  Street,  southeast 
corner  of  Rockaway  Beach  Boulevard,  Block  15903,  Lot  18, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


822-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 169  Beach  60th  Street,  west  side, 
171.65  feet  north  of  Larkin  Avenue,  Block  15903,  Lot  29, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


823-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 171  Beach  60th  Street,  west 
side,  189.75  feet  south  of  Rockaway  Beach  Boulevard, 
Block  15903,  Lot  128,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — -Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


824-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 173  Beach  60th  Street,  west 
side,  165.75  feet  south  of  Rockaway  Beach  Boulevard, 
Block  15903,  Lot  127,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


825-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 175  Beach  60th  Street,  west 
side,  141.75  feet  south  of  Rockaway  Beach  Boulevard, 
Block  15903,  Lot  125,  Arverne,  Borough  of  Queens. 
ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


826-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 
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PREMISES  AFFECTED— 177  Beach  60th  Street,  west  side, 
117.75  feet  south  of  Rockaway  Beach  Boulevard,  Block 
15903,  Lot  24,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


827-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 179  Beach  60th  Street,  west  side, 
93.75  feet  south  of  Rockaway  Beach  Boulevard,  Block 
15903,  Lot  23,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


828-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 181  Beach  60th  Street,  west 
side,  69.75  feet  south  of  Rockaway  Beach  Boulevard,  Block 
15903,  Lot  22,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


829-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 183  Beach  60th  Street,  south¬ 
west  corner  of  Rockaway  Beach  Boulevard,  Block  15903, 
Lot  21,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


830-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 186  Beach  60th  Street,  east 
side,  136.52  feet  south  of  Rockaway  Beach  Blvd.,  Block 
15902,  Lot  18,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


831-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 188  Beach  60th  Street,  east 
side,  101.52  feet  south  of  Rockaway  Beach  Blvd.,  Block 
15902,  Lot  19,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M. ;  hearing  closed. 


832-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 192  Beach  60th  Street,  east  side, 
77.52  feet  south  of  Rockaway  Beach  Blvd.,  Block  15902, 
Lot  20,  Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


833-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 194  Beach  60th  Street,  south¬ 
east  corner  of  Rockaway  Beach  Blvd.,  Block  15902,  Lot  22, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Decision  deferred  to  January  16, 
1979,  at  2  P.M.,  hearing  closed. 


857-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 

OWNER  OF  PREMISES — Embassy  Terrace,  Incorporated, 
c/o  Venanzio  Salerne. 

SUBJECT— Application  September  25,  1978  for  Modification 
of  Certificate  of  Occupancy  #181524  re-  Sprinkler  System. 

PREMISES  AFFECTED — 401  Avenue  U,  north  side,  20 
feet  east  of  East  2nd  Street,  Block  7105,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  R.  J.  Ellis. 

For  Owner :  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

ACTION  OF  BOARD — Laid  over  to  January  16,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 

Adjourned:  3:25  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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CORRECTION* 

The  resolution  adopted  October  24,  1978  and  printed  in 
Bulletin  No.  44,  Volume  LXIII  under  Calendar  Number 
889-52-BZ — Vol.  II  is  hereby  corrected  to  read  as  follows : 

889-52-BZ — Vol.  II 

APPLICANT — Walter  T.  Gorman  for  Texaco,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition,  under 
Section  7a  of  the  Zoning  Resolution,  permitting  in  a  retail 
use  district,  the  reconstruction  and  enlargement  of  an  exist¬ 
ing  gasoline  service  station,  lubritorium,  car  washing, 
motor  vehicle  repairs  and  parking  with  business  signs. 
PREMISES  AFFECTED— 35-16  to  35-26  Union  Street 
and  137-89  Northern  Boulevard,  northwest  corner,  Block 
4961,  Lot  1  (formerly  Lots  1,  23,  24,  and  26),  Flushing, 
Borough  of  Queens.  Community  Board  #7Q. 
APPEARANCES— 

For  Applicant :  Carl  A.  Sulfaro. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  _ 6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  Community  Board  #7Q  recommended  approval, 
received  September  29,  1978;  and 
Whereas,  this  application  was  granted  by  the  Board  on 
December  12,  1961,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
12,  1961  as  amended  through  December  8,  1964  by  adding 
thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  August  17, 
1978’ — one  sheet,  on  condition  that  the  work  shall  be 
completed  within  one  year  from  the  date  of  this  amended 
resolution;  and  that  other  than  as  herein  amended  the 
resoluton  above  cited  shall  be  complied  with  in  all 
respects.”  (Misc.  275-78) 

*  In  the  premises  affected  section  of  the  resolution  cor¬ 
rection  has  been  made  to  read  137-89  Northern  Boulevard 
rather  than  139-89. 


CORRECTION* 

The  resolution  adopted  November  8,  1978  under  Calendar 
Number  679-78-A  and  printed  in  Volume  LXIII,  Bulletin 
No.  46,  is  hereby  corrected  to  read  as  follows: 


679-78-A 

APPLICANT — Samuel  J.  Kisseloff  for  Mo-Hak  Realty, 
Incorporated,  owner. 

SUBJECT — Application  August  11,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  recon¬ 
version  of  building  back  to  residential. 

PREMISES  AFFECTED — 686-690  Greenwich  Street,  west 
side,  19  feet  north  of  Christopher  Street,  Block  630,  Lot  21, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  Doris  Diether  and 
B.  B.  Hakimian. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  26,  1978,  on  Alt.  Applic.  #943/77,  reads: 

“18.  Proposed  reconversion  of  bldg,  back  to  OLT  is 
contrary  to  Sec.  9(6)  MDL,  since  bldg,  was  extended  at 
rear  under  Alt.  451/06.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  July  28,  1978  acting  on  Alt.  Applic. 
#943/77  Objection  No.  18  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  hereby  is  granted  on  condition  that  an 
approved  smoke  detection  system  providing  interior  alarm 
notification  he  installed  in  all  hallways  including  the  cellar 
hallway.  That  an  approved  rate  of  rise  device  be  installed  in 
each  apartment  as  well  as  the  cellar  hallway  interconnected  to 
the  smoke  detection  system.  That  all  apartments  be  provided 
with  approved  smoke  detectors  without  interior  alarm  connec¬ 
tions.  That  the  cellar  be  used  for  recreational  purposes  only 
with  no  living  or  sleeping  therein  and  that  the  attic  be  used  for 
storage  purposes  only  with  no  living  or  sleeping.  That  all 
interior  doctors  offices  are  to  be  provided  with  mechanical 
ventilation.  That  signs  relating  to  doctors  offices  shall  be  in 
compliance  with  Section  22-32  of  the  Zoning  Resolution.  That 
all  work  shall  be  substantially  completed  within  one  year  of 
the  date  of  this  resolution ;  and  on  further  conditions  that  the 
building  shall  substantially  conform  to  drawings  marked  re¬ 
ceived  “August  14,  1978”,  8  sheets  and  “November  3,  1978”, 
10  sheets  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

*  Matter  in  italics  in  the  Resolved  Section  of  resolution  con¬ 
stitutes  correction. 
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DOCKET 

New  Cases  Filed  up  to  January  16,  1979 
Cal.  No.  Dept.  Premises  Affected 

27- 79- A — B.Q. — 215-06  29th  Avenue,  south  side,  45.54  feet 
east  of  215th  Street,  Block  6057,  Lot  34,  Bayside,  Borough 
of  Queens,  N.B.  #115/77,  re-  Storm  water  disposal,  Local 
Law  #7. 

28- 79-A — B.Q. — 29-03  215th  Street,  southeast  corner  of 
29th  Avenue,  Block  6057,  Lot  32,  Bayside,  Borough  of 
Queens,  N.B.  #116/77,  re-  Storm  water  disposal,  Local 
Law  #7. 

29- 79-A — B.Q. — 29-09  215th  Street,  east  side,  79.96  feet 
south  of  29th  Avenue,  Block  6057,  Lot  30,  Bayside,  Bor¬ 
ough  of  Queens,  N.B.  #117/77,  re-  Storm  water  disposal, 
Local  Law  #7. 

30- 79-A — B.Q. — 29-15  215th  Street,  east  side,  119.98  feet 
south  of  29th  Avenue,  Block  6057,  Lot  28,  Bayside,  Bor¬ 
ough  of  Queens,  N.B.  #118/77,  re-  Storm  water  disposal, 
Local  Law  #7. 

31- 79-A — B.Q. — 215-20  29th  Avenue,  south  side,  47.53 
feet  west  of  29th  Avenue,  Block  6057,  Lot  42,  Bayside, 
Borough  of  Queens,  N.B.  #121/77,  re-  Storm  water  dis¬ 
posal,  Local  Law  #7. 

32- 79-A — B.Q. — 29-04  215th  Place,  southwest  corner  of 
29th  Avenue,  Block  6057,  Lot  34,  Bayside,  Borough  of 
Queens,  N.B.  #122/77,  re-  Storm  water  disposal,  Local 
Law  #7. 

33- 79-BZ — B.B. — 95/105  Vanderbilt  Avenue,  east  side, 
290  feet  754  inches  south  of  Park  Avenue,  Block  1887, 
Lot  24,  Borough  of  Brooklyn,  Community  Board 
#2BK,  Alt.  #1161/78,  re-  Change  of  use  from  truck 
garage  UG  16  in  R  6  dist.  deviates  from  250-46-B.Z. 

34- 79-A — B.S.I. — 325  Siminson  Avenue,  east  side,  148.95 
feet  south  of  Dixon  Avenue,  Block  1184,  Lot  43,  Mariners 
Harbor,  Borough  of  Staten  Island,  N.B.  #1247/78,  re- 
Storm  water  disposal,  Local  Law  #7. 

35- 79-A — B.S.I. — 329  Siminson  Avenue,  east  side,  859.88 
feet  north  of  Forest  Avenue,  Block  1184,  Lot  41,  Mariners 
Harbor,  Borough  of  Staten  Island,  N.B.  #1440/78,  re- 
Storm  water  disposal,  Local  Law  #7. 

36- 78-A — F.D. — 80-50  Pitkin  Avenue,  south  side,  75  feet 
east  of  80th  Street,  Block  9139-9140,  Lots  389  and  415, 
Woodhaven,  Borough  of  Queens.  Fire  Department  let- 
ter  #Q158680,  sprinkler  system. 

37- 79-SA — Smoke  Scan  2001  and  4001,  manufactured  by 
Wellen  Industries,  Smoke  Detectors.  Appliance. 

38- 79-A — Packaging  of  combustible  mixture  known  as 
“Wizard  Fire  Starter  Gel’’,  in  1  ounce  and  2  ounce  plastic 
pouches  with  heat  sealed  and  non-replaceable  pouch, 
container  not  in  compliance  with  Administrative  Code. 

39- 79-SM — Classified  Two  Hour  Fire  Wall,  Manufac- 
tured  by  Walcon  Corporation.  Material. 

40- 79-BZ — B.Q. — 11-12  166th  Street,  southeast  corner  of 
12th  Avenue,  Block  11357,  Lots  22,  26,  Whitestone,  Bor¬ 
ough  of  Queens,  Community  Board  #7Q,  Alt.  #508/78, 
re-  Proposed  medical  offices  in  R-2  zone,  Cont.  to  Sec 
22-14  Z.R. 

41- 79-BZ — B.Q. — 61-18/20  Northern  Boulevard,  south¬ 
west  corner  of  62nd  Street,  Block  1184,  Lot  10,  Woodside, 
Borough  of  Queens,  Alt.  #1155/78,  Community  Board 
#2Q,  re-  Proposed  change  of  non-conforming  UG  6,  to 
auto  repair  shop  UG  16  Cont.  to  52-34  Z.R.;  structural 
alteration  Cont.  to  Sec.  52-22  and  22-00  Z.R.;  bulk  re- 
quirements  for  commercial  use  in  residential  zone. 

42- 79-BZ — B.B. — 5120  Old  New  Utrecht  Road,  west  side, 
45.7  feet  west  of  52nd  Street,  Block  5467,  Lot  156,  Bor¬ 
ough  of  Brooklyn,  N.B.  #245/78,  Community  Board 


#12BK,  re-  Proposed  two  family  house  in  R-5  zone,  front 
yard,  Cont.  to  Sec.  23-45  Z.R.;  FAR,  OSR,  Cont.  to  Sec. 
23-141  Z.R 

43- 79-BZ — B.B. — 5110  Old  New  Utrecht  Road,  south¬ 
west  corner  of  51st  Street,  Block  5467,  Lot  25,  Borough 
of  Brooklyn,  N.B.  #244/78,  Community  Board  #12BK, 
re-  Proposed  two  family  building,  front  yard,  Cont.  to 
Sec.  23-45  Z.R. ;  side  yard,  Cont.  to  Sec.  23-462  Z.R. 

44- 79-BZ — B.B. — 188  Prospect  Park  West,  496-98  14th 
Street,  northwest  corner,  Block  1103,  Lot  37,  Borough  of 
Brooklyn,  Alt.  #800/78,  re-  Proposed  enlargement  of 
non-conforming  use  Cont.  to  Sec.  52-41  Z.R. ;  structural 
alteration,  Cont.  to  Sec.  52-22  Z.R.;  the  required  loading 
berth  facing  14th  St.,  Cont.  to  Sec.  44-581  Z.R. 

45- 79-BZ — B.M. — 342-344  East  63rd  Street,  south  side, 
80  feet  west  of  First  Avenue,  and  1147  First  Avenue, 
Block  1437,  Lot  29,  Borough  of  Manhattan,  Community 
Board  #8M,  Alt.  #963/78,  re-  rear  yard,  Cont.  to  Sec. 
23-47  Z.R.;  inner  courts,  Cont.  to  Sec.  23-85  Z.R.;  Pro¬ 
posed  enlargement  increases  FAR  Cont.  to  Sec.  23-152 
Z.R.;  Proposed  conversion  does  not  provide  LA/RM, 
Cont.  to  Sec.  23-223  Z.R. 

46- 78-A — B.M. — 342-344  East  63rd  Street,  south  side,  80 
feet  west  of  First  Avenue,  and  25.5  feet  south  of  south¬ 
east  corner  of  East  63rd  Street,  and  First  Avenue,  on  the 
west  side  of  First  Avenue,  Block  1437,  Lot  29,  Borough 
of  Manhattan,  Alt.  #963/78,  re-  Proposed  conversion 
Cont.  to  Sec.  26  M.D.L. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B.— Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I. — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


FEBRUARY  13,  1979,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  13,  1979,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 


APPLICANT — Walter  T.  Gorman  for  Getty  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  26, 
1979  and  for  amendment — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7f,  7h  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium  car  wash  (non-auto¬ 
matic),  storage  and  sales  of  accessories,  motor  vehicle 
repairs  and  office  and  permitting  the  parking  of  cars  await¬ 
ing  to  be  serviced. 

PREMISES  AFFECTED — 5801-5829  Flatlands  Avenue 
and  965-977  East  58th  Street,  northeast  corner  and  892-896 
East  59th  Street,  Block  7762,  Lot  1,  Borough  of  Brooklyn. 
Community  Board  #18BK. 


APPLICANT — Walter  T.  Gorman  for  Shell  Oil  Company, 
long  term  lessee;  R.  Kirsch  and  F.  Schaftel,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7f  and  7i  .of  the  Zoning  Resolution,  permitting  in  a  business 
use  district,,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium  auto  laundry,  motor  vehicle 
repairs,  sale  of  auto  accessories,  storage  and  office  and 
parking  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 5213-5229  Flatlands  Avenue, 
1260-1264  East  53rd  Street,  northwest  corner  and  5212 


208-53-BZ 
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Avenue  J,  Block  7800,  Lot  39,  Borough  of  Brooklyn. 
Community  Board  #18BK. 

849-66-BZ 

APPLICANT — Charles  M.  Spindler  Associates  for  Shell 
Oil  Company;  long  term  lessee;  Ben- Dor  Corporation  and 
Rofar  Realty  Corporation,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Sections  72-211  and  73-212  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  C4-1  district,  the  erection  of  an  automotive 
service  station  with  accessory  uses  and  accessory  signs  that 
encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED— 2820  Hylan  Boulevard,  north¬ 
east  corner  of  Tysens  Lane,  Block  3980,  Lot  1  (formerly 
Part  of  Lot  1),  New  Dorp,  Borough  of  Staten  Island. 
Community  Board  #2S.I. 


1051-2 1  -B Z — V ol.  IV 

APPLICANT — Lama  and  Vassalotti  for  Victor  and  Alfred 
Algretti,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  17, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  on  a  plot  partly  in  business  and 
partly  in  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  one  story  extension  to  an  existing  building  and 
extend  the  present  use  of  garage  for  trucks  and  repair  shop 
to  include  body  and  fender  work,  incidental  painting  and 
spraying,  welding  and  storage  of  parts. 

PREMISES  AFFECTED — 1820-1832  Cropsey  Avenue  and 
231-245  Bay  19th  Street,  southeast  corner,  Block  6464,  Lot 
16,  Borough  of  Brooklyn.  Community  Board  #11BK. 


482-77-BZ 

APPLICANT — Max  M.  Simon  for  Holiday  Inns  of  America 
(Franchise:  New  York  Motel  Enterprises,  Incorporated), 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  29, 
197& — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  at  an  existing  hotel 
the  enlargement  in  area  of  the  first  floor  lobby  area  that 
increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED — 423-437  West  56th  Street,  north 
side,  275  feet  east  of  10th  Avenue,  426  West  57th  Street, 
Block  1066,  Lots  12,  13,  14,  15,  16,  17,  18,  19,  46,  47,  48,  49, 
50,  51  and  148,  Borough  of  Manhattan. 


71-77-BZ 

APPLICANT — Paul  Gugliotta  for  Flower  Tenants  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  November  15,  1978 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
Ml-6  district,  in  an  existing  fourteen  story  building,  the 
conversion  of  the  second  through  fourteenth  floor  from 
commercial  use  into  joint  living/working  quarter. 

PREMISES  AFFECTED — 46-50  West  29th  Street,  south 
side,  91.8  feet  east  of  Avenue  of  Americas,  Block  830,  Lot 
74,  Borough  of  Manhattan. 

532-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm 
water  (Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 92  Tillman  Street,  south  side, 
94.97  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  345, 
Todt  Hill,  Borough  of  Staten  Island. 

533- 77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm 
water  (Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 169  LaGuardia  Avenue,  south¬ 
east  corner  of  Tillman  Street,  Block  696,  Lot  338,  Todt 
Hill,  Borough  of  Staten  Island. 

534- 77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm 
water  (Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED— 175  LaGuardia  Avenue,  east 
side,  63.35  feet  south  of  Tillman  Street,  Block  696,  Lot  335, 
Todt  Hill,  Borough  of  Staten  Island. 

535- 77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm  water 
(Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 181  LaGuardia  Avenue,  north¬ 
east  corner  of  Lincoln  Avenue,  Block  696,  Lot  332,  Todt 
Hill,  Borough  of  Staten  Island. 

536- 77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete — expired  January  10,  1979 — 
filed  pursuant  to  Section  36,  Article  3  of  the  General  City 
Law  re-  proposed  building  not  fronting  on  a  legally  mapped 
street  and  proposed  use  of  drywells  for  disposal  of  storm 
water  (Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 93  Lincoln  Street,  north  side, 
97.96  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  328, 
Todt  Hill,  Borough  of  Staten  Island. 

537- 77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  proposed  building  not  fronting  on  a  legally 
mapped  street  and  proposed  use  of  drywells  for  the  dis¬ 
posal  of  storm  water  (Local  Law  #7)  ;  previously  granted 
on  condition. 

PREMISES  AFFECTED — 94  Lincoln  Street,  south  side, 
100  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  274, 
Todt  Hill,  Borough  of  Staten  Island. 
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538- 77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm  water 
(Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED— 193  LaGuardia  Avenue,  south¬ 
east  corner  of  Lincoln  Avenue,  Block  696,  Lot  269,  Todt 
Hill,  Borough  of  Staten  Island. 

539- 77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm  water 
(Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 201  LaGuardia  Avenue,  east 
side,  63.35  feet  north  of  Croak  Avenue,  Block  696,  Lot  266, 
Todt  Hill,  Borough  of  Staten  Island. 

540- 77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm  water 
(Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 205  LaGuardia  Avenue,  north¬ 
east  corner  of  Croak  Avenue,  Block  696,  Lot  263,  Todt 
Hill,  Borough  of  Staten  Island. 


541-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  proposed  building  not  fronting  on  a  legally 
mapped  street  and  proposed  use  of  drywells  for  disposal  of 
storm  water  (Local  Law  #7)  ;  previously  granted  on  con¬ 
dition. 

PREMISES  AFFECTED — 93  Croak  Avenue,  north  side, 
100  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  255, 
Todt  Hill,  Borough  of  Staten  Island. 


542-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  proposed  building  not  fronting  on  a  legally 
mapped  street  and  proposed  use  of  drywells  for  disposal 
of  storm  water  (Local  Law  #7)  ;  previously  granted  on 
condition. 

PREMISES  AFFECTED — 88  Croak  Avenue,  south  side, 
79.50  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  210, 
Todt  Rill,  Borough  of  Staten  Island. 


543-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 


1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm  water 
(Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 85  Boulivar  Street,  northeast 
corner  of  LaGuardia  Avenue,  Block  696,  Lot  200,  Todt 
Hill,  Borough  of  Staten  Island. 


544-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm  water 
(Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 965  Manor  Road,  east  side,  40.1 
feet  south  of  Croak  Avenue,  Block  698,  Lot  7,  Todt  Hill, 
Borough  of  Staten  Island. 


505-77-BZ 

APPLICANT — Harold  Herman  for  Solita  N.  Herman 
(Trustee),  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  17, 
1979  and  for  amendment— decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R8  dis¬ 
trict,  the  enlargement  by  four  additional  stores  on  an 
existing  five  story  garage  structure  and  the  conversion 
into  a  multiple  dwelling  that  creates  non-compliance  in 
floor  area  ratio,  open  space  ratio,  lot  area  per  room  and 
penetration  of  the  sky  exposure  plane. 

PREMISES  AFFECTED — 423-425  East  76th  Street,  north 
side,  250  feet  west  of  York  Avenue,  Block  1471,  Lot  13, 
Borough  of  Manhattan.  Community  Board  #8M. 

60-37-BZ — Vol.  IV 

APPLICANT — Larry  Meltzer  for  148  Jamaica  Avenue 
Company,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  November  6,  1973— decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
business  and  residence  use  district,  that  portion  of  the 
premises  where  unbuilt  upon,  to  the  rear  of  the  store 
building,  to  be  occupied  for  the  parking  of  motor  vehicles 
of  the  pleasure  car  type  belonging  to  the  employees  and 
patrons  of  the  stores. 

PREMISES  AFFECTED— 32-11  to  32-21  Newtown  Ave¬ 
nue  and  28-36  to  28-58  33rd  Street,  Block  619,  Lot  1, 
Astoria,  Borough  of  Queens.  Community  Board  #1Q. 

164-60-BZ 

APPLICANT — Arthur  Levine  for  Catherine  Bartley,  Mary 
Bartley,  Virginia  Bartley  and  Albina  Bartley,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  January  10,  1976 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7e,  7f  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  retail  use  district  the  erection  and  maintenance  of  a 
gasoline  service  station,  auto  washing,  non-automatic, 
lubrication,  office  sale  of  auto  accessories,  minor  auto  re¬ 
pairs  with  hand  tools  only,  parking  and  storage  of  more 
than  five  motor  vehicles,  and  a  ground  sign. 

PREMISES  AFFECTED— 100-16  to  100-24  (100-20  offi¬ 
cial)  Metropolitan  Avenue,  southeast  corner  of  70th  Road, 
Block  3895,  Lot  32,  Forest  Hills,  Borough  of  Queens. 
Community  Board  #5Q. 
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ZONING  CASES 

647-78-BZ 

APPLICANT — Ludwig  P.  Bono  for  Nicholas  Fasanella, 
owner. 

SUBJECT — Application  August  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction 
and  maintenance  of  a  public  parking  lot  including  commer¬ 
cial  vehicle  storage. 

PREMISES  AFFECTED— 1696  Banyer  Place  and  945 
Croes  Avenue,  southwest  corner,  Block  3660,  Lot  27,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #9BX. 

724-78-BZ 

APPLICANT — Larry  Meltzer  for  Jobico  Realty  Corpora¬ 
tion,  owner.  Lorean  Enterprises  Incorporated,  lessee. 

SUBJECT — Application  September  1,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  within  an 
existing  two  story  store  and  office  building,  the  addition 
to  the  uses  of  the  first  floor  restaurant  to  include  limited 
cabaret. 

PREMISES  AFFECTED  — 1702/1710  Sheepshead  Bay 
Road,  1620/1630  Voorhies  Avenue,  southwest  corner,  Block 
8770,  Lot  9,  Borough  of  Brooklyn.  Community  Board 

#15BK. 

733-78-BZ 

APPLICANT — L.  Shutkind  and  J.  Marini  for  Francesco 
Armenio,  owner. 

SUBJECT — Application  September  11,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  maintenance 
of  an  enlargement  to  a  two  family  dwelling  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio,  lot 
area  per  room  and  side  yard  encroachment. 

PREMISES  AFFECTED— 1543  East  Gun  Hill  Road,  north 
side,  185.68  feet  east  of  Mickle  Avenue,  Block  4786,  Lot  30, 
Borough  of  The  Bronx.  Community  Board  #12BX. 

859-78-A 

APPLICANT — Joseph  Marini  for  Francesco  Armenio, 
owner. 

SUBJECT — Application  September  21,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED — 1543  East  Gun  Hill  Road,  north 
side,  185.68  feet  east  of  Mickle  Avenue,  Block  4786,  Lot  30, 
Borough  of  The  Bronx. 

885-78-BZ 

APPLICANT — John  D.  Castagnello  for  DGN  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  October  5,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-6  district,  in  an  existing 
five  story  building,  the  conversion  of  the  second  through 
fifth  floors  from  manufacturing  use  into  apartment. 

PREMISES  AFFECTED— 120  and  122  West  25th  Street, 
south  side,  225  feet  west  of  Avenue  of  the  Americas,  Block 
800,  Lot  53,  Borough  of  Manhattan.  Community  Board 
#5M. 

550-78-BZ 

APPLICANT — Rampulla  Associates  for  Louis  Crispi, 
owner. 

SUBJECT — Application  July  19,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  story  and  basement  enlargement  to  an  existing  banquet 
hall,  restaurant  and  cabaret  establishment. 


PREMISES  AFFECTED — 67  Olympia  Boulevard,  north 
side,  230.38  feet  west  of  Piava  Avenue,  Block  3281,  Lot  10, 
South  Beach,  Borough  of  Staten  Island.  Community  Board 

#2S.I. 

Laid  over  from  January  9,  1979,  for  hearing. 

673- 78-BZ 

APPLICANT — Diffendale  and  Kubec  for  Anzo  Associates, 
Incorporated,  owner. 

SUBJECT — Application  August  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  Rl-2  (SRO)  dis¬ 
trict,  on  a  plot  with  less  than  the  required  lot  area,  the 
erection  of  a  one  family  dwelling  that  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED — 55  Koch  Boulevard,  northwest 
corner  of  Retford  Avenue,  Block  5333,  Lot  36,  Eltingville, 
Borough  of  Staten  Island.  Community  Board  #3S.I. 

Laid  over  from  January  16,  1979,  for  hearing. 

674- 78-BZ 

APPLICANT — Diffendale  and  Kubec  for  Anzo  Associates, 
Incorporated,  owner. 

SUBJECT — Application  August  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  Rl-2  (SRO)  dis¬ 
trict,  on  a  plot  with  less  than  the  required  lot  area,  the 
erection  of  a  one  family  dwelling. 

PREMISES  AFFECTED — 65  Koch  Boulevard,  northwest 
corner  of  Preston  Avenue,  Block  5333,  Lot  42,  Eltingville, 
Borough  of  Staten  Island.  Community  Board  #3S.I. 

Laid  over  from  January  16,  1979,  for  hearing. 

Alan  D.  Gershuny,  Executive  Director 

FEBRUARY  13,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 

Tuesday  afternoon,  February  13,  1979,  at  a  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 

following  matters : 

437-78-A 

APPLICANT — William  J.  Condon  for  Del  Laboratories, 
Incorporated,  owner. 

SUBJECT — Application  June  16,  1978 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  flammable 
mixture  known  as  “Sally  Hanson  Nail  Color  Remover”,  in 
eight  (8)  ounce  high  density,  natural  polyethylene  with 
screw  cap  closure,  container  not  in  compliance  with  the 
Regulations  of  the  Administrative  Code  of  the  City  of 
New  York. 

877-78-A 

APPLICANT — S.  H.  Haskel,  for  Steinway  and  Sons,  owner. 

SUBJECT — Application  September  28,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  use  of 
smoking  areas. 

PREMISES  AFFECTED — One  Steinway  Place,  southwest 
corner  of  19th  Avenue,  Block  814,  Lot  1,  Astoria,  Borough 
of  Queens. 

907-78-A 

APPLICANT — J.  Gary  Parker  for  Eastman  Kodak  Com¬ 
pany,  owner. 

SUBJECT — Application  October  16,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Recordak  Electrostatic  24P 
Toner”,  in  one  (1)  pint  plastic  bottle  with  plastic  screw 
cap-cardboard  liner,  foil  seal,  container  not  in  compliance 
with  the  Regulations  of  the  Administrative  Code  of  the 
City  of  New  York. 
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916-78-A 

APPLICANT — M.  Milton  Glass  for  Pamela  Equities  Cor¬ 
poration,  owner. 

SUBJECT — Application  October  17,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevator  in  readiness. 

PREMISES  AFFECTED— 116-20  West  32nd  Street,  south 
side,  204.02  feet  west  of  Avenue  of  the  Americas,  119-23 
west  31st  Street,  Block  807,  Lot  28,  Borough  of  Manhattan. 

1072-78-A 

APPLICANT — Nicholas  J.  Salvadeo  for  R.  J.  Ingrassia 
Direct  Auto,  owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street;  proposed 
use  of  dry  well  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 713  Sharrotts  Road,  north  side, 
1174.73  feet  west  of  Arthur  Kill  Road,  Block  7385,  Lot  203, 
Borough  of  Staten  Island. 

1078-78-A 

APPLICANT — Joseph  B.  Schwartz  for  Peter  Orosz  and 
Leslie  Pajor,  owners. 

SUBJECT — Application  November  14,  1978 — Review  and 
Interpretation  of  Zoning  Matter. 

PREMISES  AFFECTED — 230  East  53rd  Street,  southwest 
corner  of  Second  Avenue,  Block  1326,  Lot  36,  Borough  of 
Manhattan. 


753-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 

OWNER  OF  PREMISES— Myron  Boyce,  et  al. 

SUBJECT — Application  September  15,  1978 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  #77 884  re-  Sprinkler 
System. 

PREMISES  AFFECTED — 254  West  54th  Street,  south  side, 
125  feet  east  of  Eighth  Avenue,  Block  1025,  Lot  58,  Bor¬ 
ough  of  Manhattan. 


468-77-A 

APPLICANT — Jeremiah  T.  Walsh,  Commissioner  of  Build¬ 
ings. 

OWNER  OF  PREMISES— William  Schmid. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Occupancy  #4467  re-  access  to  fire  escapes, 
and  stairway  enclosure. 

PREMISES  AFFECTED — 25-29  William  Street  and  38-42 
Exchange  Place,  southwest  corner,  Block  25,  Lot  27,  Bor¬ 
ough  of  Manhattan. 

249-78-A 

APPLICANT — Arthur  Guttman  for  Fran  Ed  Equities, 
owner. 

SUBJECT — Application  April  11,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  change 
of  use  on  the  4th  and  5th  stories  from  permanently  vacant 
to  joint  living  work  quarters  for  artists. 

PREMISES  AFFECTED— 59-63  Allen  Street,  west  side, 
75.1  feet  south  of  Grand  Street,  88  Eldridge  Street,  Block 
307,  Lot  24,  Borough  of  Manhattan. 

89-27-SR 

Rules  of  Procedure  of  the  Board  of  Standards  and 

Appeals  adopted  February  15,  1927,  amended  December 

2,  1930,  April  14,  1931,  June  13,  1933,  April  30,  1935  and 

revised  September  22,  1959,  effective  October  28,  1959, 

amended  June  2,  1967,  and  further  amended  April  20,  1971, 


effective  September  6,  1971  and  amended  September  28, 
1976  and  further  revised  on  July  12,  1977,  effective  July 
12,  1977  and  further  revised  on  March  14,  1978  effective 
April  12,  1978. 

Alan  D.  Gershuny,  Executive  Director 

FEBRUARY  20,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  morning,  February  20,  1979,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

SPECIAL  ORDER  CALENDAR 

358-68-A 

APPLICANT — I.  Daniel  Weisberg  for  Kings  Plaza  Shop¬ 
ping  Center  of  Avenue  U,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — appeal  from  a  decision  of 
the  Borough  Superintendent  re-  exterior  of  garage,  malls 
length,  height,  spacing  fire  partition  etc.  open  stairs,  egress ; 
previously  granted  on  condition. 

PREMISES  AFFECTED— 5102  to  5430  Avenue  U,  2483- 
2571  Flatbush  Avenue,  southeast  corner,  Block  8470,  Lots 
1,  50  and  55,  Borough  of  Brooklyn. 

619-77-A 

APPLICANT — Rampulla  Associates  for  Irene  Herzog, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which1  expired  January  31, 
1979 — appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  re-  proposed  use  of  drywells  for  the  disposal  of 
storm  water  (Local  Law  #7)  ;  previously  granted  on 
condition. 

PREMISES  AFFECTED — 5  Herkimer  Street,  northwest 
corner  of  Metropolitan  Avenue,  Block  270,  Lot  24,  New 
Brighton,  Borough  of  Staten  Island. 

155-57-BZ 

APPLICANT — Carlo  Nuzzi  for  Reinaldo  Nelson,  owner. 
SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  September  11,  1978 — decision  of  the  Bor¬ 
ough  Superintendent;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  maintenance  of  a  parking  lot 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 1690-1692  Nelson  Avenue,  east 
side,  410  feet  north  of  West  174th  Street,  Block  2876,  Lots 
167  and  168,  Borough  of  The  Bronx.  Community  Board 
#5BX. 

328-35-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Mac-Hal  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  October  27,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7f,  7i  and  7h  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  car  wash1,  motor 
vehicle  repairs,  storage  and  sale  of  accessories  and  office, 
and  permitting  the  parking  and  storage  of  motor  vehicles 
on  unbuilt  portion  of  plot. 

PREMISES  AFFECTED — 922  Westchester  Avenue  and 
908-923  East  163rd  Street  and  910-918  Rogers  Place,  south¬ 
east  corner,  Block  2697,  Lot  35,  Borough  of  The  Bronx. 
Community  Board  #2BX. 
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4-53-BZ — Vol.  II 

APPLICANT — Walter  T.  Gorman  for  Texaco,  Incorpo¬ 
rated,  owner. 

SUBJECT— Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  term  of  variance  which 
expired  October  6,  1978;  and  for  amendment — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion  under  Section  7f  of  the  Zoning  Resolution,  permitting 
in  a  retail  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  office,  car  wash,  lubritorium,  sale 
of  accessories. 

PREMISES  AFFECTED — 2703  East  Tremont  Avenue, 
northeast  corner  of  St.  Raymonds  Avenue  and  southeast 
corner  of  Williamsbridge  Road  and  St.  Raymonds  Avenue, 
Block  4076,  Lot  12,  Borough  of  The  Bronx.  Community 
Board  #9BX. 


516-75-BZ 

APPLICANT — Tudda,  Scherer  and  Zborowski  for  341  East 
60th  Street  Corporation,  owner. 

SLTBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which1  expired  May  4,  1977 — decision  of  the  Borough  Su¬ 
perintendent;  previously  granted  on  condition  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  a  C8-4 
district,  the  erection  of  a  five  story  building  to  be  occupied 
as  a  tennis  club  with  roof  tennis  facilities  that  encroaches 
on  the  required  rear  yard  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 333  East  60th  Street,  north  side, 
48.4  feet  east  of  Queensboro  Bridge  Ramp,  Block  1435, 
Lot  16,  Borough  of  Manhattan. 

193-71-BZ 

APPLICANT — Weinberg  and  Kirshenbaum  for  James 
Seidelbach,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  June  8,  1976 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  73-241  of  the  Zoning  Resolution,  permitting  in  a 
C2-3  district,  at  an  existing  three  story  building,  the  addi¬ 
tion  to  the  use  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 1476  Flatbush  Avenue,  west 
side,  120  feet  north  of  Glenwood  Road,  Block  5249,  Lot  67, 
Borough  of  Brooklyn.  Community  Board  #14BK. 

578-56-BZ 

APPLICANT— Charles  M.  Spindler  Associates  for  Leemilts 
Petroleum,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  September  18,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  maintenance  of  a  parking  and 
storage  lot  for  more  than  5  motor  vehicles  of  the  passenger 
car  type. 

PREMISES  AFFECTED— 1363  Taylor  Avenue  and  1815 
McGraw  Avenue,  northwest  corner,  Block  3881,  Lot  1,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #9BX. 


ZONING  CASES 

883-78-BZ 

APPLICANT — Lloyd  Neal  Merrill  for  682  Tenant  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  a  Ml-5  district,  in  a  structure 
that  exceeds  the  permitted  size,  the  conversion  from  loft 
into  joint  living-working  quarters  for  artist  that  has  less 
than  the  required  floor  area. 

PREMISES  AFFECTED — 682  Broadway,  southeast  cor¬ 
ner  of  Great  Jones  Street,  Block  530,  Lot  7,  Borough  of 
Manhattan.  Community  Board  #2M. 


884-78-A 

APPLICANT — Lloyd  Neal  Merrill  for  682  Tenant  Corpora¬ 
tion,  owner. 

SUBJECT — Application  September  29,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  joint  living,  working  quarter  for  artists  is  contrary  to 
Section  2 77  of  the  Multiple  Dwelling  Law. 

PREMISES  AFFECTED — 682  Broadway,  southeast  cor¬ 
ner  of  Great  Jones  Street,  Block  530,  Lot  7,  Borough  of 
Manhattan. 


931-78-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin 
et  al  for  80-81  and  First  Associates,  owner. 

SUBJECT — Application  October  20,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-9  (R10) 
district,  on  a  plot  with  an  existing  multiple  dwelling,  the 
erection  of  a  34  story  and  penthouse  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  lot  area  per  room  and  minimum  distance  between 
building. 

PREMISES  AFFECTED— 401  to  403  East  80th  Street, 
1540  to  1556  First  Avenue,  northeast  corner  and  400  to  410 
East  81st  Street,  Block  1560,  Lots  1,  44  and  45,  Borough 
of  Manhattan.  Community  Board  #8M. 

940-78-BZ 

APPLICANT — Harry  Soled  for  Johnson  Chemical  Com¬ 
pany,  owner. 

SUBJECT — Application  October  26,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -3  and  R6  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  factory 
previously  before  the  Board. 

PREMISES  AFFECTED — 225-233  Johnson  Avenue,  north 
side,  75  feet  west  of  Bushwick  Avenue,  Block  3063,  Lots 
22,  23  and  26,  Borough  of  Brooklyn.  Community  Board 
#1BK. 


967-78-BZ 

APPLICANT — Stein,  Davidoff,  Malito  and  Katz  for  Sec¬ 
ond  Farms  Neighborhood  Housing  Development  Fund 
Company  Incorporated,  owner,  Juan  Carlos  Guzman,  lessee. 

SUBJECT — Application  November  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-00  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R7-1  district,  in  an 
existing  two  story  building,  the  use  of  a  portion  of  the 
first  floor  as  a  retail  store. 

PREMISES  AFFECTED— 1028  East  179th  Street,  south¬ 
west  corner  of  Boston  Road  and  1021  East  178th  Street, 
Block  3136,  Lot  1,  Borough  of  The  Bronx.  Community 
Board  #6BX. 


481-78-BZ 

APPLICANT — George  Perotto  for  Metra  Electronics  Cor¬ 
poration,  Contract  Vendee. 

SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  the  conversion  of 
an  existing  one  story  building  from  a  warehouse  into  an 
electronic  manufacturing  establishment. 
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PREMISES  AFFECTED— 1512-1546  McDonald  Avenue, 
west  side,  75  feet  south  of  Avenue  “M”,  Block  6563,  Lot  10, 
Borough  of  Brooklyn.  Community  Board  #15BK. 

Laid  over  from  December  19,  1978,  for  hearing. 

Alan  D.  Gershuny,  Executive  Director 


FEBRUARY  20,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 

Tuesday  afternoon,  February  20,  1979,  at  2  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 

following  matters : 

71- 79-BCR 

APPLICANT — Irwin  Fruchtman,  P.  E.,  Commissioner, 
Department  of  Buildings,  letter  dated  December  13,  1978 
and  received  December  22,  1979. 

SUBJECT — Modification  of  Reference  Standard  RS  5-6 
(Fire  Tests  of  Door  Assemblies)  of  the  Building  Code  of 
of  the  City  of  New  York. 

72- 79-BCR 

APPLICANT — Irwin  Fruchtman,  P.  E.,  Commissioner,  De¬ 
partment  of  Buildings,  letter  dated  December  13,  1978  and 
received  December  22,  1979. 

SUBJECT — Modification  of  Reference  Standard  RS  18-1 
( Safety  Code  for  Elevators,  Dumbwaiters,  Escalators,  and 
Moving  Walks)  of  the  City  of  New  York. 

47-79-SA 

APPLICANT— Wolf-Ortiz,  Incorporated — fire  alarm  system 
components. 

69-79-SA 

APPLICANT — Firematic  Sprinkler  Devices,  Incorporated — 
sprinkler  system  devices. 

528- 78-A 

APPLICANT — Grushkin  and  Oddo,  Architects  for  Max  S. 
Kadin,  owner. 

SUBJECT — Application  July  11,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 220  Main  Street,  south  side, 
94.23  feet  east  of  Craig  Avenue,  Block  8048,  Lot  57,  Totten- 
ville,  Borough  of  Staten  Island. 

529- 78-A 

APPLICANT — Grushkin  and  Oddo,  Architects  for  Max  S. 
Kadin,  owner. 

SUBJECT — Application  July  11,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 201  Butler  Avenue,  north  side, 
59.39  feet  east  of  Craig  Avenue,  Block  8048,  Lot  34,  Tot- 
tenville,  Borough  of  Staten  Island. 

530- 78-A 

APPLICANT — Grushkin  and  Oddo,  Architects  for  Max  S. 
Kadin,  owner. 

SUBJECT — Application  July  11,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 210  Main  Street,  south  side, 
94.23  feet  east  of  Craig  Avenue,  Block  8048,  Lot  57,  Tot- 
tenville,  Borough  of  Staten  Island. 

752-78-A 

APPLICANT — Frank  A.  Vaccaro,  for  Fred  Vasaturo, 
owner. 


SUBJECT — Application  September  14,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 20  Kinsey  Place,  northwest  cor¬ 
ner  of  Dolson  Place,  Block  1290,  Lot  92,  Mariners  Harbor, 
Borough  of  Staten  Island. 

922-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Joseph  Ligotti, 
owner. 

SUBJECT — Application  October  20,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 567  Sinclair  Avenue,  north  side, 
75.00  feet  west  of  Nippon  Avenue,  Block  6339,  Lot  122, 
Huguenot,  Borough  of  Staten  Island. 

936- 78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Michael  Sirchia, 
owner. 

SUBJECT — Application  October  24,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 72  Downes  Avenue,  south  side, 
180.00  feet  east  of  Albee  Avenue,  Block  6251,  Lot  16, 
Annadale,  Borough  of  Staten  Island. 

937- 78-A 

APPLICANT— Alphonse  J.  Calvanico  for  Michael  Sirchia, 
owner. 

SUBJECT — Application  October  24,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 76  Downes  Avenue,  south  side, 
140.00  feet  east  of  Albee  Avenue,  Block  6251,  Lot  14, 
Annadale,  Borough  of  Staten  Island. 

938- 78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Michael  Sirchia, 
owner. 

SUBJECT — Application  October  24,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 80  Downes  Avenue,  south  side, 
100.00  feet  east  of  Albee  Avenue,  Block  6251,  Lot  12, 
Annadale,  Borough  of  Staten  Island. 


18-79-A 

APPLICANT — Andrew  Tsarsis  for  Lou  Boria,  owner. 

SUBJECT — Application  January  5,  1979 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 119  Androvette  Avenue,  east 
side,  50  feet  south  of  Desius  Street,  Block  6582,  Lots  20,  23, 
26,  Huguenot,  Borough  of  Staten  Island. 


27-79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 
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PREMISES  AFFECTED — 215-06  29th  Avenue,  south  side, 
45.54  feet  east  of  215th  Street,  Block  6057,  Lot  34,  Bayside, 
Borough  of  Queens. 


28- 79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 29-03  215th  Street,  southeast 
corner  of  29th  Avenue,  Block  6057,  Lot  32,  Bayside,  Bor¬ 
ough  of  Queens. 

29- 79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 29-09  215th  Street,  east  side, 
79.96  feet  south  of  29th  Avenue,  Block  6057,  Lot  30,  Bay- 
side,  Borough  of  Queens. 

30- 79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 29-15  215th  Street,  east  side, 
119.98  feet  south  of  29th  Avenue,  Block  6057,  Lot  28, 
Bayside,  Borough  of  Queens. 

31- 79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 215-20  29th  Avenue,  south  side, 
47.53  feet  west  of  215th  Place,  Block  6057,  Lot  42,  Bayside, 
Borough  of  Queens. 

32- 79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 29-04  215th  Place,  southwest 
corner  of  29th  Avenue,  Block  6057,  Lot  34,  Bayside, 
Borough  of  Queens. 

727-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 

OWNER  OF  PREMISES — 95-26  Sutphin  Blvd.  Corpora¬ 
tion,  c/o  Marie  Krai. 

SUBJECT — Application  September  1,  1978 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  #171213  re-  Sprinkler 
System. 

PREMISES  AFFECTED — 95-26/30  Sutphin  Boulevard, 
west  side,  150  feet  north  of  97th  Avenue,  Block  10026,  Lots 
14  and  35,  Jamaica,  Borough  of  Queens. 

635-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owner). 


SLTBJECT — Application  June  28,  1962 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  facing  legal  street. 

PREMISES  AFFECTED — 545  Sycamore  Street,  north  side, 
55  feet  east  of  Harold  Avenue,  Block  5395,  Lot  35,  Anna- 
dale,  Borough  of  Richmond. 

Laid  over  from  September  17,  1963,  at  2  P.M.,  to  be 
withdrawn. 


636-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owners). 

SUBJECT — Application  June  28,  1962 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 541  Sycamore  Street,  north  side, 
102  feet  east  of  Harold  Avenue,  Block  5395,  Lot  32,  Anna- 
dale,  Borough  of  Richmond. 

Laid  over  from  September  17,  1963,  at  2  P.M.,  to  be 
withdrawn. 


637-62- A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owners). 

SUBJECT — Application  June  28,  1962 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 537  Sycamore  Street,  north  side, 
152.36  feet  west  of  Arden  Avenue,  Block  5395,  Lot  30, 
Annadale,  Borough  of  Richmond. 

Laid  over  from  September  17,  1963,  at  2  P.M.,  to  be 
withdrawn. 


638-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 531  Sycamore  Street,  north 
side,  106.36  feet  west  of  Arden  Avenue,  Block  5395,  Lot  27, 
Annadale,  Borough  of  Richmond. 

Laid  over  from  September  17,  1963,  at  2  P.M.,  to  be 
withdrawn. 


639-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED — 527  Sycamore  Street,  north 
side,  60.36  feet  west  of  Arden  Avenue,  Block  5395,  Lot  25, 
Annadale,  Borough  of  Richmond. 

Laid  over  from  September  17,  1963,  at  2  P.M.,  to  be 
withdrawn. 


640-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 551  Sycamore  Street,  northeast 
corner  of  Harold  Avenue,  Block  5395,  Lot  37,  Annadale, 
Borough  of  Richmond. 

Laid  over  from  September  17,  1963,  at  2  P.M.,  to  be 
withdrawn. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  16,  1979,  10  A.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  December  19,  1978,  were 
approved  as  printed  in  the  Bulletin  of  December  28,  1978, 
Volume  63,  Number  52. 

1343-61-A 

APPLICANT — Berg  and  Dorf  for  Chelsea  23rd  Street  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — appeal  from  an  order  and  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system; 
previously  granted  on  condition. 

PREMISES  AFFECTED— 216-234  West  23rd  Street,  south 
side,  200  feet  west  of  7th  Avenue,  Block  772,  Lot  64, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  S.  Dorf. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  3,  1963,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  3,  1963  by  adding  thereto : 

“To  legalize  the  removal  of  the  three  rear  fire  escapes, 
substantially  as  shown  on  revised  drawings  of  proposed 
and  existing  conditions  marked  ‘Received  November  9, 
1978’ — 16  sheets;  on  condition  that  the  building  complies 
with  Section  67  M.D.L.  and  all  other  laws,  rules  and 
regulations ;  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Fire  Dept.  Order  No.  78-1055) 


552-76-A 

APPLICANT — Jerome  L.  Grushkin  for  Max  Kandel, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  November  3,  1977 — filed  pursuant  to  Section 
36,  Article  3  of  the  General  City  Law  re-  proposed  building 
will  not  front  on  a  legal  street;  previously  granted  on 
condition. 

PREMISES  AFFECTED — 4  Fitzgerald  Avenue,  southeast 
corner  of  Nelson  Avenue,  Block  5212,  Lot  99,  Great  Kills, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Pete  Oddo. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  3,  1976,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  3,  1976  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  64-76) 

553-76-A 

APPLICANT — Jerome  L.  Grushkin  for  Max  Kandel, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  November  3,  1977 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  will  not  front  on  a  legal  street ;  previously  granted 
on  condition. 

PREMISES  AFFECTED — 6  Fitzgerald  Avenue,  south 
side,  59.08  feet  east  of  Nelson  Avenue,  Block  5212,  Lot  97, 
Great  Kills,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Pete  Oddo. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  complete  the  work. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  3,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  3,  1976,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  65-76) 


554-76-A 

APPLICANT — Jerome  L.  Grushkin  for  Max  Kandel, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  November  3,  1977 — filed  pursuant  to  Section 
36,  Article  3  of  the  General  City  Law  re-  proposed  building 
will  not  front  on  a  legal  street,  previously  granted  on 
condition. 

PREMISES  AFFECTED — 10  Fitzgerald  Avenue,  south 
side,  88.41  feet  east  of  Nelson  Avenue,  Block  5212,  Lot  96, 
Great  Kills,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Pete  Oddo. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 
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THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  3,  1976,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  3,  1976,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  66-76) 

555-76-A 

APPLICANT — Jerome  L.  Grushkin  for  Max  Kandel, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  November  3,  1977 — filed  pursuant  to  Section 
36,  Article  3  of  the  General  City  Law  re-  proposed  build¬ 
ing  will  not  front  on  a  legal  street;  previously  granted  on 
condition. 

PREMISES  AFFECTED — 12  Fitzgerald  Avenue,  south 
side,  117.74  feet  east  of  Nelson  Avenue,  Block  5212,  Lot  95, 
Great  Kills,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Pete  Oddo. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  complete  the  work. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTON— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  3,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  3,  1976  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  67-76) 

556-76-A 

APPLICANT — Jerome  L.  Grushkin  for  Max  Kandel, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  November  3,  1977 — filed  pursuant  to  Section 
36,  Article  3  of  the  General  City  Law  re-  proposed  build¬ 
ing  will  not  front  on  a  legal  street ;  previously  granted  on 
condition. 

PREMISES  AFFECTED — 14  Fitzgerald  Avenue,  south 
side,  147.07  feet  east  of  Nelson  Avenue,  Block  5212,  Lot  94, 
Great  Kills,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Pete  Oddo. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  complete  the  work. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  3,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  3,  1976  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  68-76) 

557-76-A 

APPLICANT — Jerome  L.  Grushkin  for  Max  Kandel, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  November  3,  1977 — filed  pursuant  to  Section 
36,  Article  3  of  the  General  City  Law  re-  proposed  building 
will  not  front  on  a  legal  street;  previously  granted  on 
condition. 

PREMISES  AFFECTED — 16  Fitzgerald  Avenue,  south 
side,  176.40  feet  east  of  Nelson  Avenue,  Block  5212,  Lot  93, 
Great  Kills,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Pete  Oddo. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  complete  the  work. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  3,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  3,  1976  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  69-76) 

558-76-A 

APPLICANT — Jerome  L.  Grushkin  for  Max  Kandel, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  com¬ 
plete  which  expired  November  3,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  will  not  front  on  a  legal  street;  previously  granted 
on  condition. 

PREMISES  AFFECTED — 20  Fitzgerald  Av°nuf>  south 
side,  205.73  feet  east  of  Nelson  Avenue,  B!o  k  "'M2  T  t  n2 
Great  Kills,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Pete  Oddo. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  complete  the  work. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  3,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  3,  1976  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  70-76) 

559-76-A 

APPLICANT — Jerome  L.  Grushkin  for  Max  Kandel, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  November  3,  1977 — filed  pursuant  to  Section 
36,  Article  3  of  the  General  City  Law  re-  proposed  building 
will  not  front  on  a  legal  street;  previously  granted  on 
condition. 

PREMISES  AFFECTED— 22  Fitzgerald  Avenue,  south 
side,  235.06  feet  east  of  Nelson  Avenue,  Block  5212,  Lot  91, 
Great  Kills,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Pete  Oddo. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  complete  the  work. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  3,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  3,  1976  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  71-76) 


560-76-A 

APPLICANT — Jerome  L.  Grushkin  for  Max  Kandel, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  com¬ 
plete  which  expired  November  3,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  will  not  front  on  a  legal  street;  previously  granted 
on  condition. 

PREMISES  AFFECTED — 26  Fitzgerald  Avenue,  south 
side,  264.39  feet  east  of  Nelson  Avenue,  Block  5212,  Lot  90, 
Great  Kills,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Pete  Oddo. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commisioner  Wolf  .  6 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  3,  1976,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  3,  1976  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read  : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  72-76) 


561-76-A 

APPLICANT — Jerome  L.  Grushkin  for  Max  Kandel, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  com¬ 
plete  which  expired  November  3,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  will  not  front  on  a  legal  street ;  previously 
granted  on  condition. 

PREMISES  AFFECTED — 28  Fitzgerald  Avenue,  south 
side,  293.72  feet  east  of  Nelson  Avenue,  Block  5212,  Lot  89, 
Great  Kills,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Pete  Oddo. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  3,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  3,  1976,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  73-76) 


247-35-BZ — Vol.  II 

APPLICANT — Kenneth  H.  Koons  for  Sauer  Brothers, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  12, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  and  21  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  E  area  district, 
the  erection  and  maintenance  of  a  lunch  wagon  (res¬ 
taurant)  nearer  to  the  street  line  than  is  permitted. 

PREMISES  AFFECTED — 3007  East  T.remont  Avenue, 
northeast  corner  of  Ericson  Place,  Block  5381,  Lot  38, 
Borough  of  The  Bronx.  Community  Board  #10BX. 

APPEARANCES— 

For  Applicant :  Kenneth1  H.  Koons. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative;  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  o 
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THE  RESOLUTION— 

Whereas,  Community  Board  #10BX  waives  their  recom¬ 
mendation  to  the  Board  without  prejudice,  letter  received 
December  18,  1978;  and 

Whereas,  the  application  was  granted  by  the  Board  as  a 
Vol.  II  on  January  12,  1954,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  16,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
12,  1954,  as  amended  through  November  26,  1968,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“ granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  within  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (N.B.  273-53) 


67-37-BZ 

APPLICANT — Walter  T.  Gorman  for  Shell  Oil  Company, 
long  term  lessee ;  Estate  of  Elizabeth  Gallagher,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  21  of  the  Zoning  Resolution,  permitting  partly  in 
a  business  use  district  and  partly  in  a  residence  use  district, 
the  extension  in  area  of  an  existing  gasoline  service 
station. 

PREMISES  AFFECTED— 2561-2569  Ocean  Avenue,  east 
side,  90  feet  south  of  Avenue  U,  Block  7353,  Lots  68  and 
70,  Borough  of  Brooklyn.  Community  Board  #15BK. 

APPEARANCES— 

For  Applicant:  John  A.  Ronan. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  4,  1937,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  4, 
1937  as  amended  through  March  23,  1954  by  adding  thereto: 
“that  the  existing  ground  sign  advertising  the  brand  of 
gasoline  on  sale,  may  also  include  the  wording  ‘auto 
care’ ;  substantially  as  shown  on  revised  drawing  of  pro¬ 
posed  conditions  marked  ‘Received  October  31,  1978’ — 
one  sheet ;  that  other  than  as  here  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.”  (E.S. 
485-78) 

280-51-BZ 

APPLICANT — Stein,  Davidoff,  Malito  and  Katz  for  Holl- 
dale  Property  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  obtain 
Certificate  of  Occupancy  which  expired  July  19,  1978 — 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f,  7i  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  and  business 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  laundry,  lubritorium,  sale  of  auto  acces¬ 
sories,  motor  vehicle  repairs  and  office  and  parking  of  more 
than  five  motor  vehicles. 


PREMISES  AFFECTED — 2030  Bronxdale  Avenue,  north¬ 
west  corner  of  Austin  Place,  Block  4285,  Lots  1  and  40, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Howard  E.  Druckman. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  obtain  a  Certificate 
of  Occupancy. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  10,  1951,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  a  Certificate  of  Occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  10,  1951  as  amended  through 
July  19,  1977  only  as  to  the  time  to  obtain  a  Certificate  of 
Occupancy,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  a  Certificate  of  Occupancy  shall  be  obtained  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  180-51  and  181-51) 


375-55-BZ 

APPLICANT — Walter  T.  Gorman  for  Shell  Oil  Company, 
long  term  lessee ;  Stafac,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7e  and  7 i  of  the  Zoning  Resolution,  permitting 
in  a  local  retail  use  district,  the  erection  of  a  gasoline 
service  station,  lubritorium,  auto  repair  shop,  salesroom, 
car  washing  and  storage. 

PREMISES  AFFECTED — 950-970  AHerton  Avenue,  south 
side,  from  Paulding  Avenue  to  Willhmsbridge  Road, 
Block  4447,  Lot  62  (formerly  Lots  62,  64  and  66),  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  John  A.  Ronan. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  3,  1956  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  3, 
1956  as  amended  through  February  5,  1974  by  adding  thereto : 
“that  the  existing  ground  sign  advertising  the  brand  of 
gasoline  on  sale,  may  also  include  the  wording  “auto 
care” ;  substantially  as  shown  on  revised  drawing  of 
proposed  conditions  marked  “Received  September  26, 
1978” — one  sheet;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (E.S.  186-78) 


100-68-BZ 

APPLICANT — Milton  Feldman  for  EDO  Corporation, 
owner. 
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SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution— decision  of  the  Deputy 
Commissioner  of  Marine  and  Aviation ;  previously  granted 
on  condition  under  Section  73-29  of  the  Zoning  Resolution, 
permitting  in  an  M2-1  district  in  an  existing  one  story 
mechanical  testing  laboratory,  the  storage  of  Class  IV 
material. 

PREMISES  AFFECTED— 109-20  14th  Avenue,  south  side, 
100  feet  west  of  110th  Street,  Block  4044,  Lot  6  (part  of), 
College  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Milton  Feldman. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


13-76-BZ 

APPLICANT — Tiberiu  Weisz  for  Ernest  Gross,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R2  district,  in  an  existing  two  story  and  basement  build¬ 
ing,  the  conversion  of  the  first  floor  community  facility 
portion  into  residential  use  that  creates  non-compliance 
in  the  lot  area  requirements  and  non-conformity. 

PREMISES  AFFECTED — 80-08  166th  Street,  west  side, 
36.23  feet  south  of  Union  Turnpike,  Block  7016,  Lot  97, 
Flushing,  Borough  of  Queens.  Community  Board  #8Q. 

APPEARANCES— 

For  Applicant :  Tiberiu  Weisz. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  Community  Board  #8Q  conditional  approval, 
received  January  11,  1979;  and 
Whereas,  this  application  was  granted  by  the  Board  on, 
September  28,  1976,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  28,  1976  by  adding  thereto: 

“That  the  basement  shall  be  rearranged  substantially  as 
shown  on  revised  drawing  of  proposed  conditions  marked 
‘Received  January  9,  1979’ — one  sheet;  on  condition 
that  the  cooking  stove  and/or  range  shall  be  removed, 
and  that  the  gas  pipes  supplying  fuel  to  said  appliance 
shall  be  cut  to  the  base,  flush  with  the  wall,  capped  and 
covered  over  with  plaster ;  and  shall  provide  parking 
space  for  two  cars  within  the  front  yard  area ;  and  that 
all  work  shall  be  completed  within  one  year  from  the 
date  of  this  amended  resolution;  and  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Alt.  715-78) 


628-76-A 

APPLICANT — The  59  Development  Company  for  New 
York  City  Housing  Preservation  and  Development,  owner. 
SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 


which  expired  February  1,  1978 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  storm  water  disposal ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 102  Beach  61st  Street,  east  side, 

574.47  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  13, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD— Laid  over  to  2  P.M.,  calender  to 
be  heard  in  conjunction  with  Calendar  Numbers  754-78-A 
thru  833- 78- A. 


629-76-A 

APPLICANT — The  59  Development  Company  for  New 
York  City  Housing  Preservation  and  Development,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  com¬ 
plete  which  expired  February  1,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  storm  water 
disposal ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 98  Beach  61st  Street,  east  side, 

608.47  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  10, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  2  P.M.,  calender, 
to  be  heard  in  conjunction  with  Calender  numbers  754- 
78-A  thru  833- 78- A. 


630-76-A 

APPLICANT — The  59  Development  Company  for  New 
York  City  Housing  Preservation  and  Development,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  com¬ 
plete  which  expired  February  1,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  storm  water 
disposal ;  previously  granted  on  condition. 

PREMISES  AFFECTED— 94  Beach  61st  Street,  east  side, 

642.47  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  9, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  2  P.M.,  calendar  to 
be  heard  in  conjunction  with  Calendar  numbers  754-78-A 
thru  833-78-A. 


631-76-A 

APPLICANT — The  59  Development  Company  for  New 
York  City  Housing  Preservation  and  Development,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  com¬ 
plete  which  expired  February  1,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  storm  water 
disposal ;  previously  granted  on  condition. 

PREMISES  AFFECTED— 92  Beach  61st  Street,  east  side, 

666.47  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  7, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  2  P.M.,  calendar,  to 
be  heard  in  conjunction  with  Calendar  numbers  754-78-A 
thru  833-78-A. 


632-76-A 

APPLICANT — The  59  Development  Company  for  New 
York  City  Housing  Preservation  and  Development,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  com¬ 
plete  which  expired  February  1,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  storm  water 
disposal ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 88  Beach  61st  Street,  east  side, 

690.47  feet  south  of  Larkin  Avenue,  Beach  15932,  Lot  6, 
Arverne,  Borough  of  Queens. 
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ACTION  OF  BOARD — Laid  over  to  2  P.M.,  calendar,  to 
be  heard  in  conjunction  with  Calendar  numbers  754-78-A 
thru  833-78-A. 


633-76- A 

APPLICANT — The  59  Development  Company  for  New 
York  City  Housing  Preservation  and  Development,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  complete 
which  expired  February  1,  1978 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  storm  water  disposal; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 86  Beach  61st  Street,  east  side, 
717.47  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  4, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  2  P.M.,  calendar,  to 
be  heard  in  conjunction  with  Calendar  Numbers  754-78-A 
through  833-78-A. 


634-76-A 

APPLICANT — The  59  Development  Company  for  New 
York  City  Housing  Preservation  and  Development,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  com¬ 
plete  which  expired  February  1,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  storm  water 
disposal ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 170  Beach  60th  Street,  east  side, 
125  feet  north  of  Larkin  Avenue,  Block  15902,  Lot  6, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  2  P.M.,  calendar,  to 
be  heard  in  conjunction  with  Calendar  Numbers  754-78-A 
through  833-78-A. 


635-76-A 

APPLICANT — The  59  Development  Company  for  New 
York  City  Housing  Preservation  and  Development,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  com¬ 
plete  which  expired  February  1,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  storm  water 
disposal;  previously  granted  on  condition. 

PREMISES  AFFECTED— 172  Beach  60th  Street,  east 
side,  182.5  feet  north  of  Larkin  Avenue,  Block  15902,  Lot  9, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  2  P.M.,  calendar,  to 
be  heard  in  conjunction  with  Calendar  Numbers  754-78-A 
through  833-78-A. 


164-60-BZ 

APPLICANT — Arthur  Levine  for  Catherine  Bartley,  Mary 
Bartley,  Virginia  Bartley  and  Albina  Bartley,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  January  10,  1976 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Sections  7e,  7f  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  retail  use  district  the  erection  and  maintenance  of  a 
gasoline  service  station,  auto  washing,  non-automatic, 
lubrication,  office  sale  of  auto  accessories,  minor  auto 
repairs  with  hand  tools  only,  parking  and  storage  of  more 
than  five  motor  vehicles,  and  a  ground  sign. 

PREMISES  AFFECTED— 100-16  to  100-24  (100-20  offi¬ 
cial)  Metropolitan  Avenue,  southeast  corner  of  70th  Road, 
Block  3895,  Lot  32,  Forest  Hills,  Borough  of  Queens. 
Community  Board  #5Q. 


APPEARANCES— 

For  Applicant :  Arthur  Levine. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision;  hearing 
closed. 


550-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Great  Atlantic 
and  Pacific  Tea  Company,  Incorporated,  long  term  lessee; 
Nomram  Enterprises,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  11-412  of  the  Zoning  Resolution,  permitting  in  an 
R2  district,  the  enlargement  in  lot  area  and  floor  area  of 
a  supermarket  previously  before  the  Board. 

PREMISES  AFFECTED— 198-27  47th  Avenue  and  46-40 
Francis  Lewis  Boulevard,  northwest  corner,  Block  5555, 
Lot  1,  Bayside,  Borough  of  Queens.  Community  Board 

#HQ. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  John  W.  Norris,  Yolanda  Norris, 
Marguerite  Mutsch,  Mary  Ciccone,  Carmela  La  Ferrioni 
and  Jean  Benvegna. 

ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision;  hearing 
closed. 


115-78-BZ 

APPLICANT — Sheldon  Lobel  for  Ivan  Natchev  and 
Jacqueline  Natchev,  owners. 

SUBJECT — Application  February  16,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  the  maintenance  of 
an  automobile  laundry  that  has  less  than  the  required 
reservoir  space. 

PREMISES  AFFECTED — 244  Flatbush  Avenue  Extension, 
southwest  corner  of  Gold  Street,  Block  2060,  Lots  8  and  12, 
Borough  of  Brooklyn.  Community  Board  #2BK. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
10  A.M.,  for  hearing;  additional  information  to  be  sub¬ 
mitted. 


343-78-BZ 

APPLICANT — Tucciarone  and  De  Milia  for  Marlboro 
Construction  Corporation,  owner. 

SUBJECT— Application  May  10,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  width,  the  erection  of  a  one  fam¬ 
ily  dwelling  that  encroaches  on  the  required  side  yards. 
PREMISES  AFFECTED — 47-18  Glenwood  Street,  west 
side,  162.26  feet  south  of  West  End  Drive,  Block  8263,  Lot 
29,  Little  Neck,  Borough  of  Queens.  Community  Board 

#11Q. 

APPEARANCES— 

For  Applicant:  Mario  A.  Tucciarone. 

For  Opposition:  John  F.  Martin  and  Don  B.  Rodriguez. 
THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 
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THE  VOTE  TO  CLOSE  HEARING: 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

ACTION  OF  BOARD— Reopened  and  decision  deferred  to 
January  23,  1979,  at  10  A.M.,  hearing  closed. 


344-78-BZ 

APPLICANT — Tucciarone  and  De  Milia  for  Marlboro 
Construction  Corporation,  owner. 

SUBJECT — Application  May  10,  1978— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  width,  the  erection  of  a  one  fam¬ 
ily  dwelling  that  encroaches  on  the  required  side  yards. 

PREMISES  AFFECTED— 47-22  Glenwood  Street,  west 
side,  206.96  feet  south  of  West  End  Drive,  Block  8263,  Lot 
31,  Little  Neck,  Borough  of  Queens.  Community  Board 

#11Q. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  VOTE  TO  CLOSE  HEARING: 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


ACTION  OF  BOARD — Reopened  and  decision  deferred  to 
January  23,  1979,  at  10  A.M.,  hearing  closed. 


345-78-BZ 


APPLICANT — Tucciarone  and  De  Milia  for  Malboro 
Construction  Corporation,  owner. 

SUBJECT — Application  May  10,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  width,  the  erection  of  a  one  fam¬ 
ily  dwelling  that  encroaches  on  the  required  side  yards. 

PREMISES  AFFECTED — 47-26  Glenwood  Street,  west 
side,  247.16  feet  south  of  West  End  Drive,  Block  8263,  Lot 
33,  Little  Neck,  Borough  of  Queens.  Community  Board 

#HQ. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Reopened  and  decision  deferred 
to  January  23,  1979,  at  10  A.M.,  hearing  closed. 


495-78-BZ 

APPLICANT — Sidney  L.  Spanier  for  Tzemet  Associates, 

owner. 

SUBJECT — Application  June  29,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  an  Ml-5  (LMM)  district,  in  a  building  that 
exceeds  the  permitted  area,  the  conversion  from  warehouse 
into  loft  dwellings  that  has  less  than  the  required  yard 
depth  and  with  windows  that  open  on  a  deficient  yard  or 
court. 


PREMISES  AFFECTED — 466-470  Washington  Street, 
southwest  corner  of  Canal  Street,  Block  595,  Lot  16,  Bor¬ 
ough  of  Manhattan.  Community  Board  #1M. 
APPEARANCES— 

For  Applicant:  Sheldon  Lobel. 

For  Opposition:  None. 

For  Administration:  Steven  Stein,  CPC. 

ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
10  A.M.;  for  continued  hearing,  additional  information  to 
be  submitted. 


496-78-A 

APPLICANT — Sidney  L.  Spanier  for  Tzemet  Associates, 
owner. 

SUBJECT — Application  June  29,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  conversion 
to  loft  dwellings  is  contrary  to  Multiple  Dwelling  Law. 

PREMISES  AFFECTED — 466/470  Washington  Street, 
west  side,  60  feet  south  of  Canal  Street,  Block  595,  Lot  16, 
Borough  of  Manhattan. 

ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
10  A.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


579-78-BZ 

APPLICANT — Serge  Klein  for  Robert  Lemle  and  Clarence 
Lemle,  owner. 

SUBJECT — Application  August  3,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R8  district,  in 
an  existing  six  story  and  cellar  multiple  dwelling  the  con¬ 
version  of  the  front  portion  of  the  first  floor  and  cellar 
into  retail  stores. 

PREMISES  AFFECTED — 236-238  east  58th  Street,  east 
side,  160  feet  west  of  Second  Avenue,  Block  1331,  Lot  31, 
Borough  of  Manhattan.  Community  Board  #6M. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
10  A.M.,  for  deferred  decision;  hearing  closed. 


673-78-BZ 

APPLICANT — Diffendale  and  Kubec  for  Anso  Associates, 
Incorporated,  owner. 

SUBJECT — Application  August  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  Rl-2  (SRO) 
district,  on  a  plot  with  less  than  the  required  lot  area,  the 
erection  of  a  one  family  dwelling  that  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED — 55  Koch  Boulevard,  northwest 
corner  of  Retford  Avenue,  Block  5333,  Lot  36,  Eltingville, 
Borough  of  Staten  Island.  Community  Board  #3S.I. 
APPEARANCES— 

For  Applicant:  Peter  W.  Diffendale  and  Daniel  L.  Master. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
10  A.M.,  for  hearing;  renotification. 


674-78-BZ 

APPLICANT — Diffendale  and  Kubec  for  Anzo  Associates, 
Incorporated,  owner. 

SUBJECT — Application  August  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  Rl-2  (SRO) 
district,  on  a  plot  with  less  than  the  required  lot  area,  the 
erection  of  a  one  family  dwelling. 


52 


MINUTES 


PREMISES  AFFECTED — 65  Koch  Boulevard,  northwest 
corner  of  Preston  Avenue,  Block  5333,  Lot  42,  Eltingville, 
Borough  of  Staten  Island.  Community  Board  #3S.I. 
APPEARANCES— 

For  Applicant:  Peter  W.  Diffendale  and  Daniel  L.  Master. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1979, 
at  10  A.M.,  for  hearing;  renotification. 


675-78-BZ 

APPLICANT — Philip  C.  Lindenauer  for  Mt.  Calvary 
Church  of  God  in  Chirst,  owner. 

SUBJECT — Application  August  10,  1978— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  Church  that 
encroaches  on  the  required  front  yard  and  without  the 
required  accessory  parking. 

PREMISES  AFFECTED— 194-57/59  Murdock  Avenue, 
northwest  corner  of  196th  Street,  Block  10990,  Lot  32,  St. 
Albans,  Borough  of  Queens.  Community  Board  #12Q. 
APPEARANCES— 

For  Applicant:  Philip  C.  Lindenauer  and  Rev.  Robert 
Washington. 

For  Opposition :  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
10  A.M.,  for  decision;  hearing  closed. 


685- 78-BZ 

APPLICANT — Paul  G.  Mauch1  for  Helena  La  Barca,  owner. 

SUBJECT — Application  August  15,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  73-125  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  change  in 
use  of  an  existing  one  story  building  from  a  dwelling  and 
doctors  office  into  a  medical  office  building. 

PREMISES  AFFECTED — 214-02  24th  Avenue,  southeast 
corner  of  Bell  Boulevard,  Block  6001,  Lot  55,  Bayside, 
Borough  of  Queens.  Community  Board  #11Q. 

APPEARANCES— 

For  Applicant :  Paul  G.  Mauch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
10  A.M.,  for  continued  hearing;  additional  information. 

686- 78-A 

APPLICANT — Paul  G.  Mauch  for  Helena  La  Barca, 
owner. 

SUBJECT — Application  August  15,  1978 — appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  con¬ 
version  from  dwelling  and  doctor’s  office  to  a  community 
facility  building  in  a  class  4  structure. 

PREMISES  AFFECTED — 214-02  24th  Avenue,  southeast 
corner  of  Bell  Boulevard,  Block  6001,  Lot  55,  Borough  of 
Queens. 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
10  A.M.,  for  continued  hearing;  additional  information. 


741-78-BZ 

APPLICANT — Harry  Soled  for  Mor  Loewy,  owner. 
SUBJECT — Application  September  12,  1978 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 


Zoning  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  one  story  and  basement  enlargement  to  an  existing 
multiple  dwelling  that  creates  non-compliance  in  floor  area 
ratio,  open  space  ratio  and  rear  yard  encroachment  on  the 
interior  lot  portion  of  the  plot. 

PREMISES  AFFECTED— 111  Penn  Street,  north  side, 
88.7  feet  east  of  Bedford  Avenue,  Block  2211,  Lot  60, 
Borough  of  Brooklyn.  Community  Board  #1BK. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

For  Opposition :  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
10  A.M.,  for  decision;  plans;  hearing  closed. 

742-78-A 

APPLICANT — Harry  Soled  for  Mor  Loewy,  owner. 

SUBJECT — Application  September  12,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Multiple 
Dwelling  Law. 

PREMISES  AFFECTED — 111  Penn  Street,  north  side, 
86.7  feet  east  of  Bedford  Avenue,  Block  2211,  Lot  60,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES — 

For  Applicant:  Harry  Soled. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
10  A.M.,  for  decision;  plans;  hearing  closed. 


531-78-BZ 

APPLICANT — Nicholas  J.  Salvadeo  for  Henry  and  Debbie 
Ballschneider,  owners. 

SUBJECT- — Application  July  11,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  enlarge¬ 
ment  in  floor  area  of  an  existing  commercial  structure  and 
the  change  in  occupancy  into  a  sign  painting  establishment 
that  increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED — 2408  Richmond  Road,  northeast 
corner  of  Cloister  Place,  Block  3626,  Lot  1,  New  Dorp, 
Borough  of  Staten  Island.  Community  Board  #2S.I. 

APPEARANCES— 

For  Applicant:  Nicholas  J.  Salvadeo. 

For  Opposition :  Pearl  Foreman,  Mary  Mann  and  Robert 
C.  Forbes. 

RECOMMENDATON  OF  THE  COMMUNTY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  December  19,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  16,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  5,  1978,  acting  on  Alt.  Applic.  #95/1978,  reads: 
“1.  Proposed  change  from  an  existing  non-conform¬ 
ing  use  (office  U.G.  6)  into  (Sign  Painting  U.G.  7)  in 
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a  building  located  within  a  R3-2  district  is  contrary  to 
Sec.  22-00,  52-31  and  52-34  Z.R. 

2.  Proposed  structural  enlargement  to  an  existing 
and  new  non-conforming  use  within  a  R3-2  district  is 
contrary  to  Sec.  52-01,  52-22,  52-31  and  52-41  Z.R. 

3.  There  are  no  zoning  requirements  as  to  bulk, 
parking  or  loading  berths  for  a  commercial  use  within 
a  R3-2  district.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  consisting  of  Commis¬ 
sioner  John  J.  Walsh,  P.E.  and  Commissioner  John  B. 
Cincotta;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  limited  to  the  objection  cited  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  enlargement  in 
floor  area  of  an  existing  commercial  structure  and  the 
change  in  occupancy  into  a  sign  painting  establishment  that 
increases  the  degree  of  non-conformity  on  condition  that  all 
work  shall  substantially  conform  to  drawings  as  they  apply 
to  the  objection,  above  noted,  filed  with  this  application, 
marked  received  “July  11,  1978”,  2  sheets  and  “January  5, 
1979”,  1  sheet;  on  further  condition  that  this  variance  be 
limited  to  a  term  of  10  years;  and  that  the  advertising  sign 
as  shown  on  the  building  be  limited  in  size  to  3  feet  by  5  feet 
and  that  it  be  illuminated  by  a  single  light  bulb  limited  in 
capacity  to  100  watts,  that  said  light  shall  be  directed  down 
and  away  from  the  property  line;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


639-78-BZ  , 

APPLICANT — Leonard  F.  Rothkrug  for  22-44  Realty  Com¬ 
pany,  owner.  Pioneer  Savings  and  Loan  Association,  lessee. 
SUBJECT — Application  August  8,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  enlargement  in 
area  of  an  existing  one  story  restaurant  and  the  change  in 
„  two  b-nk  wjth  accessory  parking 

n  t  e  Vmt  y^rd. 

PREMISES  AFFECTED— 24-44/46  Francis  Lewis  Boule¬ 
vard.  southwest  corner  of  24th  Road,  Block  4899,  Lot  34, 
Bayside,  Borough  of  Queens.  Community  Board  #7Q. 
APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Not  Voting:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  9,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  16,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  18.  1978,  acting  on  Alt.  Applic.  #717/1978,  reads: 
“1.  Proposed  enlargement  and  extension  of  a  com- 
mericial  use  as  a  U.G.  6  in  an  R-2  zone  is  contrary  to 


Sec.  22-00  and  Sec.  52-22  of  the  Zoning  Resolution. 

2.  Proposed  parking  in  a  required  front  yard  is  con¬ 
trary  to  Sec.  23-44  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  consisting  Commis¬ 
sioner  Harry  M.  Carroll,  P.E. ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  limited  to  the  objection  cited  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  enlargement 
in  area  of  an  existing  one  story  restaurant  and  the  change  in 
occupancy  into  a  two  story  bank  with  accessory  parking 
within  the  front  yard  on  co'ndition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  as  they  apply  to  the  objec¬ 
tion,  above  noted,  filed  with  this  application,  marked  received 
“August  8,  1978”,  1  sheet,  “September  11,  1978”,  1  sheet, 
“November  21,  1978”,  3  sheets;  “December  5,  1978”,  1  sheet; 
and  on  further  condition  that  a  gate  shall  be  provided  at  the 
166th  Street  and  the  24th  Road  curb  cut  access  points,  de¬ 
tails  of  which  shall  be  submitted  to  the  Board  prior  to  issu¬ 
ance  of  a  building  permit ;  that  gates  shall  be  locked  at  the 
close  of  each  business  day ;  that  a  continuous  six  foot  stockade 
fence  be  provided  along  interior  lot  lines ;  and  that  this  vari¬ 
ance  be  limited  to  a  term  of  15  years;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

Adjourned:  11:45  A.M. 

Alan  D.  Gershuny,  Executive  Director 

REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  16,  1979,  2  P.M. 

Present :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

643-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  W.  and  Z.  De¬ 
velopment  Corporation. 

SUBJECT — Application  August  9,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough'  Superintendent  re-  Section  36, 
Article  3,  General  City  Law,  building  not  fronting  on  a 
legal  street. 

PREMISES  AFFECTED — 14  Montreal  Avenue,  west  side, 
146.70  feet  south  of  Clarke  Avenue,  Block  4470,  Lot  58, 
Oakwood,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  26,  1978,  on  N.B.  Applic.  #981/77,  reads: 

“1.  Street  giving  access  to  the  proposed  building  is 
not  placed  on  the  official  map  of  the  city  of  New  York, 
therefore : 
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A.  No  C.  of  O.  can  be  issued  as  per  Article  3, 
Section  36  of  the  General  City  Law  and, 

B.  Permit  may  not  be  issued  since  proposed 
construction  does  not  have  at  least  8%  of  the  total 
perimeter  of  the  building  fronting  directly  upon  a 
iegally  mapped  street  or  frontage  space  and  there¬ 
fore  contrary  to  Section  C26-401.1  of  the  Adminis¬ 
trative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  26,  1978,  acting  on  N.B.  Applic.  #981/77, 
Objection  No.  1  A  and  B,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways;  and  that  the  building 
shall  substantially  comply  with  drawings  marked  received 
“August  9,  1978”,  1  sheet;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


644-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Mary  Gersten, 
owner. 

SUBJECT — Application  August  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — 55  Colon  Street,  northeast 
corner  of  Billiou  Street,  Block  6561,  Lot  80,  Huguenot, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  18,  1978,  on  N.B.  Applic.  #966/78,  reads: 

“1.  Street  giving  access  to  the  proposed  building  is 
not  placed  on  the  official  map  of  the  city  of  New  York, 
therefore : 

A.  No  C.  of  O.  can  be  issued  as  per  Article  3, 
Section  36  of  the  General  City  Law  and, 

B.  Permit  may  not  be  issued  since  proposed 
construction  does  not  have  at  least  8 %  of  the  total 
perimeter  of  the  building  fronting  directly  upon  a 
legally  mapped  street  or  frontage  space  and  there¬ 
fore  contrary  to  Section  C26-401.1  of  the  Admin¬ 
istrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  18,  1978,  acting  on  N.B.  Applic.  #966/78, 
Objection  No.  1  A  and  B,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  and  that  the  building 
shall  substantially  comply  with  drawings  marked  received 
“August  9,  1978”,  2  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


754-78-A 

APPLICANT — The  59  Development  Company  for  The  59 
Development  Company,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 114  Beach  60th  Street,  east  side, 
415.0  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  19, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #73/78,  reads: 

“L  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough1  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #73/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells  ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3 
sheets;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


755-78-A 

APPLICANT — The  59  Development  Company  for  The  59 
Development  Company,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 116  Beach  60th  Street,  east  side, 
380.0  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  21, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta  .  1 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #74/78,  reads: 

“1.  100 %  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  #7— 1974.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic  #74/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 

2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  con¬ 
nect  to  such  sewer;  that  the  dry  wells  will  be  maintained  in 
a  properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  September  15,  1978”, 

3  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

756-78-A 

APPLICANT — The  59  Development  Company  for  The  59 
Development  Company,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 118  Beach  60th  Street,  east  side, 
345.0  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  22, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #75/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  #7— 1974.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #75/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 


volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  con¬ 
nect  to  such  sewer;  that  the  dry  wells  will  be  maintained  in 
a  properly  operating  manner;  that  the  requirements  of  Local 
Law  #  7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  September  15,  1978”, 
3  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


757-78-A 

APPLICANT — The  59  Development  Company  for  The  59 
Development  Company,  owner. 

SUBJECT- — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 120  Beach  60th  Street,  east  side, 
310.0  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  23, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic  #76/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  #7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #76/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 

2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  con¬ 
nect  to  such  sewer ;  that  the  dry  wells  will  be  maintained  in 
a  properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  September  15,  1978”, 

3  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


758-78-A 

APPLICANT — The  59  Development  Company  for  The  59 
Development  Company,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
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PREMISES  AFFECTED— 122  Beach  60th  Street,  east  side, 
283.33  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  25, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #77/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c^ 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of  the 
Board  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #77/78,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  gr\mtcd  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  roof  area  and  one  inch  of  water  over  the 
remainder  of  the  lot,  same  to  be  verified  by  the  Department 
of  Buildings ;  that  the  volume  of  voids  of  selected  gravel 
carefully  placed  under  and  to  the  sides  of  the  dry  wells  may 
be  used  to  satisfy  the  required  retained  volume  as  long  as 
it  represents  not  more  than  25  percent  of  the  volume  re¬ 
quired,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling 
on  the  street  on  which  this  building  fronts  (refer  to  Corpo¬ 
ration  Counsel  opinion  108,539,  dated  September  9,  1977)  ; 
and  on  further  condition  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  September  15,  1978”, 
3  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

759-78-A 

APPLICANT— The  59  Development  Company  for  The  59 
Development  Company,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  Proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED— 126  Beach  60th  Street,  east 
side,  256.66  feet  south  of  Larkin  Avenue,  Block  15931, 
Lot  26,  Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #78/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #78/78,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent 
of  the  volume  required,  a  minimum  of  75  percent  of  volume 
to  be  within  the  dry  wells ;  that  when  a  storm  sewer  is 
constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer ;  that  the  dry  wells  will  be 
maintained  in  a  properly  operating  manner ;  that  the  re¬ 
quirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  and  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  September  15,  1978”,  3  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


760-78-A 

APPLICANT — The  59  Development  Company  for  The  59 
Development  Company,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 128  Beach  60th  Street,  east  side, 
229.99  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  27, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #79/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #79/78,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  con¬ 
nect  to  such  sewer ;  that  the  dry  wells  will  be  maintained  in 
a  properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
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further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


761-78-A 

APPLICANT — The  59  Development  Company  for  The  59 
Development  Company,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 130  Beach  60th  Street,  east  side, 
203.32  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  29, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #80/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #80/78,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  roof  area  and  one  inch  of  water  over  the 
remainder  of  the  lot,  same  to  be  verified  by  the  Department  of 
Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  percent  of  the  volume  required, 
a  minimum  of  75  percent  of  volume  to  be  within  the  dry 
wells ;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer ;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner;  that  the  requirements  of  Local  Law  #7/ 
1974  are  also  waived  as  to  storm  water  falling  on  the  street 
on  which  this  building  fronts  (refer  to  Corporation  Counsel 
opinion  108,539,  dated  September  9,  1977)  ;  and  on  further 
condition  that  the  building  shall  substantially  conform  to 
drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


762-78-A 

APPLICANT — The  59  Development  Company  for  The  59 
Development  Company,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 132  Beach  60th  Street,  east  side, 
176.65  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  30, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #81/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwelling  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted  un¬ 
der  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #81/78,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 

2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume  re¬ 
quired,  a  minimum  of  75  percent  of  volume  to  be  within  the 
dry  wells ;  that  when  a  storm  sewer  is  construtced  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  prop¬ 
erly  operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  19 77)  ;  and 
on  further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  September  15,  1978”, 

3  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

763-78-A 

APPLICANT — The  59  Development  Company  for  The  59 
Development  Company,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 134  Beach  60th  Street,  east  side, 
150.0  feet  south  of  Larkin  Avenue,  Block  15931,  Lot  31, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  #82/78,  reads : 

“1.  100%  on  site  disposal  of  storm  water  for  the  pro¬ 
posed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c)  of 
Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic..  #82/78,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  roof  area  and  one  inch  of  water  over  the  re¬ 
mainder  of  the  lot,  same  to  be  verified  by  the  Department  of 
Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
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used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  percent  of  the  volume  required,  a 
minimum  of  75  percent  of  volume  to  be  within  the  dry  wells ; 
that  when  a  storm  sewer  is  constructed  in  the  street  fronting 
this  site,  the  structure  then  will  connect  to  such  sewer ;  that 
the  dry  wells  will  be  maintained  in  a  properly  operating  man¬ 
ner ;  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  and  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  September  15,  1978”,  3  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


764-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use  of 
dry  wells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 93  Beach  60th  Street,  west  side, 
699.17  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  79, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #83/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  #7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #83/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
wit'  in  the  dry  wells;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling 
on  the  street  on  which  this  building  fronts  (refer  to  Corpo¬ 
ration  Counsel  opinion  108,539,  dated  September  9,  1977)  ; 
and  on  further  condition  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  September  15, 
1978”,  3  sheets;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


765-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 


PREMISES  AFFECTED— 95  Beach  60th  Street,  west  side, 
663.17  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  77, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #84/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwelling  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  #7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #84/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling 
on  the  street  on  which  this  building  fronts  (refer  to  Corpo¬ 
ration  Counsel  opinion  108,539,  dated  September  9,  1977 )  ; 
and  on  further  condition  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  September  15, 
1978”,  3  sheets;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


766-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — -Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 97  Beach  60th  Street,  west  side, 
598.79  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  76, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.  B.  Applic.  #85/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  #7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 
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Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #85/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling 
on  the  street  on  which  this  building  fronts  (refer  to  Corpo¬ 
ration  Counsel  opinion  108,539,  dated  September  9,  19 77)  ; 
and  on  further  condition  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  September  15, 
1978”,  3  sheets;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 

767-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 99  Beach  60th  Street,  west  side, 
564.41  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  75, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #86/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #86/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets ; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


768-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 101  Beach  60th  Street,  west  side, 
540.85  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  74, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #87/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #87/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 

769-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 103  Beach  60th  Street,  west  side, 
517.35  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  72, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #88/78,  reads : 
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“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #88/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets ; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


770-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 105  Beach  60th  Street,  west  side, 
493.85  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  71, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  89/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2  (c) 
of  Local  Law  7— 1974.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #89/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  volume 
of  the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  roof  area  and  one  inch  of  water  over  the 
remainder  of  the  lot,  same  to  be  verified  by  the  Department 
of  Buildings;  that  the  volume  of  voids  of  selected  gravel 
carefully  placed  under  and  to  the  sides  of  the  dry  wells  may 
be  used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  percent  of  the  volume  required, 
a  minimum  of  75  percent  of  volume  to  be  within  the  dry 
wells ;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer;  that  the  dry  wells  will  be  maintained  in  a  properly 


operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 

771-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 107  Beach  60th  Street,  west  side, 
470.35  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  70, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #90/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #90/78,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  roof  area  and  one  inch  of  water  over  the  re¬ 
mainder  of  the  lot,  same  to  be  verified  by  the  Department  of 
Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it  rep- 
presents  not  more  than  25  percent  of  the  volume  required,  a 
minimum  of  75  percent  of  volume  to  be  within  the  dry  wells ; 
that  when  a  storm  sewer  is  constructed  in  the  street  fronting 
this  site,  the  structure  then  will  connect  to  such  sewer;  that 
the  dry  wells  will  be  maintained  in  a  properly  operating  man¬ 
ner ;  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  and  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings,  marked  “Re¬ 
ceived  September  15,  1978”,  3  sheets;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


772-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 109  Beach  60th  Street,  west  side, 
446.85  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  69, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #91/78,  reads : 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of  the 
Board  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #91/78,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  roof  area  and  one  inch  of  water  over  the  re¬ 
mainder  of  the  lot,  same  to  be  verified  by  the  Department  of 
Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  percent  of  the  volume  required, 
a  minimum  of  75  percent  of  volume  to  be  within  the  dry  wells ; 
that  when  a  storm  sewer  is  constructed  in  the  street  fronting 
this  site,  the  structure  then  will  connect  to  such  sewer ;  that 
the  dry  wells  will  be  maintained  in  a  properly  operating  man¬ 
ner;  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  and  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  September  15,  1978”,  3  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


773-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — -Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 111  Beach  60th  Street,  west  side, 
423.35  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  68, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #92/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #92/78,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of  the 
dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of  water 
over  the  roof  area  and  one  inch  of  water  over  the  remainder 
of  the  lot,  same  to  be  verified  by  the  Department  of  Buildings ; 


that  the  volume  of  voids  of  selected  gravel  carefully  placed 
under  and  to  the  sides  of  the  dry  wells  may  be  used  to  satisfy 
the  required  retained  volume  as  long  as  it  represents  not  more 
than  25  percent  of  the  volume  required,  a  minimum  of  75 
percent  of  volume  to  be  within  the  dry  wells ;  that  when  a 
storm  sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer;  that  the  dry  wells 
will  be  maintained  in  a  properly  operating  manner ;  that  the 
requirements  of  Local  Law  #  7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  and  on  further  condition  that  the  build¬ 
ing  shall  substantially  conform  to  drawings,  marked  “Re¬ 
ceived  September  15,  1978”,  3  sheets;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


774-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 135  Beach  60th  Street,  west 
side,  204.35  feet  south  of  Larkin  Avenue,  Block  15932, 
Lot  156,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #93/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  #7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #93/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling 
on  the  street  on  which  this  building  fronts  (refer  to  Corpo¬ 
ration  Counsel  opinion  108,539,  dated  September  9,  1977)  ; 
and  on  further  condition  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  September  15, 
1978”,  3  sheets:  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


775-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 
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SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 137  Beach  60th  Street,  west 
side,  180.33  feet  south  of  Larkin  Avenue,  Block  15932, 
Lot  155,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.  B.  Applic.  94/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  #7— 1974.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #94/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  o,f  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling 
on  the  street  on  which  this  building  fronts  (refer  to  Corpo¬ 
ration  Counsel  opinion  108,539,  dated  September  9,  1977)  ; 
and  on  further  condition  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  September  15, 
1978”,  3  sheets:  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 

776-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 139  Beach  60th  Street,  west  side, 
148.83  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  54, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #95/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 


Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #95/78,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  roof  area  and  one  inch  of  water  over  the 
remainder  of  the  lot,  same  to  be  verified  by  the  Department 
of  Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  percent  of  the  volume  required, 
a  minimum  of  75  percent  of  volume  to  be  within  the  dry  wells ; 
that  when  a  storm  sewer  is  constructed  in  the  street  fronting 
this  site,  the  structure  then  will  connect  to  such  sewer;  that 
the  dry  wells  will  be  maintained  in  a  properly  operating  man¬ 
ner ;  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  and  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  September  15,  1978”,  3  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 

777-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED— 141  Beach  60th  Street,  west 
side,  117.35  feet  south  of  Larkin  Avenue,  Block  15932,  Lot 
53,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #96/78,  reads : 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  #7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #96/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  2 
inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corpora¬ 
tion  Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and 
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on  further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  September  15,  1978’’, 
3  sheets;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

778-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 143  Beach  60th  Street,  west  side, 
85.85  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  51, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #97/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #97/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 

779-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 145  Beach  60th  Street,  west  side, 
54.35  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  50, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #98/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #98/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets  ; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


780-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 147  Beach  60th  Street,  west  side, 
30.35  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  47, 
Arverne,  Borough  of  Queens. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #99/78,  reads : 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #99/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
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within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 

781-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 149  Beach  60th  Street,  west 
side,  30.35  feet  south  of  Larkin  Avenue,  Block  15932,  Lot 
45,  Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #100/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #100/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 

2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer,  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539.  dated  September  9,  1977)  ;  and 
on  further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  September  15,  1978”, 

3  sheets;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

782-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 148  Beach  61st  Street,  east  side, 
113.17  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  37, 
Arverne,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #101/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #101/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 

2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and 
on  further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  September  15,  1978”, 

3  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


783-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 150  Beach  61st  Street,  east  side, 
91.34  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  38, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #102/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #102/78,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
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be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  roof  area  and  one  inch  of  water  over  the 
remainder  of  the  lot,  same  to  be  verified  by  the  Department 
of  Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  percent  of  the  volume  required, 
a  minimum  of  75  percent  of  volume  to  be  within  the  dry  wells ; 
that  when  a  storm  sewer  is  constructed  in  the  street  fronting 
this  site,  the  structure  then  will  connect  to  such  sewer ;  that 
the  dry  wells  will  be  maintained  in  a  properly  operating  man¬ 
ner;  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  and  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings,  marked  “Re¬ 
ceived  September  15,  1978”,  3  sheets;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


784-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 152  Beach  61st  Street,  east  side, 
69.51  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  39, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #103/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  #7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #103/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 

2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in 
the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  cojidition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  September  15,  1978”, 

3  sheets;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


785-78-A 

APPLICANT— The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT— Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 154  Beach  61st  Street,  east  side, 
47.68  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  40, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #104/78  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #104/78,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  roof  area  and  one  inch  of  water  over  the  re¬ 
mainder  of  the  lot,  same  to  be  verified  by  the  Department  of 
Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  percent  of  the  volume  required, 
a  minimum  of  75  percent  of  volume  to  be  within  the  dry  wells ; 
that  when  a  storm  sewer  is  constructed  in  the  street  fronting 
this  site,  the  structure  then  will  connect  to  such  sewer ;  that 
the  dry  wells  will  be  maintained  in  a  properly  operating  man¬ 
ner;  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  and  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings,  marked  “Re¬ 
ceived  September  15,  1978”,  3  sheets;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 

786-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 156  Beach  61st  Street,  east  side, 
25.85  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  42, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #105/78,  reads: 


66 


MINUTES 


“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  #7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #105/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in 
the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


787-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT— Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 158  Beach  61st  Street,  Corner 
of  Larkin  Avenue,  Block  15932,  Lot  43,  Arverne,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #106/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #106/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  that  the  dry  wells  will  be  maintained  in  a 


properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets ; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


788-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 97  Beach  61st  Street,  west  side, 
799.91  feet  south  of  Larkin  Avenue,  Block  15933,  Lot  86, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #107/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #107/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


789-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 99  Beach  61st  Street,  west  side, 
763.97  feet  south  of  Larkin  Avenue,  Block  15933,  Lot  83, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition 
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THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #108/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #108/78, 
Objection  No.  1,  be  and  it  hereby  is  modified.  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling. on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


790-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT- — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 101  Beach  61st  Street,  west  side, 
699.59  feet  south  of  Larkin  Avenue,  Block  15933,  Lot  81, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #109/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #109/78,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of  the 
dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of  water 
over  the  roof  area  and  one  inch  of  water  over  the  remainder 


of  the  lot,  same  to  be  verified  by  the  Department  of  Buildings ; 
that  the  volume  of  voids  of  selected  gravel  carefully  placed 
under  and  to  the  sides  of  the  dry  wells  may  be  used  to  satisfy 
the  required  retained  volume  as  long  as  it  represents  not 
more  than  25  percent  of  the  volume  required,  a  minimum  of 
75  percent  of  volume  to  be  within  the  dry  wells ;  that  when 
a  storm  sewer  is  constructed  in  the  street  fronting  this  site, 
the  structure  then  will  connect  to  such  sewer ;  that  the  dry 
wells  will  be  maintained  in  a  properly  operating  manner ;  that 
the  requirements  of  Local  Law  #7/1974  are  also  waived  as 
to  storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  and  on  further  condition  that  the  build¬ 
ing  shall  substantially  conform  to  drawings,  marked  “Received 
September  15,  1978”,  3  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


791-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 103  Beach  61st  Street,  west 
side,  668.09  feet  south  of  Larkin  Avenue,  Block  15933, 
Lot  80,  Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #110/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  #7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #110/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  2 
inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


792-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 
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SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 105  Beach  61st  Street,  west  side, 
644.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot  78, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #111/78,  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #111/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 

2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and 
on  further  condition  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  September  15,  1978”, 

3  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


793-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 107  Beach  61st  Street,  west  side, 
620.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot  77, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #112/78,  reads: 


“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #112/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 

2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and 
on  further  condition  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  September  15,  1978”, 

3  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

794-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 109  Beach  61st  Street,  west 
side,  596.28  feet  south  of  Larkin  Avenue,  Block  15933, 
Lot  76,  Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #113-1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  #7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Suerintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #113/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
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such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978’’,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


795-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use  of 
dry  wells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 111  Beach  61st  Street,  west  side, 
572.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot  74 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #114/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #114/78,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  roof  area  and  one  inch  of  water  over  the 
remainder  of  the  lot,  same  to  be  verified  by  the  Department 
of  Buildings ;  that  the  volume  of  voids  of  selected  gravel 
carefully  placed  under  and  to  the  sides  of  the  dry  wells  may 
be  used  to  satisfy  the  required  retained  volume  as  long  as 
it  represents  not  more  than  25  percent  of  the  volume  required, 
a  minimum  of  75  percent  of  volume  to  be  within  the  dry  wells  ; 
that  when  a  storm  sewer  is  constructed  in  the  street  fronting 
this  site,  the  structure  then  will  connect  to  such  sewer;  that 
the  dry  wells  will  be  maintained  in  a  properly  operating  man¬ 
ner;  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  and  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings,  marked  “Re¬ 
ceived  September  15,  1978”,  3  sheets;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


796-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 113  Beach  61st  Street,  west  side, 
548.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot  73, 
Arverne,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #115/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #115/78,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  coridition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  roof  area  and  one  inch  of  water  over  the 
remainder  of  the  lot,  same  to  be  verified  by  the  Department 
of  Buildings;  that  the  volume  of  voids  of  selected  gravel 
carefully  placed  under  and  to  the  sides  of  the  dry  wells  may 
be  used  to  satisfy  the  required  retained  volume  as  long  as 
it  represents  not  more  than  25  percent  of  the  volume  required, 
a  minimum  of  75  percent  of  volume  to  be  within  the  dry  wells ; 
that  when  a  storm  sewer  is  constructed  in  the  street  fronting 
this  site,  the  structure  then  will  connect  to  such  sewer ;  that 
the  dry  wells  will  be  maintained  in  a  properly  operating  man¬ 
ner;  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  and  on  further  condition  that  the 
jDuilding  shall  substantially  conform  to  drawings,  marked  “Re¬ 
ceived  September  15,  1978”,  3  sheets;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


797-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 115  Beach  61st  Street,  west 
side,  524.28  feet  south  of  Larkin  Avenue,  Block  15933, 
Lot  72,  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #116-1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #116/78, 
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Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 

2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and 
on  further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  September  15,  1978”, 

3  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


798-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Taw  ±t7). 

PREMISES  AFFECTED — 117  Beach  61st  Street,  west  side, 
490.78  feet  south  of  Larkin  Avenue,  Block  15933,  Lot  70, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #117/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #117/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 

2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and 
on  further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  September  15,  1978”, 

3  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


799-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 119  Beach  61st  Street,  west  side, 
557.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot  69, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.  B.  Applic.  #118/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  #7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #118/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


800-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 121  Beach  61st  Street,  west  side, 
433.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot  68, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #119/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #119/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent  of 
the  volume  required,  a  minimum  of  75  percent  of  volume 
to  be  within  the  dry  wells;  that  when  a  storm  sewer  is 
constructed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner ;  that  the  requirements 
of  Local  Law  #7/1974  are  also  waived  as  to  storm  water 
falling  on  the  street  on  which  this  building  fronts  (refer  to 
Corporation  Counsel  opinion  108,539,  dated  September  9, 
1977)  ;  and  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  “Received  September 
15,  1978”,  3  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


801-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 123  Beach  61st  Street,  west  side, 
409.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot  66, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  120-1978  reads : 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #120/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 


volume  as  long  as  it  represents  not  more  than  25  percent  of 
the  volume  required,  a  minimum  of  75  percent  of  volume 
to  be  within  the  dry  wells;  that  when  a  storm  sewer  is 
constructed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner ;  that  the  requirements 
of  Local  Law  #7/1974  are  also  waived  as  to  storm  water 
falling  on  the  street  on  which  this  building  fronts  (refer  to 
Corporation  Counsel  opinion  108,539,  dated  September  9, 
1977)  ;  and  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  “Received  September 
15,  1978”,  3  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


802-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 125  Beach  61st  Street,  west 
side,  385.28  feet  south  of  Larkin  Avenue,  Block  15933, 
Lot  65,  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #121-1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #121/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


803-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
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PREMISES  AFFECTED— 127  Beach  61st  Street,  west 
side,  361.28  feet  south  of  Larkin  Avenue,  Block  15933, 
Lot  64,  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #122-1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #122/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings  marked  “Received  September  15,  1978”,  3  sheets ; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


804-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 129  Beach  61st  Street,  west 
side,  327.78  feet  south  of  Larkin  Avenue,  Block  15933, 
Lot  62,  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #123/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #123/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 

805-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 131  Beach  61st  Street,  west 
side,  294.28  feet  south  of  Larkin  Avenue,  Block  15933. 
Lot  61,  Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #124-1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  #7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #124/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 
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806-78- A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 133  Beach  61st  Street,  west  side, 
270.27  feet  south  of  Larkin  Avenue,  Block  15933,  Lot  60, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #125/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #125/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent  of 
the  volume  required,  a  minimum  of  75  percent  of  volume  to 
be  within  the  dry  wells ;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be 
maintained  in  a  properly  operating  manner ;  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  and  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  “Received 
September  15,  1978”,  3  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


807-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 135  Beach  61st  Street,  west  side, 
246.28  feet  south  of  Larkin  Avenue,  Block  15933,  Lot  59, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #126/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #126/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent  of 
the  volume  required,  a  minimum  of  75  percent  of  volume  to 
be  within  the  dry  wells ;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be 
maintained  in  a  properly  operating  manner ;  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  and  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  “Received 
September  15,  1978”,  3  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


808-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 191  Beach  61st  Street,  west  side, 
82.49  feet  south  of  Rockaway  Beach  Boulevard,  Block 
15904,  Lot  24,  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #127/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #127/78,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  roof  area  and  one  inch  of  water  over  the  re¬ 
mainder  of  the  lot,  same  to  be  verified  by  the  Department  of 
Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it  rep¬ 
resents  not  more  than  25  percent  of  the  volume  required,  a 
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minimum  of  75  percent  of  volume  to  be  within  the  dry  wells ; 
that  when  a  storm  sewer  is  constructed  in  the  street  fronting 
this  site,  the  structure  then  will  connect  to  such  sewer ;  that 
the  dry  wells  will  be  maintained  in  a  properly  operating  man¬ 
ner;  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  and  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  September  15,  1978”,  3  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


809-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 193  Beach  61st  Street,  west  side, 
59.0  feet  south  of  Rockaway  Beach  Boulevard,  Block  15904, 
Lot  22,  Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #128/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #128/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent 
of  the  volume  required,  a  minimum  of  75  percent  of  volume 
to  be  within  the  dry  wells ;  that  when  a  storm  sewer  is 
constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer ;  that  the  dry  wells  will  be 
maintained  in  a  properly  operating  manner ;  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  and  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  September  15,  1978”,  3  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


810-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 


PREMISES  AFFECTED — 172  Beach  61st  Street,  east  side, 
50.42  feet  north  of  Larkin  Avenue,  Block  15903,  Lot  3, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #129/78  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #129/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent 
of  the  volume  required,  a  minimum  of  75  percent  of  volume 
to  be  within  the  dry  wells;  that  when  a  storm  sewer  is 
constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer;  that  the  dry  wells  will  be 
maintained  in  a  properly  operating  manner ;  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  and  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  September  15,  1978”,  3  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 

811-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 174  Beach  61st  Street,  east  side, 
73.42  feet  north  of  Larkin  Avenue,  Block  15903,  Lot  4, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #130/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  #7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 
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Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #130/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


812-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 176  Beach  61st  Street,  east  side, 

96.42  feet  north  of  Larkin  Avenue,  Block  15903,  Lot  5, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #131/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #131/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets ; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


813-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 178  Beach  61st  Street,  east  side, 

119.42  feet  north  of  Larkin  Avenue,  Block  15903,  Lot  6, 
Arverne,  Borough  of  Queens. 

APPEARAN  CES — 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #132/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #132/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within  the 
dry  wells;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 

814-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 180  Beach  61st  Street,  east  side, 

142.42  feet  north  of  Larkin  Avenue,  Block  15903,  Lot  108, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #133/1978  reads: 
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“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #133/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets ; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


815-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 182  Beach  61st  Street,  east  side, 
174.42  feet  north  of  Larkin  Avenue,  Block  15903,  Lot  109, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #134/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #134/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  that  the  dry  wells  will  be  maintained  in  a 


properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


816-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 184  Beach  61st  Street,  east  side, 
126.92  feet  south  of  Rockaway  Beach  Boulevard,  Block 
15903,  Lot  10,  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #135/1978  reads  : 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #135/78,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  roof  area  and  one  inch  of  water  over  the  re¬ 
mainder  of  the  lot,  same  to  be  verified  by  the  Department  of 
Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it  rep¬ 
resents  not  more  than  25  percent  of  the  volume  required,  a 
minimum  of  75  percent  of  volume  to  be  within  the  dry  wells ; 
that  when  a  storm  sewer  is  constructed  in  the  street  fronting 
this  site,  the  structure  then  will  connect  to  such  sewer;  that 
the  dry  wells  will  be  maintained  in  a  properly  operating  man¬ 
ner  ;  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  and  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  September  15,  1978”,  3  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


817-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 186  Beach  61st  Street,  east  side, 
103.92  feet  south  of  Rockaway  Beach'  Boulevard,  Block 
15903,  Lot  12,  Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #136/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2  (c 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #136/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent  of 
the  volume  required,  a  minimum  of  75  percent  of  volume 
to  be  within  the  dry  wells ;  that  when  a  storm  sewer  is 
constructed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner ;  that  the  requirements 
of  Local  Law  #7/1974  are  also  waived  as  to  storm  water 
falling  on  the  street  on  which  this  building  fronts  (refer  to 
Corporation  Counsel  opinion  108,539,  dated  September  9, 
1977)  ;  and  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  “Received  September 
15,  1978”,  3  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


818-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 188  Beach  61st  Street,  east 
side,  80.92  feet  south  of  Rockaway  Beach  Boulevard,  Block 
15903,  Lot  13,  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #137/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #137/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 


appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent  of 
the  volume  required,  a  minimum  of  75  percent  of  volume 
to  be  within  the  dry  wells ;  that  when  a  storm  sewer  is 
constructed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner ;  that  the  requirements 
of  Local  Law  #7/1974  are  also  waived  as  to  storm  water 
falling  on  the  street  on  which  this  building  fronts  (refer  to 
Corporation  Counsel  opinion  108,539,  dated  September  9, 
1977)  ;  and  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  “Received  September 
15,  1978”,  3  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


819-78-A 

APPLICANT— The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 190  Beach  61st  Street,  east 
side,  57.92  feet  south  of  Rockaway  Beach  Boulevard,  Block 
15903,  Lot  14,  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #138/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  #7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.  B.  Applic.  #138/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 
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820-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 192  Beach  61st  Street,  east 
side,  34.92  feet  south  of  Rockaway  Beach  Boulevard, 
Block  15903,  Lot  16,  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #139/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #139/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent  of 
the  volume  required,  a  minimum  of  75  percent  of  volume 
to  be  within  the  dry  wells ;  that  when  a  storm  sewer  is 
constructed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner ;  that  the  requirements 
of  Local  Law  #7/1974  are  also  waived  as  to  storm  water 
falling  on  the  street  on  which  this  building  fronts  (refer  to 
Corporation  Counsel  opinion  108,539,  dated  September  9, 
1977)  ;  and  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  “Received  September 
15,  1978”,  3  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


821-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 194  Beach  61st  Street,  southeast 
corner  of  Rockaway  Beach  Boulevard,  Block  15903,  Lot  18, 
Arverne,  Borough'  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  . 

Negative  :  Vice  Chairman  Agusta 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #140/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #140/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent 
the  volume  required,  a  minimum  of  75  percent  of  volume 
to  be  within  the  dry  wells ;  that  when  a  storm  sewer  is 
constructed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner ;  that  the  requirements 
of  Local  Law  #7/1974  are  also  waived  as  to  storm  water 
falling  on  the  street  on  which  this  building  fronts  (refer  to 
Corporation  Counsel  opinion  108,539,  dated  September  9, 
1977)  ;  and  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  “Received  September 
15,  1978”,  3  sheets;  and  that  all  laws,  rules  and  regulations 


822-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT— Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 169  Beach  60th  Street,  west 
side,  171.65  feet  north  of  Larkin  Avenue,  Block  15903, 
Lot  29,  Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #141/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #141/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  2 
inches  of  water  over  the  roof  area  and  one  inch  of  water  over 
the  remainder  of  the  lot,  same  to  be  verified  by  the  Depart¬ 
ment  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
1  required,  a  minimum  of  75  percent  of  volume  to  be  within 
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the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
property  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
farther  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings  marked  “Received  September  15,  1978”, 
3  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


823-78-A 

APPLICANT— The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
dry  wells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 171  Beach  60th  Street,  west 
side,  189.75  feet  south  of  Rockaway  Beach  Boulevard, 
Block  15903,  Lot  128,  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #142/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #142/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  2 
inches  of  water  over  the  roof  area  and  one  inch  of  water  over 
the  remainder  of  the  lot,  same  to  be  verified  by  the  Depart¬ 
ment  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and 
on  further  condition  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  September  15,  1978”, 
3  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


824-78-A 

APPLICANT— The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 


PREMISES  AFFECTED— 173  Beach  60th  Street,  west 
side,  165.75  feet  south  of  Rockaway  Beach  Boulevard, 
Block  15903,  Lot  127,  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Maxwell  PI.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #143/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2 
(c)  of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #143/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  2 
inches  of  water  over  the  roof  area  and  one  inch  of  water  over 
the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  drywells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  prop¬ 
erly  operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  September  15,  1978”, 
3  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

825-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 175  Beach  60th  Street,  west 
side,  141.75  feet  south  of  Rockaway  Beach  Boulevard, 
Block  15903,  Lot  125,  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #144/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 
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Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #144/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  volume 
of  the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  roof  area  and  one  inch  of  water  over  the 
remainder  of  the  lot,  same  to  be  verified  by  the  Department 
of  Buildings ;  that  the  volume  of  voids  of  selected  gravel 
carefully  placed  under  and  to  the  sides  of  the  dry  wells  may 
be  used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  percent  of  the  volume  required,  a 
minimum  of  75  percent  of  volume  to  be  within  the  dry  wells ; 
that  when  a  storm  sewer  is  constructed  in  the  street  fronting 
this  site,  the  structure  then  will  connect  to  such  sewer;  that 
the  dry  wells  will  be  maintained  in  a  properly  operating 
manner;  that  the  requirements  of  Local  Law  #7/1974  are 
also  waived  as  to  storm  water  falling  on  the  street  on  which 
this  building  fronts  (refer  to  Corporation  Counsel  opinion 
108,539,  dated  September  9,  1977)  ;  and  on  further  condition 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  September  15,  1978”,  3  sheets;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


826-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 177  Beach  60th  Street,  west 
side,  117.75  feet  south  of  Rockaway  Beach  Boulevard, 
Block  15903,  Lot  24,  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #145/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #145/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  volume 
of  the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches 
of  water  over  the  roof  area  and  one  inch  of  water  over  the 
remainder  of  the  lot,  same  to  be  verified  by  the  Department 
of  Buildings ;  that  the  volume  of  voids  of  selected  gravel 
carefully  placed  under  and  to  the  sides  of  the  dry  wells  may 
be  used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  percent  of  the  volume  required, 
a  minimum  of  75  percent  of  volume  to  be  within  the  dry 
wells ;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer ;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


827-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 179  Beach  60th  Street,  west 
side,  93.75  feet  south  of  Rockaway  Beach  Boulevard, 
Block  15903,  Lot  23,  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #146/1978  reads: 
“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2 
(c)  of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #146/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 

2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the  De¬ 
partment  of  Buildings  ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  its  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  prop¬ 
erly  operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  September  15,  1978”, 

3  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

828-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
dry  wells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 181  Beach  60th  Street,  west 
side,  69.75  feet  south  of  Rockaway  Beach  Boulevard, 
Block  15903,  Lot  22,  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #147/78  reads: 
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“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #147/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  2 
inches  of  water  over  the  roof  area  and  one  inch  of  water  over 
the  remainder  of  the  lot,  same  to  be  verified  by  the  Depart¬ 
ment  of  Buildings  ;  that  the  volume  of  voids  of  selected  gravel 
carefully  placed  under  and  to  the  sides  of  the  dry  wells  may 
be  used  to  satisfy  the  required  retained  volume  as  long  as 
it  represents  not  more  than  25  percent  of  the  volume  required, 
a  minimum  of  75  percent  of  volume  to  be  within  the  dry 
wells ;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer ;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner;  that  the  requirements  of  Local  Law  #7/ 
1974  are  also  waived  as  to  storm  water  falling  on  the  street 
on  which  this  building  fronts  (refer  to  Corporation  Counsel 
opinion  108,539,  dated  September  9,  1977)  ;  and  on  further 
condition  that  the  building  shall  substantially  conform  to 
drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


829-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 183  Beach  60th  Street,  south¬ 
west  corner  of  Rockaway  Beach  Boulevard,  Block  15903, 
Lot  21,  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  Aupist  18,  1978,  on  N.B.  Applic.  #148/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #148/78,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  roof  area  and  one  inch  of  water  over  the 
remainder  of  the  lot,  same  to  be  verified  by  the  Department  of 
Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  percent  of  the  volume  required, 
a  minimum  of  75  percent  of  volume  to  be  within  the  dry 
wells ;  that  when  a  storm  sewer  is  constructed  in  the  street 


fronting  this  site,  the  structure  then  will  connect  to  such 
sewer ;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner ;  that  the  requirements  of  Local  Law  #7/ 
1974  are  also  waived  as  to  storm  water  falling  on  the  street 
on  which  this  building  fronts  (refer  to  Corporation  Counsel 
opinion  108,539,  dated  September  9,  1977)  ;  and  on  further 
condition  that  the  building  shall  substantially  conform  to 
drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


830-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT- — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 186  Beach  60th  Street,  east  side, 
136.52  feet  south  of  Rockaway  Beach  Blvd.,  Block  159.02, 
Lot  18,  Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #155/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  5ec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #155/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume  re¬ 
quired,  a  minimum  of  75  percent  of  volume  to  be  within  the 
dry  wells;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


831-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 188  Beach  60th  Street,  east  side, 
101.52  feet  south  of  Rockaway  Beach  Blvd.,  Block  15902, 
Lot  19,  Arverne,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #156/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7 — 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which1  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #156/78,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  roof  area  and  one  inch  of  water  over  the 
remainder  of  the  lot,  same  to  be  verified  by  the  Department  of 
Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  percent  of  the  volume  required, 
a  minimum  of  75  percent  of  volume  to  be  within  the  dry 
wells;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner;  that  the  requirements  of  Local  Law  #7/ 
1974  are  also  waived  as  to  storm  water  falling  on  the  street 
on  which  this  building  fronts  (refer  to  Corporation  Counsel 
opinion  108,539,  dated  September  9,  1977)  ;  and  on  further 
condition  that  the  building  shall  substantially  conform  to 
drawings,  marked  “Received  September  15,  1978”,  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


832-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 192  Beach  60th  Street,  east  side, 
77.52  feet  south  of  Rockaway  Beach  Blvd.,  Block  15902, 
Lot  20,  Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #157/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of  the 
Board  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #157/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  volume 
of  the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches 
of  water  over  the  roof  area  and  one  inch  of  water  over  the 
remainder  of  the  lot,  same  to  be  verified  by  the  Department 
of  Buildings ;  that  the  volume  of  voids  of  selected  gravel 
carefully  placed  under  and  to  the  sides  of  the  dry  wells  may 
be  used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  percent  of  the  volume  required,  a 
minimum  of  75  percent  of  volume  to  be  within  the  dry  wells ; 
that  when  a  storm  sewer  is  constructed  in  the  street  fronting 
this  site,  the  structure  then  will  connect  to  such  sewer;  that 
the  dry  wells  will  be  maintained  in  a  properly  operating 
manner;  that  the  requirements  of  Local  Law  #7/1974  are 
also  waived  as  to  storm  water  falling  on  the  street  on  which 
this  building  fronts  (refer  to  Corporation  Counsel  opinion 
108,539,  dated  September  9,  1977)  ;  and  on  further  condition 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  September  15,  1978”,  3  sheets*  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


833-78-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York,  owner. 

SUBJECT — Application  September  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 194  Beach  60th  Street,  south¬ 
east  corner  of  Rockaway  Beach  Blvd.,  Block  15902,  Lot  22, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  on  N.B.  Applic.  #158/1978  reads: 

“1.  100%  on  site  disposal  of  storm  water  for  the 
proposed  dwellings  is  contrary  to  RS-16,  Sec.  P  110.2(c) 
of  Local  Law  7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  N.B.  Applic.  #158/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  2 
inches  of  water  over  the  roof  area  and  one  inch  of  water 
over  the  remainder  of  the  lot,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner ;  that  the  requirements 
of  Local  Law  #7/1974  are  also  waived  as  to  storm  water 
falling  on  the  street  on  which  this  building  fronts  (refer  to 
Corporation  Counsel  opinion  108,539,  dated  September  9, 
1977)  ;  and  on  further  condition  that  the  building  shall  sub- 
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stantially  conform  to  drawings,  marked  “Received  September 
IS,  1978”,  3  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


628-76-A 

APPLICANT — The  59  Development  Company  for  the  City 
of  New  York  Housing  Preservation  and  Development, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  February  1,  1978— appeal  from  a  decision  of 
the  Borough  Superintendent  re-  storm  water  disposal ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 102  Beach  61st  Street,  east  side, 

574.47  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  13, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  complete  the  work. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  1,  1977,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  1,  1977  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  354-75) 


629-76-A 

APPLICANT — The  59  Development  Company  for  the  City 
of  New  York  Housing  Preservation  and  Development, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  February  1,  1978 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  storm  water  disposal ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 98  Beach  61st  Street,  east  side, 

608.47  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  10, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Rules  of  procedure  waived,  applica¬ 
tion  reopened  and  time  extended  to  complete  the  work. 
THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  1,  1977,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved ’,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  1,  1977  only  as  to  the 


time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  Substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  355-75) 


630-76-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York  Housing  Preservation  and  Development,  owner. 
SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  February  1,  1978 — appeal  from  a  decision  of 
the  Borough  Superintendent  re-  storm  water  disposal ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 94  Beach  61st  Street,  east  side, 

642.47  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  9, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Rules  of  procedure  waived,  applica¬ 
tion  reopened  and  time  extended  to  complete  the  work. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  1,  1977,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  1,  1977  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  356-75) 


631-76-A 

APPLICANT — The  59  Development  Company  for  City  of 
New  York  Housing  Preservation  and  Development,  owner. 
SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  February  1,  1978 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  storm  water  disposal; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 92  Beach  61st  Street,  east  side, 

66.47  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  7, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Rules  of  procedure  waived,  applica¬ 
tion  reopened  and  time  extended  to  complete  the  work. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  1,  1977,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  1,  1977  only  as  to  the  time 
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to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  357-75) 


632-76- A 

APPLICANT — The  59  Development  Company  for  the  City 
of  New  York  Housing  Preservation  and  Development, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  February  1,  1978 — appeal  from  a  decision  of 
the  Borough  Superintendent  re-  storm  water  disposal ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 88  Beach  61st  Street,  east  side, 
690.47  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  6, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Rules  of  procedure  waived,  applica¬ 
tion  reopened  and  time  extended  to  complete  the  work. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  1,  1977,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  1,  1977,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  358-75) 


633-76-A 

APPLICANT — The  59  Development  Company  for  the  City 
of  New  York  Housing  Preservation  and  Development, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  February  1,  1978 — appeal  from  a  decision  of 
the  Borough  Superintendent  re-  storm  water  disposal ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 86  Beach  61st  Street,  east  side, 
717.47  feet  south  of  Larkin  Avenue,  Block  15932,  Lot  4, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Rules  of  procedure  waived,  applica¬ 
tion  reopened  and  time  extended  to  complete  the  work. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  1,  1977,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  1,  1977,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  359-75) 


634-76-A 

APPLICANT — The  59  Development  Company  for  the  City 
of  New  York  Housing  Preservation  and  Development, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  February  1,  1978 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  storm  water  disposal ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 170  Beach  60th  Street,  east  side, 
125  feet  north  of  Larkin  Avenue,  Block  15902,  Lot  6, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  H.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  complete  the  work. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  1,  1977,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  1,  1977  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  182-75) 


635-76-A 

APPLICANT — The  59  Development  Company  for  the  City 
of  New  York  Housing  Preservation  and  Development, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  February  1,  1978 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  storm  water  disposal ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 172  Beach  60th  Street,  east  side, 
182.5  feet  north  of  Larkin  Avenue,  Block  15902,  Lot  9, 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maxwell  T.  Tretter  and  Jerome  Rubin. 
ACTION  OF  BOARD — Rules  of  procedure  waived,  applica¬ 
tion  reopened  and  time  extended  to  complete  the  work. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 


Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative :  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  1,  1977,  on  certain  conditions;  and 
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Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  1,  1977  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read  : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  183-75) 


834-78-A 

APPLICANT — William  J.  Durden,  for  Joseph  Haynor, 
owner. 

SUBJECT — Application  September  15,  1978 — filed  pursuant 
to  Section  36,  Article  3,  of  the  General  City  Law,  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — 69  Reynolds  Street,  north  side, 
388  feet  east  of  St.  Marys  Avenue,  Block  2988,  Lot  15, 
Rosebank,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Albert  Parlamenti. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  14,  1978,  on  N.B.  Applic.  #1128/78,  reads: 
“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  New 
York,  therefore: 

A.  No  Certificate  of  Occupancy  can  be  issued 
as  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Permit  may  not  be  issued  since  proposed 
construction  does  not  have  at  least  8%  of  the  total 
perimeter  of  the  building  fronting  directly  upon  a 
legally  mapped  street  or  frontage  space  and  there¬ 
fore  contrary  to  Section  C26-401.1  of  the  Adminis¬ 
trative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  14,  1978,  acting  on  N.B.  Applic.  #1128/78, 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways;  and  that  the  building  shall 
substantially  comply  with  drawings  marked  received  “Sep¬ 
tember  15,  1978”,  2  sheets  and  that  all  laws,  rules  and  regu¬ 
lations  shall  be  complied  with. 


857-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 

OWNER  OF  PREMISES — Embassy  Terrace,  Incorporated, 
c/o  Venanzio  Salerne. 

SUBJECT — Application  September  25,  1978  for  Modification 
of  Certificate  of  Occupancy  #181524  re-  Sprinkler  System. 

PREMISES  AFFECTED — 401  Avenue  U,  north  side,  20 
feet  east  of  East  2nd  Street,  Block  7105,  Lot  1,  Borough  of 
Brooklyn. 


APPEARANCES— 

For  Applicant:  None. 

For  Owner :  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commisioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  letter  of  the  Fire  Commissioner,  dated  Sep¬ 
tember  15,  1978,  to  Modify  C.O.  #181524,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  Section  1804.4.C.6  of  the  City  Charter,  to 
Modify  a  Certificate  of  Occupancy  in  relation  to  the 
following  building : 

401  Avenue  U 
Brooklyn,  N.  Y.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  an  approved  automatic  sprinkler  system 
throughout  the  below  grade  dining  room/catering  hall;  and 
that  all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 


863-78-A 

APPLICANT — Edward  Lauria  for  Joseph  Yaccarino,  owner. 
SUBJECT — Application  September  25,  1978— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 115  Johnson  Street,  east  side, 
1174.6  feet  north  of  Arthur  Kill  Road,  Block  7207,  Lot  300, 
Rossville,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  11,  1978,  on  N.B.  Applic.  #788/78,  reads: 
“7.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

8.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  when  no  public  storm  sewers  into  which 
discharge  is  feasible  are  located  within  500  feet  of  the 
property  is  contrary  to  Section  P  110.2  (C),  RS-16  of 
the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of  the 
Board  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 
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Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  September  11,  1978,  acting  on  N.B.  Applic. 
#788/78,  Objection  No.  7  A  and  B  and  8  be  and  it  hereby  is 
tnodified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and 
paved  areas  and  1  inch  over  the  unpaved  area,  same 
to  be  verified  by  the  Department  of  Buildings ;  that  the 
volume  of  voids  of  selected  gravel  carefully  placed  under  and 
to  the  sides  of  the  dry  wells  may  be  used  to  satisfy  the 
required  retained  volume  as  long  as  it  represents  not  more 
than  25  percent  of  the  volume  required,  a  minimum  of  75 
percent  of  volume  to  be  within  the  dry  wells ;  that  when  a 
storm  sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer ;  that  the  dry  wells 
will  be  maintained  in  a  properly  operating  manner ;  that  the 
dry  wells  are  to  be  located  so  as  to  allow  on-site  runoff  to 
occur  as  close  as  possible  to  the  natural  flow  permitting  the 
least  disruption  of  trees  and  natural  features ;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Sep¬ 
tember  9,  1977)  ;  that  Objection  Number  7  A  and  B  is  granted 
under  the  powers  vested  in  the  Board  under  Section  36  of  the 
General  City  Law ;  on  further  condition  that  the  building  shall 
substantially  conform  to  drawings,  marked  “Received  Sep¬ 
tember  25,  1978”,  1  sheet  and  “November  27,  1978”,  1  sheet 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


89-27-SR 

Rules  of  Procedure  of  the  Board  of  Standards  and 
Appeals  adopted  February  15,  1927,  amended  December  2, 
1930,  April  14,  1931,  June  13,  1933,  April  30,  1935  and 
revised  September  22,  1959,  effective  October  28,  1959, 
amended  June  2,  1967,  and  further  amended  April  20,  1971, 
effective  September  6,  1971  and  amended  September  28,  1976 
and  further  revised  on  July  12,  1977,  effective  July  12,  1977 
and  further  revised  on  March  14,  1978  effective  April  12, 
1978. 

SUBJECT — Amendment  to  the  Rules  of  Procedure. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Laid  over  to  February  13,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 

249-78-A 

APPLICANT— Arthur  Guttman  for  Fran  Ed  Equities, 
owner. 

SUBJECT — -Application  April  11,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  change 
of  use  on  the  4th  and  5th  stories  from  permanently  vacant 
to  joint  living  work  quarters  for  artists. 

PREMISES  AFFECTED— 59-63  Allen  Street,  west  side, 
75.1  feet  south  of  Grand  Street,  88  Eldridge  Street,  Block 
307,  Lot  24,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Arthur  Guttman  and  Edward  Stertz. 
ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
2  P.M.,  for  continued  hearing;  additional  information  to 
be  submitted. 


678-78-A 

APPLICANT — D.  M.  Shand  for  Abitibi  Corporation, 
owner. 

SUBJECT — Application  August  11,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  inflam¬ 
mable  mixture  known  as  Abitibi  #600  Panel  Pro  Panel 


and  Construction  Adhesive  in  standard  foil  lined,  not  in 
compliance  with  regulation  of  the  Administrative  Code  of 
New  York  City. 

APPEARANCES— 

For  Applicant:  Dennis  M.  Shand. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 

ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 

690-78-A 

APPLICANT — Leonard  F.  Rothkrug  for  Madhu  Goradia, 
owner. 

SUBJECT — -Application  Agust  15,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  use  of 
dry  wells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 221-21  Corbett  Road,  north  side, 
556  feet  north  of  37th  Avenue,  Block  6185,  Lot  1,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  Rothkrug. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 

727-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 
OWNER  OF  PREMISES— 95-26  Sutphin  Blvd.,  Corpora¬ 
tion,  c/o  Marie  Krai. 

SUBJECT — Application  September  1,  1978 — for  Modification 
of  Certificate  of  Occupancy  #171213  re-  Sprinkler  System. 
PREMISES  AFFECTED— 95-26/30  Sutphin  Boulevard, 
west  side,  150  feet  north  of  97th  Avenue,  Block  10026,  Lots 
14  and  35,  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Owner:  Donald  Schechter,  Guerino  Salerni  and 
Eugene  Salerni. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  20,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 

737-78-A 

APPLICANT — Lama  and  Vassalotti  for  Robert  and  Michael 
Leider,  owner,  Amoco  Oil  Company,  Lessee. 

SUBJECT — Application  September  12,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
change  to  self  service  gas  station  contrary  to  Fire  Preven¬ 
tion  Code. 

PREMISES  AFFECTED— 2520  65th  Street,  369/381  Ave¬ 
nue  P,  northwest  corner,  Block  6607,  Lot  82,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 
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ACTION  OF  BOARD— Laid  over  to  January  30,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


738-78-A 

APPLICANT — Lama  and  Vassalotti  for  Florence  and 
Daniel  Rothman,  owner,  Amoco  Oil  Company,  Lessee. 

SUBJECT — Application  September  2,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
change  to  self  service  gas  station  contrary  to  Fire  Preven¬ 
tion  Code. 

PREMISES  AFFECTED— 1533  Utica  Avenue,  southeast 
corner  of  Glenwood  Road,  Block  7734,  Lot  34,  Borough  of 
Brooklyn. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


739-78-A 

APPLICANT — Lama  and  Vassalotti  for  Sabina  Coronato 
and  Elsie  DiPaola,  owner,  Amoco  Oil  Company,  Lessee. 

SUBJECT — Application  September  12,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
change  to  self  service  gas  station  contrary  to  Fire  Preven¬ 
tion  Code. 

PREMISES  AFFECTED— 812  65th  Street,  southeast 
corner  of  8th  Avenue,  Block  5749,  Lot  6,  Borough  of 
Brooklyn. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


865-78-A 

APPLICANT — McGee  and  Morsellino  for  Save-Way  Bay- 
ridge,  Incorporated,  lessee. 

SUBJECT — Application  September  26,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  a  gasoline  service  station  to  self  service  gasoline 
station. 

PREMISES  AFFECTED — 800/820  Pennsylvania  Avenue, 
south  side,  95  feet  east  of  Linden  Boulevard,  Block  4346, 
Lot  12,  (formerly  12,  17,  20,  48,  50,  52,  and  54),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  S.  P.  Russo  and  D. 
DeBenedictis. 

THE  VOTE  TO  CLOSE  THE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative: .  0 


ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


866-78-A 

APPLICANT — McGee  and  Morsellino  for  Flatbush  Man¬ 
agement  Corporation,  owner,  Save  Way  Utica,  Incorpo¬ 
rated,  lessee. 


SUBJECT — Application  September  26,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
to  Self  Service  Gasoline  Station  is  contrary  to  Sec.  19-73- 
0-B  of  the  Administrative  Code. 

PREMISES  AFFECTED — 530/546  Utica  Avenue,  south¬ 
west  corner  of  Rutland  Road,  Block  4603,  Lot  5,  Borough 
of  Brooklyn. 

THE  VOTE  TO  CLOSE  THE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative : .  0 


ACTION  OF  BOARD— Laid  over  to  January  30,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


867-78-A 

APPLICANT — McGee  and  Morsellino  for  A.  Vartabedian 
and  Son,  Incorporated  and  Benjamin  Vartabedian,  owners, 
Merit  Nostrand,  Incorporated,  lessee. 

SUBJECT — Application  September  26,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  change  in 
use  from  gasoline  service  station  to  self  service  gasoline 
station. 

PREMISES  AFFECTED — 2251  Nostrand  Avenue,  east 
side,  153.8)4  feet  north  of  Avenue  “I”,  Block  7576,  Lots  14, 
16  and  17,  Borough  of  Brooklyn. 

THE  VOTE  TO  CLOSE  THE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 


ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 

868-78-A 

APPLICANT — McGee  and  Morsellino  for  Save  Way  Rem- 
sen  Incorporated,  lessee. 

SUBJECT — Application  September  26,  1978 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  proposed  conver¬ 
sion  from  a  gasoline  service  station  to  self  service  gasoline 
station. 

PREMISES  AFFECTED— 484/500  Remsen  Avenue,  south¬ 
west  corner  of  Kings  Highway,  Block  4685,  Lots  2,  6,  7 
and  8,  Borough  of  Brooklyn. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 

ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


917-78-A 

APPLICANT — Louis  Lieberman  for  Laredo  Construction 
Corporation,  owner. 

SUBJECT — Application  October  19,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 2432  East  70th  Street,  west  side, 
205  feet  north  of  Avenue  Y,  Block  8456,  Lot  44,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 
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ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


918-78-A 

APPLICANT — Louis  Lieberman  for  Laredo  Construction 
Corporation,  owner. 

SUBJECT — Application  October  19,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 2438  East  70th  Street,  west  side, 
170  feet  north  of  Avenue  Y,  Block  8456,  Lot  45,  Borough 
of  Brooklyn. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 

ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


919-78-A 

APPLICANT — Louis  Lieberman  for  Laredo  Construction 
Corporation,  owner. 

SUBJECT — Application  October  19,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 2442  East  70th  Street,  west  side, 
135  feet  north  of  Avenue  Y,  Block  8456,  Lot  49,  Borough 
of  Brooklyn. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


920-78-A 

APPLICANT — Louis  Lieberman  for  Laredo  Construction 
Corporation,  owner. 

SUBJECT — Application  October  19,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 2450  East  70th  Street,  west 
side,  100  feet  north  of  Avenue  Y,  Block  8456,  Lot  51, 
Borough  of  Brooklyn. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
2  P.M.,  for  decision ;  hearing  closed. 


APPEARANCES— 

For  Applicant :  Donald  D.  Fisher. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


1003-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 159  Cedar  Grove  Avenue,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  90, 
New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1004-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 157  Cedar  Grove  Avenue,  west 
side,  60.03  New  Dorp,  Borough  of  Staten  Island,  Block 
4089,  Lot  88. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1005-78-A 


942-78-A 

APPLICANT — Donald  D.  Fisher  for  Kavogmas  Realty 
Ltd.,  owner. 

SUBJECT — Application  October  27,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  a  fifth  (5th)  floor  in  a  converted  dwelling. 

PREMISES  AFFECTED— 458  West  22nd  Street,  south 
side,  228.6  feet  east  of  10th  Avenue,  Block  719,  Lot  74, 
Borough  of  Manhattan. 


APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 155  Cedar  Grove  Avenue,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
87,  New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


89 


MINUTES 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1006- 78- A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 153  Cedar  Grove  Avenue,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
86,  New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1007-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 151  Cedar  Grove  Avenue,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  85, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1008-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 147  Cedar  Grove  Avenue,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  7, 
New  Dorp,  Borough  of  Staten  Island. 


THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh1, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision;  hearing  closed. 


1009-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 145  Cedar  Grove  Avenue,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  5, 


New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh1, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh1, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision;  hearing  closed. 


1010-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 143  Cedar  Grove  Avenue,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  4, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

N  egative  :  .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1011-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 141  Cedar  Grove  Avenue,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  3, 
New  Dorp,  Borough  of  Staten  Island. 
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THE  VOTE  TO  REOPEN  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1012-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 139  Cedar  Grove  Avenue,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  1, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1013-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 10  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  9, 
New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1014-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 


building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 11  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  11, 


New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Comissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1015-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 15  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  12, 


New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1016-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 17  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  13, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 
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1017- 78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 21  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  15, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 

1018- 78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 23  Cedar  Grove  Court,  west 
side.  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
16,  New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— ■_ 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision;  hearing  closed. 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision;  hearing  closed. 


1019-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 27  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  17, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— ■ 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


1020-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  Proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 29  Cedar  Grove  Ct.,  west  side, 
60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  18,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1021-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  Proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 33  Cedar  Grove  Ct.,  west  side, 
60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  20,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1022-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 35  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  21, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING — 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 
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THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1023-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — -filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED— 39  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  22, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1024-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  Proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 41  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  23, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING—  _ 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1025-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  Proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 47  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  25, 
New  Dorp,  Borough  of  Staten  Island. 


THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1026-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  Proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 49  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  26, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1027-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36.  Article  3,  General  City  Law,  re-  Proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 53  Cedar  Grove  Ct.,  west  side, 
60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  27,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1028-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  Proposed 
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building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 55  Cedar  Grove  Ct.,  west  side, 
60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  28,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1029-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  Proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 59  Cedar  Grove  Ct.,  west  side, 
60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  30,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1030-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 61  Cedar  Grove  Ct.,  west  side, 
60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  31,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision;  hearing  closed. 


1031-78-A 


APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 65  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  32, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


ACTION  OF  BOARD— Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision;  hearing  closed. 


1032-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 67  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  33, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1033-78-A 


APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 71  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
35,  New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 
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ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1034-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3,  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 73  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
36,  New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1035-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3,  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 83  Cedar  Grove  Court,  West 
Side,  60.03  feet  North  of  Milbank  Road,  Block  4089,  Lot  40, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1036-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
Owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 85  Cedar  Grove  Court,  West 
Side,  60.03  feet  North  of  Milbank  Road,  Block  4089,  Lot 
41,  New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1037-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
Owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 87  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
42,  New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1038-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
Owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED— 91  Cedar  Grove  Court,  West 
Side,  60.03  feet  North  of  Milbank  Road,  Block  4089,  Lot 
43,  New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  _ 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  '6 
Negative :  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1039-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
Owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 93  Cedar  Grove  Court,  west 
Side,  60.03  feet  North  of  Milbank  Road,  Block  4089,  Lot 
45,  New  Dorp,  Borough  of  Staten  Island. 
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THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 

1040-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 97  Cedar  Grove  Ct.,  west  side, 
60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  46, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1041-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 99  Cedar  Grove  Ct,  west  side, 
60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  47, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1042-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 


PREMISES  AFFECTED — 101  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  48, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1043-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 105  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  50, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING—  _ 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

N  egative : .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1044-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 107  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  51, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 


Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision;  hearing  closed. 


1045-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 
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SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 111  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  52, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision;  hearing  closed. 


1046-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 115  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  53, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision;  hearing  closed. 


1047-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 117  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  54, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision;  hearing  closed. 


1048-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 127  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  55, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1049-78- A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 129  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  56, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1050-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 133  Cedar  Grove  Ct.,  west  side, 
60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  57, 


New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


97 


MINUTES 


ACTION  OF  BOARD— Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1051-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 135  Cedar  Grove  Ct.,  west  side, 
60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  58,  New 


Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1052-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 139  Cedar  Grove  Ct.,  west  side, 
60.03  feet  north  of  Milbank  Road,  Block  4089,  Lots  1-90, 
60,  New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1053-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 141  Cedar  Grove  Ct.,  west  side, 
60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  61,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 


THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1054-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
Owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  Pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 145  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
62,  New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1055-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
Owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  Pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 147  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
63,  New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1056-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED— 151  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
65,  New  Dorp,  Borough  of  Staten  Island. 
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THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1057-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED— 153  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 


66,  New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  Over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1058-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 159  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  67, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1059-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 


Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 161  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  68, 
New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1060-78-A 


APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 165  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
70,  New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1061-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 72  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
71,  New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1062-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 
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SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 171  Cedar  Grove  Ct.,  west  side, 
60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  72,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision;  hearing  closed. 


1063-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT— Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 173  Cedar  Grove  Ct.,  west  side, 
60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  73,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 

ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision;  hearing  closed. 


1064-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 177  Cedar  Grove  Ct.,  west  side, 
60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  75, 


New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1065-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 179  Cedar  Grove  Ct.,  west  side, 
60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  76, 


New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1066-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  of  the  General  City  Law,  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 183  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 


77,  New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1067-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  of  the  General  City  Law,  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 185  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
78,  New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 
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ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1068-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 189  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 


80,  New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1069-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 


PREMISES  AFFECTED — 191  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 


81,  New  Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  January  23,  1979,  at  2  P.M.,  for  decision,  hearing  closed. 


1071-78-A 

APPLICANT — Nicholas  J.  Salvadeo  for  Gencrim  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 2627  Hylan  Boulevard,  north¬ 
west  corner  of  Beach  Avenue,  Block  4228,  Lot  37,  Borough1 
of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Nicholas  J.  Salvadeo. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 

Adjourned:  3:40  P.M. 

Alan  D.  Gershuny,  Executive  Director 


101 


•  • 


' 


. 

« '  - 


102 


4 


■y. 

'CO 


336 


BULLETIN 


OF  THE 

BOARD  OF  STANDARDS  AND  APPEALS 

OF  THE  CITY  OF  NEW  YORK 

o 

Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York 
Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  80  Lafayette  Street,  9th  Floor,  Manhattan, 

New  York,  N.  Y.  10013  T  •  \ 


. .  V'L''  .  ^ 

-  = 

Vol.  lxiv 

February  1,  1979 

By  Mail,  65  cents  (Cash  only)  c- 

Single  Copies,  50  cents  >'  1^0.  D 

DIRECTORY 


CONTENTS 


BOARD  OF  STANDARDS  AND  APPEALS 

Notice. 

_  Docket. 


Notice  of  Hearing  of  Calendar. 


VITO  J.  FOSSELLA,  P.E.,  M.C.E.,  Chairman 
Philip  P.  Agusta,  R.A.,  M.U.P.,  Vice  Chairman 
Harry  M.  Carroll,  P.E. 

John  J.  Walsh,  P.E. 

John  B.  Cin cotta 
Stanley  M.  Wolf,  R.A. 

Commissioners. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  January 
23,  1979  Affecting  Calendar  Numbers — 


578-75-A 
473-37-BZ — 
Vol.  II 
457-56-BZ 
394-73-BZ 
967-77-BZ 
223-78-A 
492-78-A 
545-78-BZ 


680-78-BZ 

695- 78-BZ 

696- 78-A 
869-78-BZ 
881-78-BZ 
891-78-BZ 
340-78-BZ 

343- 78-BZ 

344- 78-BZ 


345-78-BZ 

482- 78-BZ 

483- 78-BZ 

484- 78-BZ 

485- 78-BZ 

486- 78-BZ 

487- 78-BZ 
751-78-BZ 


Alan  D.  Gershuny,  Executive  Director 
Richard  B.  Atwell,  Deputy  Director 
Frances  M.  Waldron,  Secretary 
Darrell  L.  Gavrin,  J.D.,  Counsel 


Avril  H.  Latham,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 


NOTICE 

Notice  is  hereby  given  that  all  materials  and  appliances  approved  by 
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DOCKET 

New  Cases  filed  up  to  January  23,  1979 

Cal.  No.  Dept.  Premises  Affected 

47-79-SA — Fire  Alarm  and  Detection  Equipment,  manu¬ 
factured  by  Wolf-Ortiz  Incorporated.  Appliance. 


48-79-A — B.Q. — 107-50  New  York  Boulevard,  west  side, 
86  feet  north  of  108th  Avenue,  Block  10140,  Lot  23,  Ja¬ 
maica,  Borough  of  Queens,  Alt.  #946/78,  re-  Proposed 
change  of  use  from  two  story  Class  4  store  and  one  fam¬ 
ily  dwelling  to  Church  with  accessory  offices,  Cont.  to 
Sec.  C26-254.0;  stairway  enclosure  has  less  than  three 
hour  fire  rating,  Cont.  to  Sec.  6.41.8.1  for  public  building. 


49-79-A — B.M. — 4  New  York  Plaza,  southeast  corner  of 
Broad  Street  and  Water  Street,  Block  5,  Lot  10,  Borough 
of  Manhattan.  Appeal  from  Cal.  281-77-BCR — Reference 
Standard  13-1. 


60-79-A — B.S.I. — 607  Sheldon  Avenue,  north  side,  329.14 
feet  west  of  Nippon  Avenue,  Block  6339,  Lot  45,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1856/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


61-79-A — B.S.I. — 611  Sheldon  Avenue,  north  side,  271.97 
feet  east  of  Huguenot  Avenue,  Block  6339,  Lot  48,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1857/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


62-79-A — B.S.I. — 615  Sheldon  Avenue,  north  side,  219.97 
feet  east  of  Huguenot  Avenue,  Block  6339,  Lot  50,  Hu¬ 
guenot,  Borough  of  Staten  Island,  N.B.  #1858/78,  re- 
Storm  water  disposal  (Local  Law  #7). 


63-79-BZ — B.Q. — 58-12  Main  Street,  southwest  corner  of 
58th  Avenue,  Block  6377,  Lots  30  and  34,  Flushing,  Bor¬ 
ough  of  Queens,  Community  Board  #7Q,  Alt.  #636/77, 
re-  Proposed  professional  offices  and  funeral  home  con¬ 
trary  to  Sec.  22-00  Z.R. 


50-79-BZ — B.M. — 521-523  West  23rd  Street,  north  side, 
200  feet  west  of  10th  Avenue,  Block  695,  Lot  24,  Borough 
of  Manhattan,  Community  Board  #4M,  Alt.  #494/74,  re- 
Proposed  residential  use  in  Ml-5  dist.,  Cont.  to  Sec.  42-00 
Z.R.  no  bulk  or  parking  regulations. 


51-79-A — -B.M. — 109-123  West  56th  Street,  north  side,  150 
feet  west  of  Avenue  of  the  Americas,  Block  1009,  Lots 
19,  9016,  9017,  9018  and  9019,  Borough  of  Manhattan,  re- 
Revocation  of  building  permit. 


52-79- A— B.S.I. — 594  Sinclair  Avenue,  south  side,  300 
feet  west  of  Nippon  Avenue,  Block  6339,  Lot  15,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1848/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


53-79-A — B.S.I. — 598  Sinclair  Avenue,  south  side,  350  feet 
west  of  Nippon  Avenue,  Block  6339,  Lot  11,  Huguenot, 
Borough  of  Staten  Island,  N.B.  #1849/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


54-79-A — B.S.I. — 573  Sheldon  Avenue,  northwest  corner 
of  Nippon  Avenue,  Block  6339,  Lot  32,  Huguenot,  Bor¬ 
ough  of  Staten  Island,  N.B.  #1850/78,  re-  Storm  water 
disposal,  Local  Law  #7. 


55-79-A — B.S.I.- — 579  Sheldon  Avenue,  north  side,  69.14 
feet  west  of  Nippon  Avenue,  Block  6339,  Lot  34,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1851/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


64-79-A — B.Q. — 58-12  Main  Street,  southwest  corner  of 
58th  Avenue,  Block  6377,  Lots  30  and  34,  Flushing,  Bor¬ 
ough  of  Queens,  Alt.  #636/77,  re-  Proposed  dental  suite 
contrary  to  Sec.  C26-248.0(4)  of  the  Administrative  Code. 


65-79-BZ — B.B. — 35  Hewes  Street,  west  side,  102.5  feet 
north  of  Kent  Avenue,  Block  2203,  Lot  7,  Borough  of 
Brooklyn,  Community  Board  #1BK,  Alt.  #717/78,  re- 
Proposed  change  of  use  from  factory  use  to  school  in 
Ml-2  district  contrary  to  Sec.  42-11  and  42-12  of  the  Zon¬ 
ing  Resolution  (no  parking  or  loading  regulations). 


66-79-BZ — B.M. — 325/333  East  45th  Street,  north  side, 
197.3  feet  west  of  U.N.  Plaza  (1st  Ave.)  Block  1338,  Lot 
15,  Borough  of  Manhattan,  Community  Board  #6M, 
Alt.  #977/78,  re-  Proposed  floor  area  ratio  and  lot  area 
per  room  in  C-6  district  contrary  to  Sec.  33-12  and 
23-223  Z.R. 


67-79-BZ — B.M. — 80/92  Varick  Street,  northeast  corner  of 
Grand  Street,  Block  477,  Lot  1,  Borough  of  Manhattan, 
Community  Board  #2M,  Alt.  #863/78,  re-  Proposed 
residential  building  in  Ml-6  district  contrary  to  Sec. 
42-00  Z.R. 


63-79-A — B.M. — 80/92  ^Varick  Street,  northeast  corner  of 
Grand  Street,  Block  477,  Lot  1,  Borough  of  Manhattan, 
Alt.  #863/78,  re-  Size  of  inner  courts  used  to  light  and 
ventilate  living  rooms  contrary  to  Sec.  C26-1202.2  and 
C26-1205.5  of  the  Administrative  Code. 


56-79-A — B.S.I. — 585  Sheldon  Avenue,  north  side,  121.14 
feet  west  of  Nippon  Avenue,  Block  6339,  Lot  36,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1852/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


57-79-A — B.S.I. — 591  Sheldon  Avenue,  north  side,  173.14 
feet  west  of  Nippon  Avenue,  Block  6339,  Lot  39,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1853/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


69-79-SA — Valves  for  Fire  Protection  Systems,  manufac¬ 
tured  by:  Firematic  Sprinkler  Devices,  Incorporated. 


70-79-BZ — B.Q. — 37-06  104th  Street,  southwest  corner 
of  37th  Avenue,  Block  1769,  Lot  7,  Corona,  Borough  of 
Queens,  Community  Board  #3Q,  Alt.  #1144/78,  re-  Pro¬ 
posed  multiple  dwelling  in  an  R-6  district  without  acces¬ 
sory  parking  area  and  parking  attendant  contrary  to  Sec. 
23-142,  23-223,  25-241  and  25-62  Z.R. 


58-79-A — B.S.I. — 595  Sheldon  Avenue,  north  side,  225.14 
feet  west  of  Nippon  Avenue,  Block  6339,  Lot  41,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1854/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


59-79-A — B.S.I. — 601  Sheldon  Avenue,  north  side,  277.14 
feet  west  of  Nippon  Avenue,  Block  6339,  Lot  43,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1855/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


71-79-BCR — Modification  of  Reference  Standard  RS  5-1 
(Fire  Tests  of  Door  Assemblies)  of  the  Building  Code  of 
the  City  of  New  York. 


72-79-BCR — Modification  of  Reference  Standard  RS  18-1 
(Safety  Code  for  Elevators,  Dumbwaiters,  Escalators 
and  Moving  Walks)  of  the  City  of  New  York. 


73-79-A — B.S.I. — 65  Englewood  Avenue,  north  side, 
817.37  feet  east  of  Arthur  Kill  Road,  Block  7380,  Lot  18, 
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Pleasant  Plains,  Borough  of  Staten  Island,  N.B. 
#2096/78,  re-  Sec.  36,  Art.  3,  General  City  Law,  building 
not  fronting  on  a  legal  street;  Storm  water  disposal 
(Local  Law  #7). 


DESIGNATIONS:  D— Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B-Q. — Department  of  Buildings,  Queens;  B.S.I. — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx.— Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


FEBRUARY  20,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  morning,  February  20,  1979,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

SPECIAL  ORDER  CALENDAR 

358-68-A 

APPLICANT— I.  Daniel  Weisberg  for  Kings  Plaza  Shop¬ 
ping  Center  of  Avenue  U,  Incorporated,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
amendment  of  the  resolution — appeal  from  a  decision  of 
the  Borough  Superintendent  re-  exterior  of  garage,  malls 
length,  height,  spacing  fire  partition  etc.  open  stairs,  egress ; 
previously  granted  on  condition. 

PREMISES  AFFECTED— 5102  to  5430  Avenue  U,  2483- 
2571  Flatbush  Avenue,  southeast  corner,  Block  8470,  Lots 
1,  50  and  55,  Borough  of  Brooklyn. 


619-77-A 

APPLICANT — Rampulla  Associates  for  Irene  Herzog, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  31, 
1979 — appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  re-  proposed  use  of  drywells  for  the  disposal  of 
storm  water  (Local  Law  #7)  ;  previously  granted  on 
condition. 

PREMISES  AFFECTED — 5  Herkimer  Street,  northwest 
corner  of  Metropolitan  Avenue,  Block  270,  Lot  24,  New 
Brighton,  Borough  of  Staten  Island. 


155-57-BZ 

APPLICANT — Carlo  Nuzzi  for  Reinaldo  Nelson,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  September  11,  1978 — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  maintenance  of  a  parking  lot 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 1690-1692  Nelson  Avenue,  east 
side,  410  feet  north  of  West  174th  Street,  Block  2876,  Lots 
167  and  168,  Borough  of  The  Bronx.  Community  Board 

#5BX. 


328-35-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Mac-Hal  Realty 
Corporation,  owner. 

SUBTECT— Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  October  27,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7f,  7i  and  7h  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  erection  and  maintenance  of 


a  gasoline  service  station,  lubritorium,  car  wash',  motor 
vehicle  repairs,  storage  and  sale  of  accessories  and  office, 
and  permitting  the  parking  and  storage  of  motor  vehicles 
on  unbuilt  portion  of  plot. 

PREMISES  AFFECTED— 922  Westchester  Avenue  and 
908-923  East  163rd  Street  and  910-918  Rogers  Place,  south¬ 
east  corner,  Block  2697,  Lot  35,  Borough  of  The  Bronx. 
Community  Board  #2BX. 


4-53-BZ— Vol.  II 

APPLICANT — Walter  T.  Gorman  for  Texaco,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  term  of  variance  which 
expired  October  6,  1978;  and  for  amendment — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion  under  Section  7f  of  the  Zoning  Resolution,  permitting 
in  a  retail  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  office,  car  wash,  lubritorium,  sale 
of  accessories. 

PREMISES  AFFECTED— 2703  East  Tremont  Avenue, 
northeast  corner  of  St.  Raymonds  Avenue  and  southeast 
corner  of  Williamsbridge  Road  and  St.  Raymonds  Avenue, 
Block  4076,  Lot  12,  Borough  of  The  Bronx.  Community 
Board  #9BX. 


516-75-BZ 

APPLICANT — Tudda,  Scherer  and  Zborowski  for  341  East 
60th  Street  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which1  expired  May  4,  1977 — decision  of  the  Borough  Su¬ 
perintendent  ;  previously  granted  on  condition  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  a  C8-4 
district,  the  erection  of  a  five  story  building  to  be  occupied 
as  a  tennis  club  with  roof  tennis  facilities  that  encroaches 
on  the  required  rear  yard  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 333  East  60th  Street,  north  side, 
48.4  feet  east  of  Queensboro  Bridge  Ramp,  Block  1435, 
Lot  16,  Borough  of  Manhattan. 


193-71-BZ 

APPLICANT — Weinberg  and  Kirshenbaum  for  James 
Seidelbach,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  June  8,  1976 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  73-241  of  the  Zoning  Resolution,  permitting  in  a 
C2-3  district,  at  an  existing  three  story  building,  the  addi¬ 
tion  to  the  use  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 1476  Flatbush  Avenue,  west 
side,  120  feet  north  of  Glenwood  Road,  Block  5249,  Lot  67, 
Borough  of  Brooklyn.  Community  Board  #14BK. 


578-56-BZ 

APPLICANT — Charles  M.  Spindler  Associates  for  Leemilts 
Petroleum,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  September  18,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  maintenance  of  a  parking  and 
storage  lot  for  more  than  5  motor  vehicles  of  the  passenger 
car  type. 
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PREMISES  AFFECTED— 1363  Taylor  Avenue  and  1815 
McGraw  Avenue,  northwest  corner,  Block  3881,  Lot  1,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #9BX. 


656-74- A 

APPLICANT — Kavy  and  Kavovitt,  Incorporated  for  Fay- 
mor  Development  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — to  reopen  in 
accordance  with  the  Order  of  the  Court  for  reinstatement 
of  its  building  permit  for  a  period  of  103  days  starting 
April  1,  1979  to  complete  all  work  on  foundations — appeal 
from  a  decision  of  the  Commissioner  of  Buildings  re-  Stop 
All  Work  Immediately;  previously  denied. 

PREMISES  AFFECTED — 621  Lannett  Avenue,  southwest 
corner  of  Beach  6th  Street,  Block  15593  and  15594,  Lots 
1  and  1,  Far  Rockaway,  Borough  of  Queens. 


ZONING  CASES 

883-78-BZ 

APPLICANT — Lloyd  Neal  Merrill  for  682  Tenant  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-5  district,  in  a  structure 
that  exceeds  the  permitted  size,  the  conversion  from  loft 
into  joint  living-working  quarters  for  artist  that  has  less 
than  the  required  floor  area. 

PREMISES  AFFECTED— 682  Broadway,  southeast  cor¬ 
ner  of  Great  Jones  Street,  Block  530,  Lot  7,  Borough  of 
Manhattan.  Community  Board  #2M. 


884-78- A 

APPLICANT — Lloyd  Neal  Merrill  for  682  Tenant  Corpora¬ 
tion,  owner. 

SUBJECT — Application  September  29,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  joint  living,  working  quarter  for  artists  is  contrary  to 
Section  2 77  of  the  Multiple  Dwelling  Law. 

PREMISES  AFFECTED — 682  Broadway,  southeast  cor¬ 
ner  of  Great  Jones  Street,  Block  530,  Lot  7,  Borough  of 
Manhattan. 


931-78-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin 
et  al  for  80-81  and  First  Associates,  owner. 

SUBJECT — Application  October  20,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-9  (R10) 
district,  on  a  plot  with  an  existing  multiple  dwelling,  the 
erection  of  a  34  story  and  penthouse  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  lot  area  per  room  and  minimum  distance  between 
building. 

PREMISES  AFFECTED— 401  to  403  East  80th  Street, 
1540  to  1556  First  Avenue,  northeast  corner  and  400  to  410 
East  81st  Street,  Block  1560,  Lots  1,  44  and  45,  Borough 
of  Manhattan.  Community  Board  #8M. 


940-78-BZ 

APPLICANT — Harry  Soled  for  Johnson  Chemical  Com¬ 
pany,  owner. 

SUBJECT — Application  October  26,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  and  R6  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  factory 
previously  before  the  Board. 


PREMISES  AFFECTED— 225-233  Johnson  Avenue,  north 
side,  75  feet  west  of  Bushwick  Avenue,  Block  3063,  Lots 
22,  23  and  26,  Borough  of  Brooklyn.  Community  Board 

#1BK. 


967-78-BZ 

APPLICANT — Stein,  Davidoff,  Malito  and  Katz  for  Sec¬ 
ond  Farms  Neighborhood  Housing  Development  Fund 
Company  Incorporated,  owner,  Juan  Carlos  Guzman,  lessee. 

SUBJECT — Application  November  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-00  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R7-1  district,  in  an 
existing  two  story  building,  the  use  of  a  portion  of  the 
first  floor  as  a  retail  store. 

PREMISES  AFFECTED— 1028  East  179th  Street,  south¬ 
west  corner  of  Boston  Road  and  1021  East  178th  Street, 
Block  3136,  Lot  1,  Borough  of  The  Bronx.  Community 
Board  #6BX. 


481-78-BZ 

APPLICANT — George  Perotto  for  Metra  Electronics  Cor¬ 
poration,  Contract  Vendee. 

SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  the  conversion  of 
an  existing  one  story  building  from  a  warehouse  into  an 
electronic  manufacturing  establishment. 

PREMISES  AFFECTED— 1512-1546  McDonald  Avenue, 
west  side,  75  feet  south  of  Avenue  “M”,  Block  6563,  Lot  10, 
Borough  of  Brooklyn.  Community  Board  #15BK. 

Laid  over  from  December  19,  1978,  for  hearing. 

Alan  D.  Gershuny,  Executive  Director 


FEBRUARY  20,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  February  20,  1979,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

71-79-BCR 

APPLICANT — Irwin  Fruchtman,  P.  E.,  Commissioner, 
Department  of  Buildings,  letter  dated  December  13,  1978 
and  received  December  22,  1979. 

SUBJECT — Modification  of  Reference  Standard  RS  5-6 
(Fire  Tests  of  Door  Assemblies)  of  the  Building  Code  of 
of  the  City  of  New  York. 


72-79-BCR 

APPLICANT — Irwin  Fruchtman,  P.  E.,  Commissioner,  De¬ 
partment  of  Buildings,  letter  dated  December  13,  1978  and 
received  December  22,  1979. 

SUBJECT — Modification  of  Reference  Standard  RS  18-1 
(Safety  Code  for  Elevators,  Dumbwaiters,  Escalators,  and 
Moving  Walks)  of  the  City  of  New  York. 


47-79-SA 

APPLICANT — Wolf-Ortiz,  Incorporated— fire  alarm  system 
components. 


69-79-SA 

APPLICANT — Firematic  Sprinkler  Devices,  Incorporated — 
sprinkler  system  devices. 
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528- 78-A 

APPLICANT — Grushkin  and  Oddo,  Architects  for  Max  S. 
Kadin,  owner. 

SUBJECT — Application  July  11,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
dry  wells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 220  Main  Street,  south  side, 
94.23  feet  east  of  Craig  Avenue,  Block  8048,  Lot  57,  Totten- 
ville,  Borough  of  Staten  Island. 

529- 78-A 

APPLICANT — Grushkin  and  Oddo,  Architects  for  Max  S. 
Kadin,  owner. 

SUBJECT — Application  July  11,  1978 — appeal  from  a  de¬ 
cision  of  the  Borougli  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 201  Butler  Avenue,  north  side, 
59.39  feet  east  of  Craig  Avenue,  Block  8048,  Lot  34,  Tot- 
tenville,  Borough  of  Staten  Island. 


530-78-A 

APPLICANT — Grushkin  and  Oddo,  Architects  for  Max  S. 
Kadin,  owner. 

SUBJECT — Application  July  11,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 210  Main  Street,  south  side, 
94.23  feet  east  of  Craig  Avenue,  Block  8048,  Lot  57,  Tot- 
tenville,  Borough  of  Staten  Island. 


752-78-A 

APPLICANT — Frank  A.  Vaccaro,  for  Fred  Vasaturo, 
owner. 

SUBJECT — Application  September  14,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street ; 
proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 20  Kinsey  Place,  northwest  cor¬ 
ner  of  Dolson  Place,  Block  1290,  Lot  92,  Mariners  Harbor, 
Borough  of  Staten  Island. 


922-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Joseph  Ligotti, 
owner. 

SUBJECT — Application  October  20,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 567  Sinclair  Avenue,  north  side, 
75.00  feet  west  of  Nippon  Avenue,  Block  6339,  Lot  122, 
Huguenot,  Borough  of  Staten  Island. 


936-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Michael  Sirchia, 
owner. 

SUBJECT — Application  October  24,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 72  Downes  Avenue,  south  side, 
180.00  feet  east  of  Albee  Avenue,  Block  6251,  Lot  16, 
Annadale,  Borough  of  Staten  Island. 


937-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Michael  Sirchia, 
owner. 

SUBJECT — Application  October  24,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 76  Downes  Avenue,  south  side, 
140.00  feet  east  of  Albee  Avenue,  Block  6251,  Lot  14, 
Annadale,  Borough  of  Staten  Island. 


938-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Michael  Sirchia, 
owner. 

SUBJECT — Application  October  24,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 80  Downes  Avenue,  south  side, 
100.00  feet  east  of  Albee  Avenue,  Block  6251,  Lot  12, 
Annadale,  Borough  of  Staten  Island. 


18-79-A 

APPLICANT — Andrew  Tsarsis  for  Lou  Boria,  owner. 

SUBJECT- — Application  January  5,  1979 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 119  Androvette  Avenue,  east 
side,  50  feet  south  of  Desius  Street,  Block  6582,  Lots  20,  23, 
26,  Huguenot,  Borough  of  Staten  Island. 


27-79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 215-06  29th  Avenue,  south  side, 
45.54  feet  east  of  215th  Street,  Block  6057,  Lot  34,  Bayside, 
Borough  of  Queens. 


28-79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 29-03  215th  Street,  southeast 
corner  of  29th  Avenue,  Block  6057,  Lot  32,  Bayside,  Bor¬ 
ough  of  Queens. 


29-79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 29-09  215th  Street,  east  side, 
79.96  feet  south  of  29th  Avenue,  Block  6057,  Lot  30,  Bay- 
side,  Borough  of  Queens. 
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30-79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 29-15  215th  Street,  east  side, 
119.93  feet  south  of  29th  Avenue,  Block  6057,  Lot  28, 
Bayside,  Borough  of  Queens. 


31-79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 215-20  29th  Avenue,  south  side, 
47.53  feet  west  of  215th  Place,  Block  6057,  Lot  42,  Bayside, 
Borough  of  Queens. 


32-79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 29-04  215th  Place,  southwest 
corner  of  29th  Avenue,  Block  6057,  Lot  34,  Bayside, 
Borough  of  Queens. 


727-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 

OWNER  OF  PREMISES— 95-26  Sutphin  Blvd.  Corpora¬ 
tion,  c/o  Marie  Krai. 

SUBJECT — Application  September  1,  1978 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  #171213  re-  Sprinkler 
System. 

PREMISES  AFFECTED— 95-26/30  Sutphin  Boulevard, 
west  side,  150  feet  north  of  97th  Avenue,  Block  10026,  Lots 
14  and  35,  Jamaica,  Borough  of  Queens. 


635-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  facing  legal  street. 

PREMISES  AFFECTED — 545  Sycamore  Street,  north  side, 
55  feet  east  of  Harold  Avenue,  Block  5395,  Lot  35,  Anna- 
dale,  Borough  of  Richmond. 

Laid  over  from  September  17,  1963,  at  2  P.M.,  to  be 
withdrawn. 


636-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owners). 

SUBJECT — Application  June  28,  1962 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 541  Sycamore  Street,  north  side, 
102  feet  east  of  Harold  Avenue,  Block  5395,  Lot  32,  Anna- 
dale,  Borough  of  Richmond. 

Laid  over  from  September  17,  1963,  at  2  P.M.,  to  be 
withdrawn. 


637-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owners  ) . 

SUBJECT — Application  June  28,  1962 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 537  Sycamore  Street,  north  side, 
152.36  feet  west  of  Arden  Avenue,  Block  5395,  Lot  30, 
Annadale,  Borough  of  Richmond. 

Laid  over  from  September  17,  1963,  at  2  P.M.,  to  be 
withdrawn. 


638-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 531  Sycamore  Street,  north 
side,  106.36  feet  west  of  Arden  Avenue,  Block  5395,  Lot  27, 
Annadale,  Borough  of  Richmond. 

Laid  over  from  September  17,  1963,  at  2  P.M.,  to  be 
withdrawn. 


639-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED— 527  Sycamore  Street,  north 
side,  60.36  feet  west  of  Arden  Avenue,  Block  5395,  Lot  25, 
Annadale,  Borough  of  Richmond. 

Laid  over  from  September  17,  1963,  at  2  P.M.,  to  be 
withdrawn. 


640-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 551  Sycamore  Street,  northeast 
corner  of  Harold  Avenue,  Block  5395,  Lot  37,  Annadale, 
Borough  of  Richmond. 

Laid  over  from  September  17,  1963,  at  2  P.M.,  to  be 
withdrawn. 


354-78-A 

APPLICANT — Hayt,  Hayt  and  Landau  for  The  Jamaica 
Hospital,  owner. 

SLIBJECT — Application  May  12,  1978 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  to  provide  three  (3) 
persons  with  Certificate  of  Qualification  for  Refrigeration 
Systems  Operator  to  direct  or  control  system  on  above 
premises. 

PREMISES  AFFECTED — 89th  Avenue  and  Van  Wyck 
Expressway,  southwest  corner,  Block  9364,  Lot  40,  Ja¬ 
maica,  Borough  of  Queens. 

Alan  D.  Gershuny,  Executive  Director 
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FEBRUARY  27,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 

Tuesday  morning,  February  27,  1979,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters : 

SPECIAL  ORDER  CALENDAR 

584-76-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  J.  Asaro  and 
V.  Alamia,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  March  7,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
two  story  building  for  use  as  a  catering  establishment  with 
accessory  parking  that  encroaches  on  the  required  side 
yards. 

PREMISES  AFFECTED — 72-33  Metropolitan  Avenue, 
north  side,  279  feet  east  of  Pleasant  View  Street,  Block 
3057,  Lots  29,  31  and  32,  Middle  Village,  Borough  of 
Queens. 

215-67-BZ 

APPLICANT — Arno  Fischer  for  Michael  Della  Vecchia, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  July  8,  1977 — decision  of  the  Borough  Su¬ 
perintendent  ;  previously  granted  on  condition  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  an  R6 
district,  the  erection  of  a  one  story  building  for  use  as  a 
warehouse  and  factory. 

PREMISES  AFFECTED— 11-25  to  11-29  Broadway, 
northwest  corner  of  12th  Street,  Block  502,  Lot  38  (form¬ 
erly  Lots  38  and  40),  Long  Island  City,  Borough  of 
Queens.  Community  Board  #1Q. 


188-78-BZ 

APPLICANT — Natale  R.  Anzelmo  for  Sturdy  Wheel 
Alignment,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tions  11-412  and  11-413  of  the  Zoning  Resolution,  permit¬ 
ting  in  an  R5  district,  the  erection  of  a  one  story 
enlargement  to  the  accessory  structure  to  an  automotive 
service  station  previously  before  the  Board  and  the  change 
in  occupancy  into  an  automobile  repair  shop. 

PREMISES  AFFECTED — 1712-18  81st  Street,  southwest 
corner  of  New  Utrecht  Avenue,  Block  6313,  Lot  31,  Bor¬ 
ough  of  Brooklyn. 


55-45-BZ — Vol.  Ill 

APPLICANT — Neil  Robert  Bersak  for  Kingsland  Service 
Station,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  November  5,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7f  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  laundry,  motor  vehicle 
repair  shop  and  storage  and  sale  of  ice. 

PREMISES  AFFECTED — 51-65  Kingsland  Avenue  (51- 
61  displayed),  271-275  Withers  Street,  northwest  corner 
and  101-113  Woodpoint  Avenue,  Block  2866,  Lot  40  (form¬ 
erly  part  of  Lot  43),  Borough  of  Brooklyn.  Community 
Board  #1BK. 


316-73-BZ 

APPLICANT — Walter  T.  Gorman  for  Richard  J.  Grever, 

owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R4  district,  the  reconstruction  of  an  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED— 31-02  68th  Street,  southwest 
corner  of  31st  Avenue,  Block  1138,  Lot  27,  Jackson  Heights, 
Borough  of  Queens.  Community  Board  #3Q. 


93-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Flatbush  Avenue, 
Incorporated  and  Avenue  U,  Incorporated  (Kings  Plaza), 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  20,  1979 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-49  of  the  Zoning 
Resolution,  permitting  in  an  M3-1  district,  at  a  proposed 
shopping  center,  the  addition  to  the  uses  to  include  roof 
parking. 

PREMISES  AFFECTED— 2483-2571  Flatbush  Avenue, 
5102-5430  Avenue  U,  southeast  corner,  Block  8470,  Lots  1, 
50  and  55  (formerly  part  of  Lot  1,  Lots  54,  55,  62  and  99), 
Borough  of  Brooklyn.  Community  Board  #18BK. 


5-53-BZ 

APPLICANT — Kenneth  H.  Koons  and  Alfred  A.  Fantino 
for  Barb  Operating  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  15, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station  and 
lubritorium. 

PREMISES  AFFECTED — 2890  Westchester  Avenue,  south 
side,  from  Roberts  to  Pilgrim  Avenues,  Block  4162,  Lot  70, 
Borough  of  The  Bronx.  Community  Board  #  10BX. 


ZONING  CASES 

407-78-BZ 

APPLICANT — William  H.  Ince  for  Diton  Realty,  Incor¬ 
porated,  owner. 

SUBJECT — Application  June  6,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  (CR)  district,  in  an  exist¬ 
ing  four  story  building,  the  addition  to  the  uses  of  the 
existing  restaurant  portion  to  include  cabaret  on  the  base¬ 
ment  level. 

PREMISES  AFFECTED— 147-151  East  45th  Street,  north 
side,  140  feet  west  of  Third  Avenue,  Block  1300,  Lot  28, 
Borough  of  Manhattan.  Community  Board  #6M. 


850-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Creative  Living 
Incorporated,  owner. 

SUBJECT — Application  September  25,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R10  district,  the  change  in 
use  of  an  existing  five  story  and  basement  building  from  a 
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multiple  dwelling  and  doctors  offices  into  commercial 
offices. 

PREMISES  AFFECTED— 52-54  Park  Avenue,  west  side, 
42.3%  feet  northeast  of  37th  Street,  Block  867,  Lot  35,  Bor¬ 
ough  of  Manhattan.  Community  Board  #6M. 


861-78-A 

APPLICANT— Leonard  F.  Rothkrug  for  Creative  Living 
Incorporated,  owner. 

SUBJECT — Application  September  25,  1978 — appeal  of  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  Administrative 
Code. 

PREMISES  AFFECTED — 52-54  Park  Avenue,  west  side, 
42.3%  feet  northeast  of  37th  Street,  Block  867,  Lot  35,  Bor¬ 
ough  of  Manhattan. 


882-78-BZ 

APPLICANT — Shael  Shapiro  for  Shapiro  Lawn  Associates 
Architects,  for  William  Monaghan,  owner. 

SUBJECT — Application  September  29,  1978 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Ml -5  district,  in  an 
existing  six  story  loft  building,  the  conversion  of  the  fourth, 
fifth,  and  sixth  floor  into  apartments. 

PREMISES  AFFECTED— 161-165  Perry  Street,  north 
side,  136.0  feet  west  of  Washington  Street,  Block  637,  Lot 
77,  Borough  of  Manhattan.  Community  Board  #2M. 


949-78-BZ 

APPLICANT — Ferrenz  and  Taylor,  Incorporated  for  St. 
Vincent’s  Hospital  and  Medical  Center  of  New  York, 
owner. 

SUBJECT — Application  November  3,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-6  and  R6  district,  the 
erection  of  a  two  story  enlargement  to  an  existing  medical 
center  that  increases  the  degree  of  non-compliance  within 
the  sky  exposure  plane. 

PREMISES  AFFECTED— 153  West  11th  Street,  1-15 
Seventh  Avenue,  northeast  corner  and  160/178  West  12th 
Street,  Block  607,  Lot  1,  Borough  of  Manhattan.  Com¬ 
munity  Board  #2M. 


286-78-BZ 

APPLICANT — Steven  Liebman  for  Liebman  Realty  Cor¬ 
poration,  owner,  Steven  Liebman,  lessee. 

SUBJECT — Application  April  18,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  the  conversion  of 
an  existing  accessory  parking  lot  for  a  hospital  into  a 
public  parking  lot. 

PREMISES  AFFECTED — 337-339  West  30th  Street,  north 
side,  321  feet  east  of  Ninth  Avenue,  Block  754,  Lots  19 
and  20,  Borough  of  Manhattan.  Community  Board  #4M. 

Laid  over  from  December  19,  1978  for  continued 

hearing. 

Alan  D.  Gershuny,  Executive  Director 


FEBRUARY  27,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  February  27,  1979,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 


558-78-A 

APPLICANT — Alan  R.  Gaines  for  Walter  and  Judith  Roth¬ 
man,  owners. 

SUBJECT — Application  July  25,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 60  Circle  Road,  north  side,  130 
feet  east  of  Benedict  Road,  Block  867,  Lot  112,  Todt  Hill, 
Borough  of  Staten  Island. 


872-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Ro-Sal  Estates, 
Incorporated,  owner. 

SUBJECT — Application  September  28,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street,  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 38  Tyndale  Street,  south  side, 
115.00  feet  east  of  Barclay  Avenue,  Block  6364,  Lot  153, 
Annadale,  Borough  of  Staten  Island. 


913-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Borgart  Homes, 
owner. 

SUBJECT — Application  October  17,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 50  Kingdom  Avenue,  west  side, 
80  feet  north  of  Billiou  Street,  Block  6578,  Lot  27, 
Huguenot,  Borough  of  Staten  Island. 


914-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Borgart  Homes, 
owner. 

SUBJECT — Application  October  17,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 56  Kingdom  Avenue,  northwest 
corner  of  Billiou  Street,  Block  6578,  Lot  31,  Huguenot, 
Borough  of  Staten  Island. 


939-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 
OWNER  OF  PREMISES — Demetrios  Drallios. 

SUBJECT — Application  October  24,  1978 — for  Modification 
of  Certificate  of  Occupancy  #Q189545  re-  sprinkler  system. 
PREMISES  AFFECTED — 147-24  Northern  Boulevard, 
south  side,  150  feet  west  of  149th  Street,  Block  5016,  Lot 
33,  Flushing,  Borough  of  Queens. 


672-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 
OWNER  OF  PREMISES — Sixth  Avenue  Associates. 
SUBJECT — Application  August  9,  1978 — for  modification  of 
Certificate  of  Occupancy  #77679  re-  sprinkler  system. 
PREMISES  AFFECTED— 27-39  West  52nd  Street,  north 
side,  300  feet  east  of  Sixth  Avenue,  Block  1268,  Lot  15, 
Borough  of  Manhattan. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  23,  1979,  10  A.M. 

Present :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  January  9,  1979  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  January  18,  1979,  Volume 
64,  Numbers  1-3. 


578-7S-A 

APPLICANT — Allen  B.  Terjesen  for  Westerleigh  Savings 
and  Loan  Association,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough  Su¬ 
perintendent  re-  proposed  use  of  drywells  for  disposal  of 
storm  water  (Local  Law  #7)  ;  previously  granted  on  con¬ 
dition. 

PREMISES  AFFECTED— 1100  Hylan  Boulevard,  south¬ 
west  corner  of  Kensington  Avenue,  Block  3239,  Lot  50, 
Grasmere,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Allen  B.  Terjesen. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf .  5 

Negative: .  0 

Not  Voting :  Chairman  Fossella .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  16,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  16, 
1976  by  adding  thereto : 

“That  the  premises  shall  conform  to  revised  drawings 
of  proposed  conditions  marked  ‘Received  December  5, 
1978’ — one  sheet;  and  that  substantial  construction  shall 
be  completed  within  one  year  from  the  date  of  this 
amended  resolution ;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied  with 
in  all  respects.”  (Alt.  143-78) 


473-37-BZ — Vol.  II 

APPLICANT — Albert  I.  Jablowsky  for  the  Estate  of  Louis 
Jablowsky,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  March  23,  1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7f  and  7i  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  auto  wash,  lubri- 
torium,  motor  vehicle  repairs,  storage  and  sale  of  accesso¬ 
ries  and  office. 

PREMISES  AFFECTED— 230-234  Norman  Avenue  and 
229-237  North  Henry  Street,  southwest  corner,  Block  2655, 
Lots  6  and  8,  Borough  of  Brooklyn.  Community  Board 

#1BK. 

APPEARANCES— 

For  Applicant:  Albert  Jablowsky. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  Community  Board  #1BK  was  notified  by  the 
applicant  on  November  28,  1978  and  no  response  was  re¬ 
ceived;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
March  24,  1954,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  23,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  23, 
1954  as  amended  through  June  30,  1970  only  as  to  the  term  of 
variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“ granted  for  a  term  of  ten  years  from  March  23,  1979,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained  within  one  year  from  the  date  of  this  amended 
resolution.”  (N.B.  1030-53) 


457-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Jacob  Blei  and 
Kate  Trachtman,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  17, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7h  and  7e  of  the  Zoning 
Resolution,  permitting  on  a  residence  use  district,  the  pro¬ 
posed  parking  of  motor  vehcles,  accessory  and  consumer 
parking,  accessory  loading  and  unloading  in  conjunction 
with  adjoining  factory. 

PREMISES  AFFECTED — 152-154  India  Street,  south  side, 
150  feet  east  of  Manhattan  Avenue,  Block  2541,  Lots  12 
and  13,  Borough  of  Brooklyn.  Community  Board  #1BK. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  February  13,  1979, 
at  10  A.M.,  Special  Order  Calendar,  for  decision;  hearing 
closed. 


394-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Paul  and  Nunzia 
Petrone,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  29, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  conversion  of 
an  accessory  five  car  garage  to  an  automobile  repair 
shop. 

PREMISES  AFFECTED— 211-21  and  211-27  45th  Road, 
north  side,  200  feet  east  of  211th  Road,  Block  1713,  Lots 
46  and  47,  Bayside,  Borough  of  Queens.  Community  Board 

#HQ. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  Arlyne  Samuels,  Mandingo  Tshaka, 
Frances  Nowakowski,  Dorothy  Dambroski,  Abraham 
Scott,  John  Trypuc  and  others. 

ACTION  OF  BOARD — Laid  over  to  January  30,  1979, 
at  10  A.M.,  Special  Order  Calendar,  for  decision;  hearing 
closed. 
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967-77-BZ 

APPLICANT — Sheldon  Lobel  for  Romford  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  December  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -9  district,  the  amendment 
to  a  new  building  application  that  creates  non-compliance 
in  lot  area  per  room. 

PREMISES  AFFECTED— 301/303  East  83rd  Street  and 
1602/1614  Second  Avenue,  northeast  corner,  Block  1546, 
Lots  1  and  50,  Borough  of  Manhattan.  Community  Board 

#8M. 

APPEARANCES— 

For  Applicant:  Joel  M.  Schwartz. 

For  Opposition:  None. 

For  Administration:  John  Kaufman,  C.P.C. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
10  A.M.,  for  hearing. 


223-78-A 

APPLICANT — Sheldon  Lobel  for  Romford  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  April  4,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  review  and  inter¬ 
pretation  of  zoning  matter. 

PREMISES  AFFECTED— 301-303  East  83rd  Street,  and 
1614  Second  Avenue,  northeast  corner  of  East  83rd  Street 
and  Second  Avenue,  Block  1546,  Lots  1  and  50,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joel  M.  Schwartz. 

For  Administration:  John  Kaufman,  C.P.C. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
10  A.M.,  for  hearing. 


492-78-A 

APPLICANT — Irving  E.  Minkin,  P.E.,  Acting  Commis¬ 
sioner  of  Department  of  Buildings. 

OWNER  OF  PREMISES— H.  J.  Kalikow  and  Company, 
Incorporated. 

SUBJECT — Application  June  28,  1978 — for  Revocation  of 
Certificate  of  Occupancy  #78511. 

PREMISES  AFFECTED— 301/303  East  83rd  Street  and 
1602/1610  Second  Avenue,  northeast  corner,  Block  1546, 
Lots  1-5,  62,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Owner:  Joel  M.  Schwartz. 

For  Administration :  John  Kaufman,  C.P.C. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
10  A.M.,  for  hearing. 


545-78-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Aldo  Vas- 
poli,  owner. 

SUBJECT — Application  July  18,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R4  district,  the  erection  of  a 
one  story  building  for  use  as  a  commercial  vehicle  storage 
establishment. 

PREMISES  AFFECTED — 903  Pine  Street,  east  side,  250 
feet  north  of  Cozine  Avenue,  Block  4547,  Lot  49  and  50, 
Borough  of  Brooklyn.  Community  Board  #5BK. 

APPEARANCES— 

For  Applicant:  Anthony  Salvati. 

For  Opposition:  Anna  Fiumano,  Catherine  Cabella,  Mar¬ 
celline  Moeller,  Charles  A.  Fiumano. 


THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

N  egative :  .  0 


ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
10  A.M.,  for  decision;  hearing  closed. 


680-78-BZ 

APPLICANT — Andrew  Di  Camillo  for  Frank  Rivera, 
owner. 

SUBJECT— Application  August  11,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  on  a  plot  with  a 
three  story  mixed  building  the  change  in  use  of  the  garage 
portion  into  an  accessory  funeral  establishment  facility. 

PREMISES  AFFECTED— 268  Brooklyn  Avenue  and  938 
Lincoln  Place,  southwest  corner,  Block  1263,  Lot  32,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #8BK. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition :  Robert  W.  Clarke,  W.  Wilson,  Cecilia 
L.  Jones,  Cynthia  Hutson,  Marie  E.  Mercer. 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
10  A.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


695-78-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Roy-Al  Company, 
Owner. 

SUBJECT — Application  August  18,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-4  district,  the  enlargement 
in  floor  area  and  the  change  in  use  of  an  existing  manufac¬ 
turing  building  into  a  multiple  dwelling. 

PREMISES  AFFECTED— 341  West  11th  Street/721 
Washington  Street,  northeast  corner,  Block  634,  Lot  47, 
Borough  of  Manhattan.  Community  Board  #2M. 

APPEARANCES— 

For  Applicant:  Alan  S.  Kisseloff. 

For  Opposition :  Richard  S.  Kaye,  Jeffrey  A.  Jaerger, 
Philip  G.  Cavanaugh  and  David  Starkweather. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
10  A.M.,  for  hearing. 


696-78-A 

APPLICANT — Samuel  J.  Kisseloff  for  Roy-Al  Company, 
owner. 

SUBJECT — Application  August  18,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED — 341  West  11th  Street,  northeast 
corner  of  Washington  Street,  Block  634,  Lot  47,  Borough 
of  Manhattan. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
10  A.M.,  for  hearing. 


869-78-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman  Colin 
et  al.  for  New  York  University  Institute  of  Fine  Arts, 
owner. 

SUBJECT — Application  September  26,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  the  reconstruc¬ 
tion  of  a  six  story  community  facility  structure  that 
increases  the  degree  of  non-compliance  in  lot  coverage 
and  rear  yard  encroachment. 
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PREMISES  AFFECTED — 14  East  78th  Street,  south  side, 
220.11  feet  east  of  Fifth  Avenue,  Block  1392,  Lot  163,  Bor¬ 
ough  of  Manhattan.  Community  Board  #8M. 
APPEARANCES— 

For  Applicant:  Frances  R.  Angelino,  Samuel  H.  Linden- 
baum,  Dr.  Norbert  Baier,  Dr.  Joseph  Schoker  and 
Michael  Forsil. 

For  Opposition:  Neil  Underberg  and  James  G.  Samson. 
ACTION  OF  BOARD— Laid  over  to  February  6,  1979,  at 
10  A.M.,  for  continued  hearing;  additional  information. 


881-78-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Carriage  House 
Associated,  owner. 

SUBJECT — Application  September  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  an  R8  district,  in 
conjunction  with  the  enlargement  in  area  of  an  existing 
two  story  building  the  use  of  the  second  floor  as  medical 
offices. 

PREMISES  AFFECTED — 153  East  69th  Street,  north  side, 
175  feet  east  of  Lexington  Avenue,  Block  1404,  Lot  27, 
Borough  of  Manhattan.  Community  Board  #8M. 

APPEARANCES— 

For  Applicant :  Alan  S.  Kisseloff. 

For  Opposition :  Harold  N.  Eder  and  William  S.  Cannon. 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
10  A.M.,  for  continued  hearing;  additional  information  to 
be  submitted. 


891-78-BZ 

APPLICANT — Steven  Adler  for  Noah  Friedland,  owner. 

Harris  and  Gladys  Diamant,  lessee. 

SUBJECT — Application  October  6,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and  72- 
21  cf  the  Zoning  Resolution,  to  permit  in  an  R10  district, 
in  an  existing  fifteen  story  and  penthouse  multiple  dwell¬ 
ing,  the  change  in  use  of  the  first  floor  doctor’s  offices  into 
an  art  gallery. 

PREMISES  AFFECTED— 35-39  West  72  Street,  north 
side,  200  feet  east  of  Columbus  Avenue,  Block  1125,  Lot  9, 
Borough  of  Manhattan.  Community  Board  #7M. 
APPEARANCES— 

For  Applicant :  Steven  Adler,  Alan  R.  Bush,  Harris 
Diamant  and  Gladys  Diamant. 

For  Opposition :  Ellasm  Schwarzbart,  Robert  Casul. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
10  A.M.,  for  decision ;  hearing  closed. 


340-78-BZ 

APPLICANT — Joseph  B.  Raia  for  Thomas  J.  Springstead, 
owner. 

SUBJECT — Application  May  9,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-20  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  (SRD)  district,  on  a  plot 
with  less  than  the  required  lot  area,  the  erection  of  a  one 
family  dwelling  that  encroaches  on  the  required  side  yards. 

PREMISES  AFFECTED — 12  Rankin  Street,  south  side, 
100  feet  west  of  Preston  Avenue,  Block  5335,  Lot  48,  Great 
Kills.  Borough  of  Staten  Island.  Community  Board  #3S.I. 

APPEARANCES— 

For  Applicant :  Joseph  B.  Raia. 

For  Opposition :  None. 


ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


343-78-BZ 

APPLICANT — Tucciarone  and  DeMilia  for  Marlboro  Con¬ 
struction  Corporation,  owner. 

SUBJECT— Application  May  10,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  width,  the  erection  of  a  one  family 
dwelling  that  encroaches  on  the  required  side  yards. 

PREMISES  AFFECTED— 47-18  Glenwood  Street,  west 
side,  162.26  feet  south  of  West  End  Drive,  Block  8263,  Lot 
29,  Little  Neck,  Borough  of  Queens.  Community  Board 
#11Q. 

APPEARANCES— 

For  Applicant :  Mario  Tucciarone. 

For  Opposition:  John  F.  Martin  and  Don  Rodriquez. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  8,  1978,  after  due  notice  by  publication  in  the  Bul¬ 
letin ;  laid  over  to  November  28,  1978;  then  to  December  _1 9, 
1978;  then  to  January  16,  1979;  then  to  January  23,  1979; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  9,  1978,  acting  on  N.B.  Applic.  #10/1978,  reads: 

“1.  Lot  width  of  less  than  60'-0  in  an  Rl-2  zone 
contrary  to  Section  23-32  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  consisting  of  Com¬ 
missioner  Philip  P.  Agusta,  R.A.  and  Commissioner  Harry 
M.  Carroll,  P.E. ;  and 

Whereas,  the  inspection  reveals  that  the  existing  dwelling 
is  functionally  obsolete  and  economically  not  viable  for  re¬ 
habilitation  ;  and 

Whereas,  development  of  the  site  with  two  conforming 
dwellings  will  not  be  economically  feasible ;  and 

Wiifreas,  this  Board  has  not  received  any  data  indicating 
that  this  structure  is  being  considered  as  a  landmark  by  the 
Landmarks  Preservation  Commission;  and 

Whereas,  the  plan  of  existing  development  within  the 
surrounding  area  indicated  that  over  80  percent  of  the  parcels 
have  less  than  the  required  60  foot  lot  width  and  the  vast 
majority  have  similar  40  foot  frontages;  and 

Whereas,  the  adjoining  church  and  multiple  dwelling  fur¬ 
ther  increase  the  economic  hardship  for  permitted  construc¬ 
tion  ;  and 

Whereas,  this  is  a  minimum  bulk  variance  for  a  one- 
family  dwelling  on  overly  deep  160  foot  parcel  with  excess 
lot  area;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
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it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  Rl-2  district,  on  a  plot  with  less  than 
the  required  lot  width,  the  erection  of  a  one-family  dwelling 
that  encroaches  on  the  required  side  yards  on  condition  that 
all  work  shall  substantially  conform  to  drawings  as  they 
apply  to  the  objection,  above  noted,  filed  with  this  application, 
marked  “Received  May  10,  1978”,  one  sheet,  and  “November 
21,  1978”,  4  sheets;  and  on  further  condition  that  the  existing 
trees  be  protected,  maintained  and  preserved ;  that  all  eleva¬ 
tions  detailing  the  architectural  treatment  be  submitted  to 
this  Board  for  approval  prior  to  the  issuance  of  building 
permit;  that  no  building  permit  to  be  issued  until  31  days 
after  the  date  of  certification  of  this  resolution ;  that  a  deed 
restriction  limiting  the  occupancy  to  one  family  be  filed  with 
the  department  of  Buildings ;  that  the  Certificate  of  Occu¬ 
pancy  shall  indicate  the  libre,  page  and  date  of  such  recording 
of  said  covenant;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 


344-78-BZ 

APPLICANT — Tucciarone  and  De  Milia  for  Marlboro  Con¬ 
struction  Corporation,  owner. 

SUBJECT — Application  May  10,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  tbe  required  lot  width,  the  erection  of  a  one  family 
dwelling  that  encroaches  on  the  required  side  yards. 
PREMISES  AFFECTED — 47-22  Glenwood  Street,  west 
side,  206.96  feet  south  of  West  End  Drive,  Block  8263,  Lot 
31,  Little  Neck,  Borough  of  Queens.  Community  Board 

#HQ. 

APPEARANCES— 

For  Applicant:  Mario  Tucciarone. 

For  Opposition:  John  F.  Martin  and  Don  Rodriguez. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  8,  1978,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  November  28,  1978;  then  to  December  19, 
1978 ;  then  to  January  16,  1979;  then  to  January  23,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  9,  1978,  acting  on  N.B.  Applic.  #11/1978,  reads: 

“1.  Lot  width  of  less  than  60'-0"  in  an  Rl-2  zone 
contrary  to  Sec.  23-32  Z.R. 

2.  Total  width  of  sideyards  less  than  20'-0  are  con¬ 
trary  to  Sec.  23-461  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  consisting  of  Commis¬ 
sioner  Philip  P.  Agusta,  R.A.  and  Commissioner  Harry  M. 
Carroll,  P.E. ;  and 

Whereas,  the  inspection  reveals  that  the  existing  dwelling 
is  functionally  obsolete  and  economically  not  viable  for  re¬ 
habilitation;  and 

Whereas,  development  of  the  site  with  two  conforming 
dwellings  will  not  be  economically  feasible ;  and 
Whereas,  this  Board  has  not  received  any  data  indicating 
that  this  structure  is  being  considered  as  a  landmark  by  the 
Landmarks  Preservation  Commission ;  and 
Whereas,  the  plan  of  existing  development  within  the 
surrounding  area  indicated  that  over  80  percent  of  the  parcels 
have  less  than  the  required  60  foot  lot  width  and  the  vast 
majority  have  similar  40  foot  frontages;  and 


Whereas,  the  adjoining  church  and  multiple  dwelling 
further  increase  the  economic  hardship  for  permitted  con¬ 
struction;  and 

Whereas,  this  is  a  minimum  bulk  variance  for  a  one- 
family  dwelling  on  overly  deep  160  foot  parcel  with  excess 
lot  area;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecesary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  Rl-2  district,  on  a  plot  with  less  than 
the  required  lot  width,  the  erection  of  a  one-family  dwelling 
that  encroaches  on  the  required  side  yards  on  condition  that 
all  work  shall  substantially  conform  to  drawings  as  they 
apply  to  the  objection,  above  noted,  filed  with  this  application, 
marked  “Received  May  10,  1978”,  one  sheet,  and  “November 
21,  1978”,  4  sheets;  and  on  further  condition  that  the  existing 
trees  be  protected,  maintained  and  preserved ;  that  all  eleva¬ 
tions  detailing  the  architectural  treatment  be  submitted  to 
this  Board  for  approval  prior  to  the  issuance  of  building 
permit;  that  no  building  permit  to  be  issued  until  31  days 
after  the  date  of  certification  of  this  resolution ;  that  a  deed 
restriction  limiting  the  occupancy  to  one  family  be  filed  with 
the  department  of  Buildings ;  that  the  Certificate  of  Occu¬ 
pancy  shall  indicate  the  libre,  page  and  date  of  such  recording 
of  said  covenant ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


345-78-BZ 

APPLICANT — Tucciarone  and  De  Milia  for  Marlboro  Con¬ 
struction  Corporation,  owner. 

SUBJECT — Application  May  10,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  width,  the  erection  of  a  one  family 
dwelling  that  encroaches  on  the  required  side  yards. 
PREMISES  AFFECTED— 47-26  Glenwood  Street,  west 
side,  247.16  feet  south  of  West  End  Drive,  Block  8263,  Lot 
33,  Little  Neck,  Borough  of  Queens.  Community  Board 

#HQ. 

APPEARANCES— 

For  Applicant:  Mario  Tucciarone. 

For  Opposition:  John  F.  Martin  and  Don  Rodrigez. 
RECOMEND ATION  OF  THE. COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  8,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  28,  1978;  then  to  December 
19,  1978;  then  to  January  16,  1979;  then  to  January  23,  1979; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  9,  1978,  acting  on  N.B.  Applic.  #11/1978,  reads: 

“1.  Lot  width  of  less  than  60'-0"  in  an  Rl-2  zone 
contrary  to  Sec.  23-32  Z.R. 

2.  Total  width  of  sideyards  less  than  20'-0"  are  con¬ 
trary  to  Sec.  23-461  Z.R.” 
and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  consisting  of  Commis¬ 
sioner  Philip  P.  Agusta,  R.A.  and  Commissioner  Harry  M. 
Carroll,  P.E. ;  and 

Whereas,  the  inspection  reveals  that  the  existing  dwelling 
is  functionally  obsolete  and  economically  not  viable  for  re¬ 
habilitation  ;  and 

Whereas,  development  of  the  site  with  two  conforming 
dwellings  will  not  be  economically  feasible ;  and 

Whereas,  this  Board  has  not  received  any  data  indicating 
that  this  structure  is  benig  considered  as  a  landmark  by  the 
Landmarks  Preservation  Commission ;  and 

Whereas,  the  plan  of  existing  development  within  the 
surrounding  area  indicated  that  over  80  percent  of  the  parcels 
have  less  than  the  requried  60  foot  lot  width  and  the  vast 
majority  have  similar  40  foot  frontages;  and 

Whereas,  the  adjoining  church  and  multiple  dwelling 
further  increase  the  economic  hardship  for  permitted  con¬ 
struction  ;  and 

Whereas,  this  is  a  minimum  bulk  variance  for  a  one-fam¬ 
ily  dwelling  on  overly  deep  160  foot  parcel  with  excess  lot 
area ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  limited  to  the  objection  cited,  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  tbe  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with  less 
than  the  required  lot  width,  the  erection  of  a  one-family 
dwelling  that  encroaches  on  the  required  side  yards  on  condi¬ 
tion  that  all  work  shall  substantially  conform  to  drawings  as 
they  apply  to  the  objection,  above  noted,  filed  with  this 
application,  marked  “Received  May  10,  1978”,  one  sheet,  and 
“November  21,  1978”,  4  sheets;  and  on  further  condition  that 
the  existing  trees  be  protected,  maintained  and  preserved ;  that 
all  elevations  detailing  the  architectural  treatment  be  sub¬ 
mitted  to  this  Board  for  approval  prior  to  the  issuance  of 
building  permit ;  that  no  building  permit  to  be  issued  until  31 
days  after  the  date  of  certification  of  this  resolution;  that  a 
deed  restriction  limiting  the  occupancy  to  one  family  be  filed 
with  the  department  of  Buildings ;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  such1 
recording  of  said  covenant ;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


482-78-BZ 

APPLICANT — Dominick  Gagliano,  owner. 

SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of  a  two  story,  two 
family  dwelling  that  has  less  than  the  required  open  space 
and  accessory  parking,  exceeds  the  aggregate  width  of 
the  street  wall  and  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 2420  East  16th  Street,  west 
side,  150  feet  south  of  Avenue  ‘X’,  Block  7417,  Lot  15, 
Borough  of  Brooklyn.  Community  Board  #15BK. 

APPEARANCES— 

For  Applicant:  Carl  Santone. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  14,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  12,  1978;  then  to  January 
9,  1979;  then  to  January  23,  1979;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  14,  1978,  acting  on  N.B.  Applic.  #23/1978,  reads: 

“1.  Lots  are  deficient  in  open  space  as  per  Section 
23-141. 

2.  Provide  18'-0"  front  yard  as  per  Section  23-45. 

3.  Maximum  aggregate  width  of  street  wall  exceeds 
185'  Section  23-463. 

4.  Provide  2  accessory  parking  spaces  as  per  Section 
25-22. 

5.  Provide  minimum  lot  area  of  1700  sq.  ft.  as  per 
Section  23-32  (lots  15  and  17).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  consisting  of  Commis¬ 
sioner  Philip  P.  Agusta,  R.A.  and  Commissioner  Harry  M. 
Carroll,  P.E. ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecesary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  limited  to  the  objection  cited,  and  that  the 
application  be  and  it  hereby  is  granted  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R4  district,  on  a 
plot  with  less  than  the  required  lot  area,  the  erection  of  a  two- 
story,  two-family  dwelling  that  has  less  than  the  required 
open  space  and  accessory  parking  exceeds  the  aggregate 
width  of  the  street  wall  and  encroaches  on  the  required 
rear  yard  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  as  they  apply  to  the  objection,  above 
noted,  filed  this  application,  marked  “Received  June  27,  1978”, 
4  sheets,  and  “January  19,  1979”,  one  sheet  ;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


483-78-BZ 

APPLICANT— Dominick  Gagliano,  owner. 

SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of  a  two  story,  two 
family  dwelling  that  has  less  than  the  required  open  space 
and  accessory  parking,  exceeds  the  aggregate  width  of 
the  street  wall  and  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 2426  East  16th  Street,  west 
side,  195  feet  south  of  Avenue  ‘X’,  Block  7417,  Lot  17, 
Borough  of  Brooklyn.  Community  Board  #15BK. 

APPEARANCES— 

For  Applicant :  Carl  Santone. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative: .  0 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  14,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  12,  1978;  then  to  January  9, 
1979;  then  to  January  23,  1979;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  14,  1978,  acting  on  N.B.  Applic.  #24/1978,  reads : 

“1.  Lots  are  deficient  in  open  space  as  per  Section 
23-141. 

2.  Provide  18'-0"  front  yard  as  per  Section  23-45. 

3.  Maximum  aggregate  width  of  street  wall  exceeds 
185'  Section  23-463. 

4.  Provide  2  accessory  parking  spaces  as  per 
Section  25-22. 

5.  Provide  minimum  lot  area  of  1700  sq.  ft.  as  per 
Section  23-32  (lots  15  and  17).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board,  consisting  of  Com¬ 
missioner  Philip  P.  Agusta,  R.A.  and  Commissioner  Harry 
M.  Carroll,  P.E. ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of  a  two-story,  two- 
family  dwelling  that  has  less  than  the  required  open  space 
and  accessory  parking  exceeds  the  aggregate  width  of  the 
street  wall  and  encroaches  on  the  required  rear  yard 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  as  they  apply  to  the  objection,  above  noted,  filed 
with  this  application,  marked  “Received  June  27,  1978”,  4 
sheets,  and  “January  19,  1979”,  one  sheet;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


484-78-BZ 

APPLICANT — Dominick  Gagliano,  owner. 

SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story,  two  family  dwelling  that  exceeds  the  aggregate 
width  of  the  street  wall,  has  less  than  the  required  open 
space  and  accessory  parking,  and  encroaches  on  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED— 2432  East  16th  Street,  west 
side,  240  feet  south  of  Avenue  ‘X’,  Block  7417,  Lot  19, 
Borough  of  Brooklyn.  Community  Board  #15BK. 
APPEARANCES— 

For  Applicant:  Carl  Santone. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  14,  1978,  after  due  notice  by  publication  in  the 


Bulletin;  laid  over  to  December  12,  1978;  then  to  January 
9,  1979;  then  to  January  23,  1979;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  4,  1978,  acting  on  N.B.  Applic.  #25/1978,  reads: 

“1.  Lots  are  deficient  in  open  space  as  per  Section 
23-141. 

2.  Provide  18'-0"  front  yard  as  per  Section  23-45. 

3.  Maximum  aggregate  width  of  street  wall  ex¬ 
ceeds  185'  as  per  Section  23-463. 

4.  Provide  2  accessory  parking  spaces  as  per  Section 
25-22. 

5.  Provide  minimum  lot  area  of  1,700  sq.  ft.  as  per 
Section  23-32  (lots  15  and  17).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  consisting  of  Com¬ 
missioner  Philip  P.  Agusta,  R.A.  and  Commissioner  Harry 
M.  Carroll,  P.E. ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
rnd  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  limited  to  the  objection  cited,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R4  district,  on  a 
plot  with  less  than  the  required  lot  area,  the  erection 
of  a  two-story,  two-family  dwelling  that  has  less  than 
the  required  open  space  and  accessory  parking  exceeds  the 
aggregate  width  of  the  street  wall  and  encroaches  on  the 
required  rear  yard  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  as  they  apply  to  the  objection, 
above  noted,  filed  with  this  application,  marked  “Received 
June  27,  1978”,  4  sheets  and  “January  19,  1979”,  one  sheet; 
and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


485-78-BZ 

APPLICANT — Dominick  Gagliano,  owner. 

SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story,  two  family  dwelling  that  exceeds  the  aggregate 
width  of  the  street  wall,  has  less  than  the  required  open 
space  and  accessory  parking,  and  encroaches  on  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED — 2436  East  16th  Street,  west 
side,  285  feet  south  of  Avenue  ‘X’,  Block  7417,  Lot  21, 
Borough  of  Brooklyn.  Community  Board  #15BK. 
APPEARANCES— 

For  Applicant :  Carl  Santone. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

N  egative :  .  o 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  14,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  12,  1978;  then  to  January 
9,  1979;  then  to  January  23,  1979;  and 
W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  14,  1978,  acting  on  N.B.  Applic.  #25/1978,  reads:’ 
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“1.  Lots  are  deficient  in  open  space  as  per  Section 
23-141. 

2.  Provide  18'-0"  front  yard  as  per  Section  23-45. 

3.  Maximum  aggregate  width  of  street  wall  ex¬ 
ceeds  185'  as  per  Section  23-463. 

4.  Provide  2  accessory  parking  spaces  as  per  Section 
25-22. 

5.  Provide  minimum  lot  area  of  1,700  sq.  ft.  as  per 
Section  23-32  (lots  15  and  17).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  consisting  of  Com¬ 
missioner  Philip  P.  Agusta,  R.A.  and  Commissioner  Harry 
M.  Carroll,  P.E. ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  re  ord  supports  the  findings  required  to  be  imde 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
;  nd  grants  a  variation  in  the  application  of  the  Zoning 
Reso  ution,  limited  to  the  objection  cited,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R4  district,  on  a 
plot  with  less  than  the  required  lot  area,  the  erection 
of  a  two-story,  two-family  dwelling  that  has  less  than 
the  required  open  space  and  accessory  parking  exceeds  the 
aggregate  width  of  the  street  wall  and  encroaches  on  the 
required  rear  yard  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  as  they  apply  to  the  objection, 
rbove  noted,  filed  with  this  application,  marked  “Received 
June  27.  1978”,  4  sheets  and  “January  19,  1979”,  one  sheet; 
and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


485-78-BZ 

APPLICANT — Dominick  Gagliano,  owner. 

SUBJECT — Application  June  27,  1978 — derision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story,  two  family  dwelling  that  exceeds  the  aggregate 
width  of  the  street  wall,  has  less  than  the  required  open 
space  and  accessory  parking,  and  encroaches  on  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED — 2440  East  16th  Street,  west 
side,  325  feet  north  of  Avenue  ‘Y’,  Block  7417,  Lot  23, 
Borough  of  Brooklyn.  Community  Board  #15BK. 

APPEARANCES— 

For  Applicant :  Carl  Santone. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  14,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  12,  1978;  then  to  January  9, 
1979;  then  to  January  23,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  14,  1978,  acting  on  N.B.  Applic.  #87/1978,  reads: 
“1.  Lots  are  deficient  in  open  space  as  per  Section 
23-141. 

2.  Provide  18'-0"  front  yard  as  per  Section  23-45. 

3.  Maximum  aggregate  width  of  street  wall  exceeds 
185'  Section  23-463. 


4.  Provide  2  accessory  parking  spaces  as  per  Section 
25-22. 

5.  Provide  minimum  lot  area  of  1700  sq.  ft.  as  per 
Section  23-32  (lots  15  and  17).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board,  consisting  of  Com¬ 
missioner  Philip  P.  Agusta,  R.A.  and  Commissioner  Harry 
M.  Carroll,  P.E. ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessory  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be 
and  it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of  a  two-story,  two- 
family  dwelling  that  has  less  than  the  required  open  space 
and  accessory  parking  exceeds  the  aggregate  width  of  the 
street  wall  and  encroaches  on  the  required  rear  yard 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  as  they  apply  to  the  objection,  above  noted,  filed 
with  this  application,  marked  “Received  June  27,  1978”,  4 
sheets,  and  “January  19,  1979”,  one  sheet;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


487-78-BZ 

APPLICANT — Dominick  Gagliano,  owner. 

SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story,  two  family  dwelling  that  exceeds  the  aggregate 
width  of  the  street  wall,  has  less  than  the  required  open 
s^ace  and  accessory  parking,  and  encroaches  on  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED — 2444  East  16th  Street,  west 
side,  280  feet  north  of  Avenue  ‘Y’,  Block  7417,  Lot  27, 
Borough  of  Brooklyn.  Community  Board  #15BK. 

APPEARANCES— 

For  Applicant:  Carl  Santone. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  14,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  12,  1978;  then  to  January  9, 
1979;  then  to  January  23,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  14,  1978,  acting  on  N.B.  Applic.  #86/1978,  reads : 
“1.  Lots  are  deficient  in  open  space  as  per  Section 
23-141. 

2.  Provide  18'-0"  front  yards  as  per  Section  23-45. 

3.  Maximum  aggregate  width  of  street  wall  exceeds 
185'  Section  23-463. 

4.  Provide  2  accessory  parking  spaces  as  per  Section 
25-22. 

5.  Provide  minimum  lot  area  of  1700  sq.  ft.  as  per 
Section  23-32  (lots  15  and  17).” 
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and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board,  consisting  of  Com¬ 
missioner  Philip  P.  Agusta,  R.A.  and  Commissioner  Harry 
M.  Carroll,  P.E. ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of  a  two-story,  two- 
family  dwelling  that  has  less  than  the  required  open  space 
and  accessory  parking  exceeds  the  aggregate  width  of  the 
street  wall  and  encroaches  on  the  required  rear  yard 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  as  they  apply  to  the  objection,  above  noted,  filed 
with  this  application,  marked  “Received  June  27,  1978”,  4 
sheets,  and  “January  19,  1979”,  one  sheet ;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


751-78-BZ 

APPLICANT — McGee  and  Morsellino  for  Joseph  Barone, 
owner,  Meineke  Muffler,  Incorporated,  lessee. 

SUBJECT — Application  September  14,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
change  in  use  of  an  existing  automotive  service  station 
with  accessory  uses  previously  before  the  Board  into  an 
automobile  repair  and  muffler  installation  establishment. 
PREMISES  AFFECTED— 200-15  Northern  Boulevard, 
northwest  corner  of  201st  Street,  Block  6261,  Lot  30,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #11Q. 
APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  9,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  23,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  6,  1978,  acting  on  Alt.  Applic.  #835/1978, 
reads : 

“1.  Proposed  change  in  use  from  gas  station  with 
minor  repairs  into  an  auto  repair  (Muffler  shop)  is  con¬ 
trary  to  variance  granted  under  B.S.  and  A  Calendar 
22/52  B.Z.  _ 

2.  Variance  granted  under  B.S.  and  A  Calendar 
22/52  B.Z.  expired  and  application  is  referred  to  the 
board  for  reconsideration  per  Section  11-41  Zoning 
Resolution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  consisting  of  Commis¬ 
sioner  Philip  P.  Agusta,  R.A.  and  Commissioner  Harry  M. 
Carroll,  P.E. ;  and 


Whereas,  the  Board  finds  that  this  is  an  appropriate 
case  in  which  to  permit  under  Section  11-413  of  the  Zoning 
Resolution,  the  change  in  use  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-413  of  the  Zoning  Resolution, 
to  permit  in  a  C2-2  district,  the  change  in  use  of  an  existing 
automotive  service  station  with  accessory  uses,  previously 
before  the  Board,  into  an  automobile  repair  and  muffler 
installation  establishment  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application, 
marked  “Received  September  14,  1978”,  3  sheets,  “Septem¬ 
ber  25,  1978”,  1  sheet,  “November  28,  1978”,  3  sheets,  and 
“December  19,  1978”,  one  sheet;  and  on  further  condition 
that  this  Special  Permit  shall  be  for  a  term  of  10  years ;  that 
the  hours  of  operation  be  restricted  to  from  8  A.M.  to  6  P.M. 
Monday  through  Saturday  except  Thursdays  from  8  A.M.  to 
9  P.M.,  closed  on  Sunday;  that  business  signs  comply  with 
the  C2  regulations ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 

Adjourned:  1  P.M. 


Alan  D.  Gershuny,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  23,  1979,  2  P.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 


745-78-SA 


APPLICANT — Wolf-Ortiz,  Incorporated,  owner. 
SUBJECT — Fire  alarm  system  components. 
APPEARANCES— 


For  Applicant:  T.  F.  McCarthy. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
745-78-SA — Wolf-Ortiz,  Incorporated,  New  York,  filed  for 
approval  of  the  fire  alarm  system  components  listed  below 
under  the  provisions  of  Article  17  and  RS  17-3  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Fire  alarm  system  components. 
DESCRIPTION :  The  fire  alarm  system  components  are  as 
follows : 


Model 

W/O  FC-72-100 
W/O  FC-72-120 
W/O  FC-72-140 
W/O  FC-72-160 

W/OFC-72-180 
W/O  FC-72-200 
W/O  FC-72-220 

W/O  FC-72-240 


W/O  FC-72-260 
W/O  FC- 72-280 


Component 

Fire  Alarm  Control  Panel 
BMFC — Basic  Master  Fire  Card 
PS-3  Power  Supply 
ZMC,  ZMC-A,  ZMC-B  Zone  Mother 
Card 

ZDM — Zone  Detector  Module 
SSM-Sprinkler  Supervisory  Module 
BCM — Signal  Circuit  Module,  BMC — 
Master  Coder  Module 
BMT — Master  Timer  Module,  BMCT — 
Master  Coder  Module  W/Time  Limit 
Cutoff 

PS-4,  PS-4X  Aux.  Signalling  Power 
Supply 

ABC — A.C.  Signal  Module 
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Component 

RZA — Remote  Zone  Annunciator,  RTI — 
Remote  Trouble  Indicator,  RDS — Drill 
Switch 

NID-48F — Dual  Chamber  Ionization 
Type  Smoke  Detector 
PID-B — Dual  Chamber  Products  of 
Combustion  Detector  (NH-241) 

Sentinel  Smoke  Detector 
Sentinel  II — Duct  Smoke  Detector 
Fixed  Temperature  and  Rate-of-Rise 
Heat  Detectors 

Fixed  Temperature  and  Rate-of-Rise 
Heat  Detectors 

Fixed  Temperature  Heat  Detectors 
MS-5-Non-Coded  Manual  Fire  Alarm 
Station 

Remote  Control  Station 
Remote  Control  Station 
Remote  Control  Station 
Remote  Control  Station 
Remote  Control  Station 
Remote  Control  Station 
Remote  Control  Station 
Remote  Control  Station 
Remote  Control  Station 
Purge  Panel 
Gang  Size  Annunciator 
Plate  Size  Annunciator 
Gang  Size  Annunciator 
Plate  Size  Annunciator 
Back  Lighted  Annunciator 
Bulls  Eye  Annunciator 
Opaque  Panel  Lamp  Type  Annunciator 
Engraved  Indication  Type  Annunciator 
Graphic  Annunciator 
INSPECTION  AND  TEST:  The  components  listed  above 
have  been  recommended  for  approval  by  the  Division  of  Fire 
Prevention  and  have  been  approved  by  Underwriters’  Labo¬ 
ratories  and/or  under  previous  Calendar  Numbers,  with  U.L. 
File  Numbers  and  Calendar  Numbers  as  listed  above. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  fire  alarm  system  components 
listed  above  under  the  provisions  of  Article  17  and  RS  17-3 
of  the  Building  Code  of  the  City  of  New  York  on  the  follow¬ 
ing  conditions : 

1.  The  WOFC  72  control  panel  shall  be  equipped 
with  a  ground  lug  that  will  receive  a  number  ten  ground 
wire. 

2.  The  panel  shall  be  painted  red. 

3.  No  penetrations  shall  be  made  through  the  top 
of  the  cabinet. 

4.  The  control  panel  shall  be  properly  identified. 

5.  The  ampmeter  and  voltmeter  shall  be  factory  in¬ 
stalled  in  the  control  panel. 

6.  The  dual  action  Halon  releasing  manual  stations 
shall  be  approved  on  a  separate  basis  for  each  installa¬ 
tion  by  the  Fire  Department  and  shall  be  labeled :  “The 
use  of  this  station  shall  be  predicated  upon  special  per¬ 
mission  from  the  Fire  Department.” 

7.  All  uses,  locations,  and  installations  of  the  equip¬ 
ment  shall  comply  with  the  applicable  requirements  of 
Reference  Standard  RS  17-3  of  the  Building  Code  and 
Chapter  19  of  the  Administrative  Code  of  the  City  of 
New  York  and  Fire  Department  Directives. 

8.  The  equipment  and  its  literature,  catalogues,  bul¬ 
letins,  and  packaging  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Calendar  Number  745- 
78-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls,  and 


Model 

W/O  FC-72-500 


W/O  FC-D-100 

W/O  FC-D-150 

W/O  FC-D-200 
W/O  FC-D-220 
W/O  FC-D-400 

W/O  FC-D-420 

W/O  FC-D-500 
W/O  FC-D-600 

W/O  RCS-10 
W/O  RCS-11 
W/O  RCS-100 
W/O  RCS-110 
W/O  RCS-120 
W/O  RCS-200 
W/O  RCS-210 
W/O  RCS-200- 1 
W/O  RCS-210-1 
W/O  PP-100 
#7502 
#7502 
#7503 
#7503 


labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corpo¬ 
rate  name,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


1126-78-SM 

APPLICANT — Spraycraft  Corporation,  owner. 

SUBJECT — Sprayed  fiber  fireproofing. 

APPEARANCES— 

For  Applicant:  Herbert  L.  Levine. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
1126-78-SM— Spraycraft  Corporation,  Brooklyn,  New  York, 
filed  for  approval  of  Spraycraft  sprayed  fiber  fireproofing  for 
a  fire  rated  roof-ceiling  assembly  supported  by  a  fire  rated 
unrestrained  beam  assembly  under  the  provisions  of  Article  5 
and  RS  5  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Sprayed  fiber  fireproofing  for  fire  rated 
restrained  and  unrestrained  roof-ceiling  assembly  supported 
by  a  1  )4  hour  fire  rated  unrestrained  beam  assembly. 
DESCRIPTION :  Spraycraft  fireproofing  is  composed  pri¬ 
marily  of  non-combustible  mineral  fibers  (no  asbestos)  and 
binders.  It  is  spray  applied  around  steel  beams  and  under 
steel  form  units.  It  is  tamped,  if  necessary,  to  obtain  the 
minimum  individual  density  of  11  pounds  per  cubic  foot  and 
minimum  average  density  of  13  pounds  per  cubic  foot. 

The  assembly  is  specified  by  Underwriters’  Laboratories 
Design  No.  P-805.  The  assembly  consists  of  a  W6  x  16  mini¬ 
mum  size  steel  beam;  U.  L.  approved  Class  A,  B,  or  C  roof 
covering ;  U.  L.  approved  mineral  and  fiber  board  roof  insula¬ 
tion,  1"  to  3"  thick;  fluted  steel  form  units,  1)4",  1^",  or 
3"  deep,  minimum  No.  22  gauge;  and  Spraycraft  fireproofing. 
The  fireproofing  is  applied  to  a  thickness  of  1)4"  around  the 
beam  to  obtain  a  1)4  hour  fire  rated  unrestrained  beam  fire 
rating.  The  fireproofing  is  applied  to  thicknesses  as  follow 
under  the  steel  form  units  to  obtain  fire  rated  restrained  and 
unrestrained  roof-ceiling  assemblies  as  shown : 

Assembly  Fireproofing 

rating  thickness 

(hours)  (inches) 

1  .  VA 

va .  m 

2  .  2% 

INSPECTION  AND  TEST :  The  assembly  and  ratings  as 
described  above  have  been  tested  and  approved  by  Under¬ 
writers’  Laboratories  (File  R3372). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Spraycraft  sprayed  fiber  fireproofing 
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for  a  restrained  and  unrestrained  roof-ceiling  assembly,  U.  L. 
Design  No.  P-805,  with  1,  1*4,  and  2  hour  fire  ratings,  and 
around  the  supporting  1*4  hour  fire  rated  unrestrained  beam 
assembly,  under  the  provisions  of  Article  5  and  RS  5  of  the 
Building  Code  of  the  City  of  New  York,  on  condition  that 
all  uses,  locations,  and  installations  shall  be  shown  to  the 
Department  of  Buildings  to  comply  with  the  applicable  re¬ 
quirements  of  the  Building  Code.  Plans  for  each  installation 
shall  be  submitted  to  the  Department  of  Buildings  and  shall 
be  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
1126-78-SM.”  All  literature,  catalogues,  bulletins,  and  pack¬ 
aging  shall  be  similarly  labeled. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls,  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corporate 
name,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1127-78-SM 

APPLICANT — Spraycraft  Corporation,  owner. 

SUBJECT — Sprayed  fiber  fireproofing. 

APPEARANCES— 

For  Applicant:  Herbert  L.  Levine. 

ACTION  OF  BOARD — -Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
1127-78-SM — Spraycraft  Corporation,  Brooklyn,  New  York, 
filed  for  approval  of  Spraycraft  sprayed  fiber  fireproofing  for 
fire  rated  unrestrained  beam  assemblies  under  the  provisions 
of  Article  5  and  RS  5  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Sprayed  fiber  fireproofing  for  fire  rated 
unrestrained  beam  assemblies. 

DESCRIPTION :  Spraycraft  fireproofing  is  composed  pri¬ 
marily  of  non-combustible  mineral  fibers  (no  asbestos)  and 
binders.  It  is  spray  applied  around  steel  beams.  It  is  tamped, 
if  necessary,  to  obtain  the  minimum  individual  density  of  11 
pounds  per  cubic  foot  and  minimum  average  density  of 
13  pounds  per  cubic  foot. 

U.  L.  Design  No.  N-814  consists  of  3)4"  of  normal  weight 
(148  pcf)  or  lightweight  (100  pcf)  concrete  (3000  psi  mini¬ 
mum  compressive  strength)  ;  1)4"  to  3"  corrugated,  fluted, 
or  cellular  steel  floor  and  form  units;  a  W8x24  minimum 
size  steel  beam,  wfith  Spraycraft  fireproofing  around  the  beam, 
applied  to  the  following  thicknesses : 


Unrestrained  beam 

rating  (hours)  Thickness  (inches) 

1  .  9/16 

iy2 .  i 

2  .  1)4 

3  .  23/8 

Spraycraft  is  used  to  protect  fire  rated  beams  of  fire  rated 
floor -ceiling  assemblies  which  do  not  require  protection  under 
their  steel  floor  and  form  units  (U.  L.  Design  Number  Series 
D-900).  Spraycraft  is  applied  to  the  thicknesses  as  shown 
above  to  attain  the  required  rating  of  the  particular  assembly. 
The  assemblies  are  as  follows :  D-902,  D-904,  D-905,  D-908, 
D-909,  D-913,  D-914,  D-916,  and  D-917.  The  minimum  steel 
beam  sizes,  respectively,  are  as  follows:  W8  x  28,  W10  x  29, 
W10  x  29,  W8  x  28,  W8  x  28,  W8  x  17,  W8  x  28,  W8  x  28, 
W10  x  29. 

INSPECTION  AND  TEST:  The  fire  rated  unrestrained 
beam  assemblies  have  been  tested  and  approved  by  Under¬ 
writers’  Laboratories  (File  R3372). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Spraycraft  sprayed  fiber  fireproofing 
for  fire  rated  unrestrained  beam  assembly  ratings  as  described 
above  under  the  provisions  of  Article  5  and  RS  5  of  the 
Building  Code  of  the  City  of  New  York,  on  condition  that 
all  uses,  locations,  and  installations  shall  be  shown  to  the 
Department  of  Buildings  to  comply  with  the  applicable  re¬ 
quirements  of  the  Building  Code.  Plans  for  each  installation 
shall  be  submitted  to  the  Department  of  Buildings  and  shall 
be  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
1127-78-SM.”  All  literature,  catalogues,  bulletins,  and  pack¬ 
aging  shall  be  similarly  labeled. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls,  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corporate 
name,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1129-78-SM 

APPLICANT — Gyp-Crete  Corporation,  owner. 

SUBJECT — Floor  underlayment  for  one  hour  fire  rated, 
combustible  unrestrained  sound  transmission  class  rated, 
floor  ceiling  assemblies. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1129-78-SM — Gyp-Crete  Corporation,  Hamel,  Minnesota, 
filed  for  approval  of  Gyp-Crete  Floor  Underlayment  under 
the  provisions  of  Articles  5  and  12  and  RS  5  and  12  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Floor  underlayment  for  one  hour  fire 
rated,  combustible,  unrestrained,  sound  transmission  class 
rated,  floor-ceiling  assemblies. 

DESCRIPTION :  Gyp-Crete  is  a  gypsum  cement  with 
rggregates  used  as  a  subflooring.  It  is  mixed  in  the  follow¬ 
ing  proportion :  one  80  pound  bag  of  Gyp-Crete  to  1.8  cubic 
feet  of  sand  to  6  to  8  gallons  of  water.  Gyp-Crete  has  an 
average  density  of  105  pcf  and  compressive  strength  of 
1000  psi. 

Gyp-Crete  is  a  component  of  the  one  hour  fire  rated  com¬ 
bustible,  unrestrained,  sound  transmission  class  rated,  floor¬ 
ceiling  assemblies  specified  by  Underwriters’  Laboratories 
Design  Nos.  L512  and  L514.  The  assemblies  consist  of  finish 
floorings,  thick  Gyp-Crete  subflooring  (U.L.  require¬ 
ment  of  minimum  compressive  strength — 1000  psi),  2"  x  10" 
wood  joists  spaced  16"  on  centers,  cross  bridging  of  the 
joists,  and  thick  gypsum  wallboard  under  the  joists. 
INSPECTION  AND  TEST:  The  assemblies  have  been 
tested  and  approved  with  one  hour,  unrestrained  fire  ratings 
by  Underwriters’  Laboratories  (File  R8477),  and  have  been 
tested  and  appro’/ed  with  sound  transmission  class  ratings  of 
60  and  55,  respectively,  by  International  Acoustical  Testing 
Laboratories,  Incorporated,  St.  Paul,  Minnesota  (Report 
Nos.  5-761-1  and  5-761-3). 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Gyp-Crete  Floor  Underlayment  as  a 
component  of  one  hour  fire  rated,  combustible,  unrestrained, 
sound  transmission  class  rated,  floor-ceiling  assemblies,  U.L. 
Design  Nos.  L512  and  L514,  under  the  provisions  of  Articles 
5  and  12  and  RS  5  and  12  of  the  Building  Code  of  the  City 
of  New  York,  on  condition  that  all  uses,  locations,  and  instal¬ 
lations  shall  be  shown  to  the  Department  of  Buildings  to 
comply  with  the  applicable  requirements  of  the  Building 
Cede.  Plans  for  each  installation  shall  be  submitted  to  the 
Department  of  Buildings  and  shall  be  labeled :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  1129-78-SM.”  All  litera¬ 
ture,  catalogues,  bulletins,  and  packaging  shall  be  similarly 
labeled. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  produ:t  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls,  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corpo¬ 
rate  name,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1 144-78-SM 

APPLICANT — Allied  Sprinkler  Corporation  for  J.  K.  and 
L.  Trading  Company,  Incorporated,  owner. 


SUBJECT — Grooved  pipe  couplings. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

1 144-78-SM — Allied  Sprinkler  Corporation,  New  York  for 
J.  K.  and  L.  Trading  Company,  Incorporated,  Garden  Grove, 
California,  filed  for  approval  of  Kajo  Model  EM-402  grooved 
couplings  under  the  provisions  of  Articles  16  and  17  and 
RS  16  and  17  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Grooved  pipe  couplings  for  sprinkler 
systems. 

DESCRIPTION :  The  couplings  are  available  for  Schedule 
40  grooved  end  iron  pipe,  such  as  fire  line  pipe,  for  the 
following  sizes :  2",  2 J4",  3",  4",  5",  6",  and  8".  The  coupling 
consists  of  a  rubber  gasket  and  a  malleable  iron  sleeve.  The 
coupling  is  fitted  over  the  grooved  end  and  tightened  by  nut 
and  bolt  on  both  sides.  The  coupling  is  rated  at  175  psi. 
INSPECTION  AND  TEST :  The  coupling  has  been  tested 
and  approved  by  Underwriters’  Laboratories  (File  EX3188). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Kajo  Model  EM-402  grooved  coup¬ 
lings,  sizes  2",  2J4",  3",  4",  5",  6",  and  8",  under  the  provi¬ 
sions  of  Articles  16  and  17  and  RS  16  and  17  of  the  Building 
Code  of  the  City  of  New  York  on  condition  that  all  uses, 
locations,  and  installations  of  the  couplings  shall  comply  with 
the  applicable  requirements  of  the  Building  Code.  The 
couplings  and  their  literature,  catalogues,  bulletins,  and  pack¬ 
aging  shall  be  permanently  labeled :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  1 144-78-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls,  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corporate 
name,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1145-78-SA 

APPLICANT — Dresser  Industries,  Incorporated,  Petroleum 
Equipment  Division,  owner. 

SUBJECT — Motor  fuel  pumps  and  dispensers  for  self-serv¬ 
ice  gasoline  stations. 

APPEARANCES— 

For  Applicant :  W.  T.  Reddish. 
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ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

1 145-78- S  A — Dresser  Industries,  Incorporated,  Petroleum 
Equipment  Division,  Salisbury,  Maryland,  filed  for  approval 
of  Mark  IV,  Mark  VIII,  and  System  90  motor  fuel  pumps 
and  dispensers  under  the  provisions  of  Section  C26-107.2  of 
the  Building  Code  and  Chapter  19  of  the  Administrative 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Motor  fuel  pumps  and  dispensers  for 
self-service  gasoline  stations. 

DESCRIPTION :  The  equipment  components,  specifications, 
and  features  are  as  follows  : 

MARK  IV  POST  PAY  SYSTEM 

Three  parts  to  system — Control  Console,  Junction  Box, 
and  Interconnecting  Cable. 

Control  Consoles.  Models  EMK-E4UC  or  MK-E4UC  suf¬ 
fixed  1  to  7  inclusive  or  EMK-E4UCD-1,  -4,  -5.  May  have 
letter  “M”  preceding  the  final  suffix  number. 

Junction  Box.  Model  MK-EJU-5 

Interconnecting  Cable.  200760 
Mechanical  Dispenser  Systems 
EMK/E4UCM/1 — Resettable  Money  Only 
EMK/E4UCM/2 — Resettable  Money  and  Money  Totalizer 
EMK/E4UCM/3 — Resettable  Money  and  Gallon  Totalizer 
EMK/E4UCM/4 — Resettable  Money  and  Resettable  Gallons 
EMK/E4UCM/5 — Resettable  Gallons  Only 
EMK/E4UCM/6 — Resettable  Gallons  and  Gallon  Totalizer 
EMK/E4UCM/7 — No  Readout — Remote  Authorization  Only 
Electronic  Dispenser  Systems 
EMK/E4CD/1— Resettable  Money  Only 
EMK/E4CD/4 — Resettable  Money  and  Resettable  Gallon 
EMK/E4CD/5 — Resettable  Gallon  Only 

Each  dispenser  has  its  individual  console  allowing  for  an 
economical  way  to  operate  only  one  dispenser.  The  units  can 
be  stacked  up  to  three  high,  however,  for  a  larger  business. 
It  is  equipped  with  the  following  standard  features : 

1.  “Auto-Off-Manual”  keyswitch  will  lock  into  the 
desired  position  to  protect  against  unauthorized  use. 
Auto,  for  console  control,  Manual,  for  continuous  full- 
serve  operation  and  Off  which  will  disconnect  all  power 
to  the  pumps. 

2.  Current  sale  is  displayed  by  a  lighted  digital 
readout,  which  will  reset  with  each  new  sale,  when 
operating  in  auto  position,  and  will  accumulate  sales 
when  operating  in  the  manual  position. 

3.  The  emergency  on-off  switch  will  halt  fuel 
delivery  in  case  of  an  emergency.  The  display  will  retain 
the  sale  at  time  of  shutdown. 

4.  The  start  switch  initiates  or  authorizes  the  dis¬ 
penser  when  in  auto  position.  Without  depressing  the 
start  switch  the  pump  is  locked  out  of  operation. 

5.  The  “Ready”  light  indicates  power  is  applied  to 
the  pump.  It  remains  on  while  the  keyswitch  is  in  the 
manual  position. 

6.  The  “In  Use”  light  confirms  the  fuel  delivery 
process. 

7.  There  are  several  combinations  available  of  the 
resettable  and  accumulative  counters. 

MARK  VIII  PRE  PAY/POST  PAY  SYSTEMS 

Three  parts  to  system — Control  Console,  Junction  Box,  and 
Interconnecting  Cable. 

Control  Consoles.  Models  EMK-E8UCD-1,  -4.  EMK-E8- 
UCM-1,  -4.  EMK-E8U  or  MK-E8U,  suffixed  1  to  7  inclu¬ 
sive. 


EMK-E8UC  or  MK-E8UC,  suffixed  1  to  7  inclusive. 

Junction  Box.  Model  MK-EJU-5,  MK-EJU-2,  MK-EJU- 
3,  MK-EJU-4. 

Interconnecting  Cable.  200760 
Mechanical  Dispenser  Systems 

EMK/E8CM/1— Money  Preset  and  Resettable  Money  Coun¬ 
ter 

EMK/E8CM/4 — Money  Preset,  Resettable  Money  Counter, 
and  Resettable  Gallon  Counter 
Electronic  Dispenser  Systems 

EMK/E8CD/1 — Money  Preset  and  Resettable  Money  Coun¬ 
ter 

EMK/E8CD/4 — Money  Preset,  Resettable  Money  Counter, 
and  Resettable  Gallon  Counter 

EMK/E8CD/5 — Gallon  Preset,  and  Resettable  Gallon 
Counter 

The  Mark  VIII  is  equipped  with  all  of  the  standard  fea¬ 
tures  listed  for  the  Mark  IV  and  the  following  additional 
ones : 

1.  Prepay/postpay  push  button  to  choose  desired 
method  of  operation. 

2.  Preset  counter  with  five  digit  capability. 

3.  The  prepay  feature  gives  the  cashier  confidence  to 
tend  to  other  responsibilities.  It  safeguards  against  ‘gas 
and  go’  customers. 

SYSTEM  90  POSTPAY  CONSOLE 

Consists  of  a  Control  Console,  one  or  two  Distribution 
Boxes,  Power  Supply  Box,  Distribution  Box  Cable,  Power 
Box  Cable,  and  Shielded  Cable. 

Control  Consoles.  Models  CC/SY90UD/6-12,  CC/SY- 
90UM/6-12,  CC/SY90UMD/12. 

Primary  Distribution  Boxes.  Models  DB/SY90UD/1R  to 
/6R  inclusive,  DB/SY90UD/1S  to  /6S  inclusive,  DB/SY90- 
UM/1R  to  /6R  inclusive,  DB/SY90UM/1S  to  /6S  inclusive. 

Secondary  Distribution  Boxes.  Models  DB/SY90UD/7R 
to  /12R  inclusive,  DB/SY90UM/7R  to  /12R  inclusive. 

Power  Box  Cable  No.  200971 

Shielded  Cable  No.  200982 

Distribution  Box  Cable  No.  1-39231 

The  microprocessor  circuitry  provides  many  features  and 
flexibility.  The  system  can  control  from  four  to  twelve  noz¬ 
zles  inclusive,  and  has  the  ability  to  add  more  hoses  (max.  12) 
as  the  installation  expands.  It  has  the  capability  of  monitoring 
24  transactions  at  a  time  by  recalling  previous  sale  and  dis¬ 
playing  the  current  one.  The  standard  features  of  System  90 
are : 

1.  The  Emergency- Stop  keys  will  stop  fuel  delivery 
and  disconnect  pump  motors  and  light  circuits  on  all 
pumps. 

2.  The  Stop  key  alone  will  stop  fuel  delivery  at  a 
selected  nozzle. 

3.  The  Retrieve  key  will  recall  the  previous  sale  of  a 
selected  nozzle  in  dollars  and  gallons. 

4.  Read  Totals  Keyswitch,  when  turned  to  the  on 
position,  and  the  appropriate  keys  are  selected,  will  sup¬ 
ply,  gallon  totals  for  a  maximum  of  four  products,  the 
total  volume  for  all  products  and  the  total  money  for 
all  products. 

5.  Authorize  Key  use  is  necessary  for  pump  operation 
while  in  console  mode. 

6.  Each  pump  has  its  own  Manual- Off-Console 
switch  on  the  primary  and  secondary  distribution  boxes. 
The  Manual  Switch  provides  continuous  power  to  the 
selected  pump  for  full  serve  operations. 

7.  There  is  an  eight  digit  lighted  digital  readout  with 
indicator  lamps  to  confirm  either  a  gallon  or  money  dis¬ 
play. 

8.  Totals  Reset  Keyswitch  is  provided  to  reset  gallon 
totals,  reset  total  money  and  to  prevent  unauthorized  use 
and  accidental  reset. 

INSPECTION  AND  TEST  :  The  equipment  has  been  tested 
and  approved  by  Underwriters’  Laboratories  (File  MH8523). 
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RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Mark  IV,  Mark  VIII,  and  System 
90  motor  fuel  pumps,  with  components  as  listed  above,  for 
self-service  gasoline  stations,  on  condition  that  all  uses,  loca¬ 
tions,  and  installations  of  the  equipment  shall  comply  with 
the  applicable  requirements  of  the  Building  Code  and  Chapter 
19  of  the  Administrative  Code  of  the  City  of  New  York,  Fire 
Department  Directives,  and  the  requirements  of  the  provisions 
of  Intro.  No.  325  of  1978,  the  proposed  Local  Law  before  the 
City  Council  concerning  self-service  gasoline  stations.  The 
equipment  and  its  literature,  catalogues,  bulletins,  and  packag¬ 
ing  shall  be  permanently  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  1145-78-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls,  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corporate 
name,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


1146-78-SA 

APPLICANT — Liberty  Mechanical  Systems,  Incorporated, 
owner. 

SUBJECT — Ovens  for  drying  paints,  enamels,  and  lacquers 
on  steel. 

APPEARANCES— 

For  Applicant :  Stanley  Wald. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1146-78-SA — Liberty  Mechanical  Systems,  Incorporated, 
Jamaica,  New  York,  filed  for  approval  of  Liberty  Mechanical 
Systems  baking  ovens  under  the  provisions  of  Article  7  and 
RS  7  of  the  Building  Code  of  the  City  of  New  York  and  the 
Paint  Spray  Rules  of  the  Board  of  Standards  and  Appeals. 
PROPOSED  USE:  Ovens  for  drying  paints,  enamels,  and 
lacquers  on  steel. 

DESCRIPTION :  The  ovens  are  made  of  double  20  gauge 
steel  panels  filled  with  insulation  and  10  gauge  steel  floors. 
The  heater  is  a  Maxon  Premix  gas  or  combination  gas/oil 
fired  burner  system  previously  approved  by  the  Board  under 
Calendar  Number  203-44-SA.  The  heater  is  connected  to  a 
recirculating  input  fan  which  takes  the  heated  air  and  dis¬ 
charges  it  through  the  ductwork  into  the  oven.  This  ductwork 
and  the  exhaust  ductwork  are  made  of  10  gauge  steel.  The 
exhaust  capacity  is  such  that  the  oven  vapor  concentration  is 


maintained  at  all  times  at  less  than  %  of  the  lower  explosive 
limit  of  the  solvent  being  used. 

The  ovens  are  either  batch  type  or  conveyor  type.  The 
batch  ovens  are  set  on  the  floor.  They  have  vertical  swinging 
doors  equipped  with  explosion-proof  latches.  The  conveyor 
ovens  are  set  on  the  floor,  suspended  from  overhead  supports, 
or  elevated  on  steel  columns.  They  have  openings  through 
which  the  conveyor  passes  and  access  doors  in  the  side,  top, 
or  bottom. 

The  control  system  and  safety  features  consist  of  the 
following : 

1.  Two  low  vacuum  switches,  one  connected  to  the 
suction  side  of  the  exhaust  fan,  the  other  connected  to 
the  suction  side  of  the  heat  input  fan. 

2.  Gas  pressure  regulator  for  main  and  pilot  gas 
lines. 

3.  Maxon  shut-off  valve  for  main  and  pilot  gas  lines. 

4.  Maxon  burner  system. 

5.  Manual  gas  lock. 

6.  Temperature  control  (Partlow). 

7.  High  limit  switch. 

8.  Protecto-Glo  safety  system  (Minneapolis  Honey¬ 
well). 

The  above  components  are  interlocked  with  the  gas  supply 
lines  such  that  in  the  event  of  low  gas  pressure  or  flame  failure, 
the  gas  solenoid  valves  will  close  automatically,  shutting  down 
the  oven.  Also,  in  event  of  electrical  failure  or  low  vacuum 
conditions  caused  by  either  the  exhaust  or  heat  input  fan,  the 
gas  supply  and  oven  will  automatically  shut  down.  The  con¬ 
trols  for  the  exhaust  and  recirculating  fan  are  interlocked 
with  the  gas  supply  lines  so  that  when  gas  is  flowing,  the  fans 
are  in  operation.  The  oven  control  system  has  a  built  in 
purge  cycle  to  provide  a  minimum  of  4  oven  volume  air 
changes  with  fresh  air  before  the  ignition  system  can  be 
energized  and  gas  flow  started.  An  auxiliary  manually  oper¬ 
ated  gas  shutoff  valve  is  located  at  a  minimum  distance  of 
25'-0"  from  oven. 

INSPECTION  AND  TEST:  The  oven  burners  have  been 
previously  approved  by  the  Board  under  Calendar  Number 
203-44-SA.  The  construction,  exhaust  system,  controls,  and 
safety  features  of  the  oven  have  been  certified  to  comply  with 
the  applicable  requirements  of  the  Building  Code  and  the 
Paint  Spray  Rules  of  the  Board  by  Stanley  Wald,  P.E.  No. 
36968,  New  York. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Liberty  Mechanical  Systems  baking 
ovens  for  drying  paints,  enamels,  and  lacquers  on  steel,  on 
condition  that  all  uses,  locations,  and  installations  of  the 
ovens  shall  comply  with  the  applicable  requirements  of  Article 
7  and  RS  7  of  the  Building  Code  and  the  Paint  Spray  Rules 
of  the  Board.  The  ovens  and  their  literature,  catalogues, 
bulletins,  and  packaging  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  1146-78-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls,  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corporate 
name,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


1103-78-SM 

APPLICANT — Simpson  Company,  owner. 

SUBJECT — Metal  connectors. 

APPEARANCES— 

For  Applicant:  Harold  S.  Hillman,  Ben  Bernstein  and  John 
Batjer  (Feldman) 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


1125-78-SM 

APPLICANT — Revere  Copper  and  Brass  Incorporated, 
Rome  Division,  owner. 

SUBJECT— Water  tube. 

APPEARANCES— 

For  Applicant:  Karl  J.  Schedler. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


1003-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
dry  wells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 159  Cedar  Grove  Avenue,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  (tax 
90)  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #697/78,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the 
property,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978  acting  on  N.B.  Applic.  #697/78 
Objection  No.  1  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  3 
inches  of  water  over  the  roof  and  paved  area  and  1  inch  over 
the  unpaved  area ;  same  to  be  verified  by  the  Department  of 


Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  per  cent  of  the  volume  required, 
a  minimum  of  75  per  cent  of  volume  to  be  within  the  dry 
wells ;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer ;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  that  a 
deed  restriction  be  placed  on  the  property,  requiring  that  a 
block  association  be  formed,  which  is  to  be  composed  of  each 
property  owner,  whose  responsibility  is  to  continuously  main¬ 
tain  Cedar  Grove  Court  in  good  working  condition,  including 
all  utilities  and  appurtenances  servicing  the  property  in  Cedar 
Grove  Court ;  that  a  copy  of  the  deed  restriction  be  filed  with 
this  Board  prior  to  the  issuance  of  a  Building  Permit;  that 
the  Certificate  of  Occupancy  shall  indicate  the  libre,  page 
and  date  of  recording  of  the  deed  restriction ;  that  Cedar 
Grove  Court’s  curbs,  sidewalks  and  lighting  shall  be  provided 
in  accordance  with  Department  of  Highway  specifications ; 
that  trees  in  Cedar  Grove  Court  shall  meet  the  specifications 
of  the  Department  of  Parks;  and  on  further  condition  that 
the  building  shall  substantially  conform  to  drawings  marked 
received  “November  9,  1978”,  1  sheet;  “November  27,  1978”, 
1  sheet  and  “January  22,  1979”,  1  sheet  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


1004-78-A 

APPLICANT— Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 157  Cedar  Grove  Avenue,  west 
side,  60.03  New  Dorp,  Borough  of  Staten  Island,  Block 
4089,  Lot  88. 

APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #698/78,  reads : 

“1.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the 
property,  is  contrary  to  Section  PI  10.2(c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  acting  on  N.B.  Applic.  #698/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
3  inches  of  water  over  the  roof  and  paved  area  and  1  inch 
over  the  unpaved  area ;  same  to  be  verified  by  the  Depart¬ 
ment  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  per  cent  of  the 
volume  required,  a  minimum  of  75  per  cent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
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in  the  street  fronting  this  site,  the  structure  then  will  con¬ 
nect  to  such  sewer ;  that  the  dry  wells  will  be  maintained 
in  a  properly  operating  manner ;  that  the  requirements  of 
Local  Law  #7/1974  are  also  waived  as  to  storm  water 
falling  on  the  street  on  which  this  building  fronts  (refer  to 
Corporation  Counsel  opinion  108,539,  dated  September  9, 
1977)  ;  that  a  deed  restriction  be  placed  on  the  property, 
requiring  that  a  block  association  be  formed,  which  is  to  be 
composed  of  each  property  owner,  whose  responsibility  is  to 
continuously  maintain  Cedar  Grove  Court  in  good  working 
condition,  including  all  utilities  and  appurtenances  servicing 
the  property  in  Cedar  Grove  Court ;  that  a  copy  of  the  deed 
restriction  be  filed  with  this  Board  prior  to  the  issuance  of 
a  Building  Permit ;  that  the  Certificate  of  Occupancy  shall 
indicate  the  libre,  page  and  date  of  recording  of  the  deed 
restrictions ;  that  Cedar  Grove  Court’s  curbs,  sidewalks 
and  lighting  shall  be  provided  in  accordance  with  Department 
of  Highway  specifications ;  that  trees  in  Cedar  Grove  Court 
shall  met  the  specifications  of  the  Department  of  Parks ;  and 
on  further  condition  that  the  building  shall  substantially 
conform  to  drawings  marked  received  “November  9,  1978”,  1 
sheet;  “November  27,  1978”,  1  sheet  and  “January  22,  1979”, 
1  sheet  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


1005-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 155  Cedar  Grove  Avenue,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
(tax  87),  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #699/78,  reads : 

“1.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the 
property,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978  acting  on  N.B.  Applic.  #699/78, 
Objection  No.  1  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  volume 
of  the  dry  wells  be  of  sufficient  capacity  to  contain  3  inches 
of  water  over  the  roof  and  paved  area  and  1  inch  over  the 
unpaved  area ;  same  to  be  verified  by  the  Department  of 
Buildings;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  per  cent  of  the  volume  required, 
a  minimum  of  75  per  cent  of  volume  to  be  within  the  dry 
wells ;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewrer ;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 


Counsel  opinion  108,539,  dated  September  9,  1977)  ;  that  a 
deed  restriction  be  placed  on  the  property,  requiring  that  a 
block  association  be  formed,  which  is  to  be  composed  of  each 
property  owner,  whose  responsibility  is  to  continuously  main¬ 
tain  Cedar  Grove  Court  in  good  working  condition,  including 
all  utilities  and  appurtenances  servicing  the  property  in  Cedar 
Grove  Court ;  that  a  copy  of  the  deed  restriction  be  filed  with 
this  Board  prior  to  the  issuance  of  a  Building  Permit;  that 
the  Certificate  of  Occupancy  shall  indicate  the  libre,  page  and 
date  of  recording  of  the  deed  restriction;  that  Cedar  Grove 
Court’s  curbs,  sidewalks  and  lighting  shall  be  provided  in 
accordance  with  Department  of  Highway  specifications;  that 
trees  in  Cedar  Grove  Court  shall  meet  the  specifications  of 
the  Department  of  Parks ;  and  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings  marked 
received  “November  9,  1978”,  1  sheet;  “November  27,  1978”, 
1  sheet  and  “January  22,  1979”,  1  sheet  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


1006-78- A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 153  Cedar  Grove  Avenue,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
(tax  86)  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #700/78,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the 
property,  is  contrary  to  Section  PI  10.2(c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  acting  on  N.B.  Applic.  #700/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
3  inches  of  water  over  the  roof  and  paved  area  and  1  inch 
over  the  unpaved  area ;  same  to  be  verified  by  the  Depart¬ 
ment  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  per  cent  of  the 
volume  required,  a  minimum  of  75  per  cent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  con¬ 
nect  to  such  sewer;  that  the  dry  wells  will  be  maintained 
in  a  properly  operating  manner;  that  the  requirements  of 
Local  Law  #7/1974  are  also  waived  as  to  storm  water 
falling  on  the  street  on  which  this  building  fronts  (refer 
to  Corporation  Counsel  opinion  108,539,  dated  September  9, 
1977)  ;  that  a  deed  restriction  be  placed  on  the  property, 
requiring  that  a  block  association  be  formed,  which  is  to  be 
composed  of  each  property  owner,  whose  responsibility  is  to 
continuously  maintain  Cedar  Grove  Court  in  good  working 
condition,  including  all  utilities  and  appurtenances  servicing 
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the  property  in  Cedar  Grove  Court;  that  a  copy  of  the  deed 
restriction  be  filed  with  this  Board  prior  to  the  issuance  of 
a  Building  Permit;  that  the  Certificate  of  Occupancy  shall 
indicate  the  fibre,  page  and  date  of  recording  of  the  deed 
restriction;  that  Cedar  Grove  Court’s  curbs,  sidewalks  and 
lighting  shall  be  provided  in  accordance  with  Department 
of  Highway  specifications ;  that  trees  in  Cedar  Grove  Court 
shall  meet  the  specifications  of  the  Department  of  Parks; 
and  on  further  condition  that  the  building  shall  substantially 
conform  to  drawings  marked  received  “November  9,  1978’’, 
1  sheet;  “November  27,  1978”,  1  sheet  and  “January  22, 
1979”,  1  sheet  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


1007-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 151  Cedar  Grove  Avenue,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
(tax  85)  New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #701/78,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the 
property,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978  acting  on  N.B.  Applic.  #701/78, 
Objection  No.  1  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  volume 
of  the  dry  wells  be  of  sufficient  capacity  to  contain  3  inches 
of  water  over  the  roof  and  paved  area  and  1  inch  over  the 
unpaved  area;  same  to  be  verified  by  the  Department  of 
Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  per  cent  of  the  volume  required, 
a  minimum  of  75  per  cent  of  volume  to  be  within  the  dry 
wells ;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer ;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  that  a 
deed  restriction  be  placed  on  the  property,  requiring  that  a 
block  association  be  formed,  which  is  to  be  composed  of  each 
property  owner,  whose  responsibility  is  to  continuously  main¬ 
tain  Cedar  Grove  Court  in  good  working  condition,  including 
all  utilities  and  appurtenances  servicing  the  property  in  Cedar 
Grove  Court;  that  a  copy  of  the  deed  restriction  be  filed 
with  this  Board  prior  to  the  issuance  of  a  Building  Permit; 
that  the  Certificate  of  Occupancy  shall  indicate  the  fibre, 
page  and  date  of  recording  of  the  deed  restriction;  that 


Cedar  Grove  Court’s  curbs,  sidewalks  and  lighting  shall  be 
provided  in  accordance  with  Department  of  Highway  speci¬ 
fications  ;  that  trees  in  Cedar  Grove  Court  shall  meet  the 
specifications  of  the  Department  of  Parks;  and  on  further 
condition  that  the  building  shall  substantially  conform  to 
drawings  marked  received  “November  9,  1978”,  1  sheet; 
“November  27,  1978”,  1  sheet  and  “January  22,  1979”,  1 
sheet,  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


1008-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 147  Cedar  Grove  Avenue,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
7,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #702/78,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the 
property,  is  contrary  to  Section  PI  10.2(c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  November  8,  1978,  acting  on  N.B.  Applic. 
#702/78,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condi¬ 
tion  that  the  volume  of  the  dry  wells  be  of  sufficient  ca¬ 
pacity  to  contain  3  inches  of  water  over  the  roof  and  paved 
area  and  1  inch  over  the  unpaved  area;  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids 
of  selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  per  cent 
of  the  volume  required,  a  minimum  of  75  per  cent  of  vol¬ 
ume  to  be  within  the  dry  wells ;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer ;  that  the  dry 
wells  will  be  maintained  in  a  properly  operating  manner ; 
that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which 
this  building  fronts  (refer  to  Corporation  Counsel  opinion 
108,539,  dated  September  9,  1977)  ;  that  a  deed  restriction 
be  placed  on  the  property,  requiring  that  a  block  association 
be  formed,  which  is  to  be  composed  of  each  property  owner, 
whose  responsibility  is  to  continuously  maintain  Cedar  Grove 
Court  in  good  working  condition,  including  all  utilities  and 
appurtenances  servicing  the  property  in  Cedar  Grove  Court ; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit;  that  the  Certifi¬ 
cate  of  Occupancy  shall  indicate  the  fibre,  page  and  date  of 
recording  of  the  deed  restriction ;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  fighting  shall  be  provided  in  accordance 
with  Department  of  Highway  specifications ;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the  De¬ 
partment  of  Parks;  and  on  further  condition  that  the  build- 
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ing  shall  substantially  conform  to  drawings  marked  received 
“November  9,  1978’’,  1  sheet;  “November  27,  1978”,  1  sheet 
and  “January  22,  1979”,  1  sheet,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


1009-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 145  Cedar  Grove  Avenue,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
5,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #703/78,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the 
property,  is  contrary  to  Section  PI  10.2(c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  acting  on  N.B.  Applic.  #703/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
3  inches  of  water  over  the  roof  and  paved  area  and  1  inch 
over  the  unpaved  area;  same  to  be  verified  by  the  Depart¬ 
ment  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  per  cent  of  the 
volume  required,  a  minimum  of  75  per  cent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be 
maintained  in  a  properly  operating  manner ;  that  the  re¬ 
quirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  a  deed  restriction  be  placed  on  the 
property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  ap¬ 
purtenances  servicing  the  property  in  Cedar  Grove  Court ; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit;  that  the  Certifi¬ 
cate  of  Occupancy  shall  indicate  the  libre,  page  and  date  of 
recording  of  the  deed  restriction ;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  lighting  shall  be  provided  in  accordance 
with  Department  of  Highway  specifications;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the  De¬ 
partment  of  Parks ;  and  on  further  condition  that  the  build¬ 
ing  shall  substantially  conform  to  drawings  marked  received 
“November  9,  1978”,  1  sheet ;  “November  27,  1978”,  1  sheet 
and  “January  22,  1979”,  1  sheet,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


1010-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 143  Cedar  Grove  Avenue,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  4, 
New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #704/78,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the 
property,  is  contrary  to  Section  P110.2(c)  RS-16  A.C” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  acting  on  N.B.  Applic.  #704/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  3 
inches  of  water  over  the  roof  and  paved  area  and  1  inch  over 
the  unpaved  area;  same  to  be  verified  by  the  Department  of 
Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  per  cent  of  the  volume  required, 
a  minimum  of  75  per  cent  of  volume  to  be  within  the  dry 
wells ;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer ;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  that  a 
deed  restriction  be  placed  on  the  property,  requiring  that  a 
block  association  be  formed,  which  is  to  be  composed  of  each 
property  owner,  whose  responsibility  is  to  continuously  main¬ 
tain  Cedar  Grove  Court  in  good  working  condition,  including 
all  utilities  and  appurtenances  servicing  the  property  in  Cedar 
Grove  Court ;  that  a  copy  of  the  deed  restriction  be  filed  with 
this  Board  prior  to  the  issuance  of  a  Building  Permit;  that 
the  Certificate  of  Occupancy  shall  indicate  the  fibre,  page 
and  date  of  recording  of  the  deed  restriction;  that  Cedar 
Grove  Court’s  curbs,  sidewalks  and  fighting  shall  be  provided 
in  accordance  with  Department  of  Highway  specifications ; 
that  trees  in  Cedar  Grove  Court  shall  meet  the  specifications 
of  the  Department  of  Parks ;  and  on  further  condition  that 
the  building  shall  substantially  conform  to  drawings  marked 
received  “November  9,  1978”,  1  sheet;  “November  27,  1978”, 
1  sheet  and  “January  22,  1979”,  1  sheet,  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 

1011-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
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PREMISES  AFFECTED — 141  Cedar  Grove  Avenue,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  3, 
New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #7 05/78,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2(c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  acting  on  N.B.  Applic.  #705/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  volume 
of  the  dry  wells  be  of  sufficient  capacity  to  contain  3  inches 
of  water  over  the  roof  and  paved  area  and  1  inch  over  the 
unpaved  area;  same  to  be  verified  by  the  Department  of 
Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  per  cent  of  the  volume  required, 
a  minimum  of  75  per  cent  of  volume  to  be  within  the  dry 
wells ;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  that  a 
deed  restriction  be  placed  on  the  property,  requiring  that  a 
block  association  be  formed,  which  is  to  be  composed  of  each 
property  owner,  whose  responsibility  is  to  continuously  main¬ 
tain  Cedar  Grove  Court  in  good  working  condition,  including 
all  utilities  and  appurtenances  servicing  the  property  in  Cedar 
Grove  Court ;  that  a  copy  of  the  deed  restriction  be  filed  with 
this  Board  prior  to  the  issuance  of  a  Building  Permit;  that 
the  Certificate  of  Occupancy  shall  indicate  the  libre,  page  and 
date  of  recording  of  the  deed  restriction ;  that  Cedar  Grove 
Court’s  curbs,  sidewalks  and  lighting  shall  be  provided  in 
accordance  with  Department  of  Highway  specifications ;  that 
trees  in  Cedar  Grove  Court  shall  meet  the  specifications  of 
the  Department  of  Parks;  and  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings  marked 
received  “November  9,  1978”,  1  sheet;  “November  27,  1978”, 
1  sheet  and  “January  22,  1979”,  1  sheet,  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


1012-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 139  Cedar  Grove  Avenue,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  1, 
New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #706/78,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  acting  on  N.B.  Applic.  #706/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
3  inches  of  water  over  the  roof  and  paved  area  and  1  inch 
over  the  unpaved  area ;  same  to  be  verified  by  the  Department 
of  Buildings ;  that  the  volume  of  voids  of  selected  gravel 
carefully  placed  under  and  to  the  sides  of  the  dry  wells  may 
be  used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  per  cent  of  the  volume  required, 
a  minimum  of  75  per  cent  of  volume  to  be  within  the  dry 
wells ;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer ;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  that  a 
deed  restriction  be  placed  on  the  property,  requiring  that  a 
block  association  be  formed,  which  is  to  be  composed  of  each 
property  owner,  whose  responsibility  is  to  continuously  main¬ 
tain  Cedar  Grove  Court  in  good  working  condition,  including 
all  utilities  and  appurtenances  servicing  the  property  in  Cedar 
Grove  Court ;  that  a  copy  of  the  deed  restriction  be  filed 
with  this  Board  prior  to  the  issuance  of  a  Building  Permit; 
that  the  Certificate  of  Occupancy  shall  indicate  the  libre,  page 
and  date  of  recording  of  the  deed  restriction ;  that  Cedar 
Grove  Court’s  curbs,  sidewalks  and  lighting  shall  be  provided 
in  accordance  with  Department  of  Highway  specifications ; 
that  trees  in  Cedar  Grove  Court  shall  meet  the  specifications 
of  the  Department  of  Parks;  and  on  further  condition  that 
the  building  shall  substantially  conform  to  drawings  marked 
received  “November  9,  1978”,  1  sheet;  “November  27,  1978”, 
1  sheet  and  “January  22,  1979”,  1  sheet,  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


1013-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 10  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  9, 
New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative : .  0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #707/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal  of 
storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  November  8,  1978,  acting  on  N.B.  Applic. 
#707/78,  Objection  Nos.  1A  and  B  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  well  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and  paved 
area  and  1  inch  over  the  unpaved  area;  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids 
of  selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  per  cent 
of  the  volume  required,  a  minimum  of  75  per  cent  of  volume 
to  be  within  the  dry  wells;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner;  and  that  the  require¬ 
ments  of  Local  Law  #7/1974  are  also  waived  as  to  storm 
water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Septem¬ 
ber  9,  1977)  ;  that  Objection  Number  1  A  and  B  is  granted 
under  the  powers  vested  in  the  Board  under  Section  36  of 
the  General  City  Law;  that  a  deed  restriction  be  placed  on 
the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servicing  the  property  in  Cedar  Grove  Court ;  that  a 
copy  of  the  deed  restriction  be  filed  with  this  Board  prior  to 
the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  record¬ 
ing  of  the  deed  restriction ;  that  Cedar  Grove  Court’s  curbs, 
sidewalks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “November 
9,  1978”,  1  sheet,  “November  27,  1978’’,  1  sheet  and  “January 
22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1014-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT— Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 11  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  11, 
New  Dorp,  Borough  of  Staten  Island. 


APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #708/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #708/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the 
roof  and  paved  area  and  1  inch  over  the  unpaved  area ; 
same  to  be  verified  by  the  Department  of  Buildings ;  that  the 
volume  of  voids  of  selected  gravel  carefully  placed  under 
and  to  the  sides  of  the  dry  wells  may  be  used  to  satisfy  the 
required  retained  volume  as  long  as  it  represents  not  more 
than  25  per  cent  of  the  volume  required,  a  minimum  of  75 
per  cent  of  volume  to  be  within  the  dry  wells ;  that  when  a 
storm  sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer;  that  the  dry  wells 
will  be  maintained  in  a  properly  operating  manner;  and  that 
the  requirements  of  Local  Law  #7/1974  are  also  waived  as 
to  st'  rm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  ap¬ 
purtenances  servicing  the  property  in  Cedar  Grove  Court; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit;  that  the  Certifi¬ 
cate  of  Occupancy  shall  indicate  the  libre,  page  and  date  of 
recording  of  the  deed  restriction ;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  lighting  shall  be  provided  in  accordance! 
with  Department  of  Highway  specifications ;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the  De¬ 
partment  of  Parks ;  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  received 
“November  9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet 
and  “January  22,  1979”,  1  sheet,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 

1015-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 
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SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 15  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  12, 
New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #709/78,  reads : 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  November  8,  1978,  acting  on  N.B.  Applic. 
#709/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  volume  of  the  dry  well  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and 
paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings ;  that  the  volume  of 
voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  dry  wells;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer ;  that  the  dry  wells 
will  be  maintained  in  a  properly  operating  manner ;  and  that 
the  requirements  of  Local  Law  #7/1974  are  also  waived  as 
to  storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  (he  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servicing  the  property  in  Cedar  Grove  Court ;  that 
a  copy  of  the  deed  restriction  be  filed  with  this  Board  prior 
to  the  issuance  of  a  Building  Permit ;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  record¬ 
ing  of  the  deed  restriction ;  that  Cedar  Grove  Court’s  curbs, 
sidewalks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “November 
9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 


22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1016-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 17  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  13, 
New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #710/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #710/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to 
be  verified  by  the  Department  of  Buildings ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent  of 
volume  to  be  within  the  dry  wells;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer ;  that  the  dry  wells  will  be 
maintained  in  a  properly  operating  manner ;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Septem¬ 
ber  9,  1977)  ;  that  Objection  Number  1  A  and  B  is  granted 
under  the  powers  vested  in  the  Board  under  Section  36  of 
the  General  City  Law ;  that  a  deed  restriction  be  placed  on 
the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servicing  the  property  in  Cedar  Grove  Court ;  that 
a  copy  of  the  deed  restriction  be  filed  with  this  Board  prior 
to  the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
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Occupancy  shall  indicate  the  libre,  page  and  date  of  recording 
of  the  deed  restriction ;  that  Cedar  Grove  Court’s  curbs,  side¬ 
walks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks  ;  on  further  condition  that  the  building  shall  substan¬ 
tially  conform  to  drawings,  marked  received  “November  9, 
1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January  22, 
1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


1017-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 21  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  15, 
New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #711/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #711/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25  per 
cent  of  the  volume  required,  a  minimum  of  75  per  cent  of 
volume  to  be  within  the  dry  wells ;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer;  that  the  dry  wells  will  be 
maintained  in  a  properly  operating  manner;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Sep¬ 
tember  9,  1977)  ;  that  Objection  Number  1  A  and  B  is  granted 


under  the  powers  vested  in  the  Board  under  Section  36  of 
the  General  City  Law;  that  a  deed  restriction  be  placed  on 
the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appurte¬ 
nances  servicing  the  property  in  Cedar  Grove  Court;  that  a 
copy  of  the  deed  restriction  be  filed  with  this  Board  prior  to 
the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  recording 
of  the  deed  restriction ;  that  Cedar  Grove  Court’s  curbs,  side¬ 
walks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks;  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “November 
9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 
22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1018-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 23  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
16,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #712/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which1  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #712/78,  Objections  Nos.  1  A  and  B  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to 
be  verified  by  the  Department  of  Buildings;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
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of  volume  to  be  within  the  dry  wells ;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer ;  that  the  dry 
wells  will  be  maintained  in  a  properly  operating  manner ; 
and  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  that  Objection  Number  1  A  and  B 
is  granted  under  the  powers  vested  in  the  Board  under 
Section  36  of  the  General  City  Law ;  that  a  deed  restriction 
be  placed  on  the  property,  requiring  that  a  block  association 
be  formed,  which  is  to  be  composed  of  each  property  owner, 
whose  responsibility  is  to  continuously  maintain  Cedar  Grove 
Court  in  good  working  condition,  including  all  utilities  and 
appurtenances  servicing  the  property  in  Cedar  Grove  Court ; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit;  that  the  Certifi¬ 
cate  of  Occupancy  shall  indicate  the  libre,  page  and  date  of 
recording  of  the  deed  restriction ;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  lighting  shall  be  provided  in  accordance 
with  Department  of  Highway  specifications ;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the  De¬ 
partment  of  Parks ;  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  received 
“November  9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet 
and  “January  22,  1979”,  1  sheet,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


1019-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 27  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  17, 
New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #713-78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #713/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it 


hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  dry  wells ;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer;  that  the  dry  wells  will  be 
maintained  in  a  properly  operating  manner;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Sep¬ 
tember  9,  1977)  ;  that  Objection  Number  1  A  and  B  is  granted 
under  the  powers  vested  in  the  Board  under  Section  36  of 
the  General  City  Law;  that  a  deed  restriction  be  placed  on 
the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appurte¬ 
nances  servicing  the  property  in  Cedar  Grove  Court;  that  a 
copy  of  the  deed  restriction  be  filed  with  this  Board  prior  to 
the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  record¬ 
ing  of  the  deed  restriction;  that  Cedar  Grove  Court’s  curbs, 
sidewalks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  further  condition  that  the  building  shall  substan¬ 
tially  conform  to  drawings,  marked  received  “November  9, 
1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January  22, 
1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


1Q20-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 29  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  18, 
New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #714/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
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discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  November  8,  1978,  acting  on  N.B.  Applic. 
#714/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  volume  of  the  dry  well  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and  paved 
area  and  1  inch  over  the  unpaved  area ;  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  per  cent  of 
the  volume  required,  a  minimum  of  75  percent  of  volume  to 
be  within  the  dry  wells  ;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then  will 
connect  to  such  sewer;  that  the  dry  wells  will  be  maintained 
in  a  properly  operating  manner ;  and  that  the  requirements 
of  Local  Law  #7/1974  are  also  waived  as  to  storm  water 
falling  on  the  street  on  which  this  building  fronts  (refer  to 
Corporation  Counsel  opinion  108,539,  dated  September  9, 
1977)  ;  that  Objection  Number  1  A  and  B  is  granted  under 
the  powers  vested  in  the  Board  under  Section  36  of  the  Gen¬ 
eral  City  Law ;  that  a  deed  restriction  be  placed  on  the  prop¬ 
erty,  requiring  that  a  block  association  be  formed,  which  is 
to  be  composed  of  each  property  owner,  whose  responsibility 
is  to  continuously  maintain  Cedar  Grove  Court  in  good  work¬ 
ing  condition,  including  all  utilities  and  appurtenances  serv¬ 
icing  the  property  in  Cedar  Grove  Court ;  that  a  copy  of  the 
deed  restriction  be  filed  with  this  Board  prior  to  the  issuance 
of  a  Building  Permit ;  that  the  Certificate  of  Occupancy  shall 
indicate  the  libre,  page  and  date  of  recording  of  the  deed 
restriction ;  that  Cedar  Grove  Court’s  curbs,  sidewalks  and 
lighting  shall  be  provided  in  accordance  with  Department  of 
Highway  specifications ;  that  trees  in  Cedar  Grove  Court 
shall  meet  the  specifications  of  the  Department  of  Parks ;  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  received  “November  9,  1978”,  1  sheet, 
“November  27,  1978”,  1  sheet  and  “January  22,  1979”,  1  sheet, 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


1021-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 33  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  20, 
New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1787/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 


B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1787/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area;  same  to 
be  verified  by  the  Department  of  Buildings;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  dry  wells ;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer ;  that  the  dry  wells 
will  be  maintained  in  a  properly  operating  manner ;  and  that 
the  requirements  of  Local  Law  #7/1974  are  also  waived  as 
to  storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servicing  the  property  in  Cedar  Grove  Court ;  that  a 
copy  of  the  deed  restriction  be  filed  with  this  Board  prior  to 
the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  recording 
of  the  deed  restriction ;  that  Cedar  Grove  Court’s  curbs,  side¬ 
walks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “November 
9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 
22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1022-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 35  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  21, 
New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1788/78,  reads  : 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1788/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  dry  wells ;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer;  that  the  dry  wells  will  be 
maintained  in  a  properly  operating  manner ;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Sep¬ 
tember  9,  1977)  ;  that  Objection  Number  1  A  and  B  is  granted 
under  the  powers  vested  in  the  Board  under  Section  36  of 
the  General  City  Law;  that  a  deed  restriction  be  placed  on 
the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appurte¬ 
nances  servicing  the  property  in  Cedar  Grove  Court;  that  a 
copy  of  the  deed  restriction  be  filed  with  this  Board  prior  to 
the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  fibre,  page  and  date  of  record¬ 
ing  of  the  deed  restriction;  that  Cedar  Grove  Court’s  curbs, 
sidewalks  and  fighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  further  condition  that  the  building  shall  substan¬ 
tially  conform  to  drawings,  marked  received  “November  9, 
1978’’,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January  22, 
1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


1023-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978— filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 39  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  22, 
New  Dorp,  Borough  of  Staten  Island. 


APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1789/78,  reads: 
“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1789/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area;  same  to  be 
verified  by  the  Department  of  Buildings ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  dry  wells  ;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer;  that  the  dry  wells  will  be 
maintained  in  a  properly  operating  manner;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Sep¬ 
tember  9,  1977)  ;  that  Objection  Number  1  A  and  B  is  granted 
under  the  powers  vested  in  the  Board  under  Section  36  of 
the  General  City  Law;  that  a  deed  restriction  be  placed  on 
the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appurte¬ 
nances  servicing  the  property  in  Cedar  Grove  Court;  that  a 
copy  of  the  deed  restriction  be  filed  with  this  Board  prior  to 
the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  fibre,  page  and  date  of  record¬ 
ing  of  the  deed  restriction;  that  Cedar  Grove  Court’s  curbs, 
sidewalks  and  fighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  further  condition  that  the  building  shall  substan¬ 
tially  conform  to  drawings,  marked  received  “November  9, 
1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January  22, 
1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


1024-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 
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SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 41  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  23, 
New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1790/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1790/78,  Objection  -Nos.  1  A  and  B  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  dry  wells ;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer ;  that  the  dry 
wells  will  be  maintained  in  a  properly  operating  manner ; 
and  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which 
this  building  fronts  (refer  to  Corporation  Counsel  opinion 
108,539,  dated  September  9,  1977)  ;  that  Objection  Number 
1  A  and  B  is  granted  under  the  powers  vested  in  the  Board 
under  Section  36  of  the  General  City  Law ;  that  a  deed 
restriction  be  placed  on  the  property,  requiring  that  a  block 
association  be  formed,  which  is  to  be  composed  of  each 
property  owner,  whose  responsibility  is  to  continuously 
maintain  Cedar  Grove  Court  in  good  working  condition, 
including  all  utilities  and  appurtenances  servicing  the  prop¬ 
erty  in  Cedar  Grove  Court ;  that  a  copy  of  the  deed  re¬ 
striction  be  filed  with  this  Board  prior  to  the  issuance  of  a 
Building  Permit ;  that  the  Certificate  of  Occupancy  shall 
indicate  the  libre,  page  and  date  of  recording  of  the  deed 
restriction ;  that  Cedar  Grove  Court’s  curbs,  sidewalks  and 
lighting  shall  be  provided  in  accordance  with  Department 
of  Highway  specifications ;  that  trees  in  Cedar  Grove  Court 
shall  meet  the  specifications  of  the  Department  of  Parks ; 
on  further  condition  that  the  building  shall  substantially 


conform  to  drawings,  marked  received  “November  9,  1978”, 
1  sheet,  “November  27,  1978”,  1  sheet  and  “January  22,  1979”, 
1  sheet,  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


1025-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 47  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  25, 
New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1791/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  November  8,  1978,  acting  on  N.B.  Applic. 
#1791/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  volume  of  the  dry  well  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and  paved 
area  and  1  inch  over  the  unpaved  area ;  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  per  cent  of  the 
volume  required,  a  minimum  of  75  per  cent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  and  that  the  requirements  of 
Local  Law  #7/1974  are  also  waived  as  to  storm  water  falling 
on  the  street  on  which  this  building  fronts  (refer  to  Corpora¬ 
tion  Counsel  opinion  108,539,  dated  September  9,  1977)  ;  that 
Objection  Number  1  A  and  B  is  granted  under  the  powers 
vested  in  the  Board  under  Section  36  of  the  General  City 
Law ;  that  a  deed  restriction  be  placed  on  the  property, 
requiring  that  a  block  association  be  formed,  which  is  to  be 
composed  of  each  property  owner,  whose  responsibility  is  to 
continuously  maintain  Cedar  Grove  Court  in  good  working 
condition,  including  all  utilities  and  appurtenances  servicing 
the  property  in  Cedar  Grove  Court;  that  a  copy  of  the  deed 
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restriction  be  filed  with  this  Board  prior  to  the  issuance  of 
a  Building  Permit ;  that  the  Certificate  of  Occupancy  shall 
indicate  the  fibre,  page  and  date  of  recording  of  the  deed 
restriction ;  that  Cedar  Grove  Court’s  curbs,  sidewalks  and 
fighting  shall  be  provided  in  accordance  with  Department  of 
Highway  specifications ;  that  trees  in  Cedar  Grove  Court 
shall  meet  the  specifications  of  the  Department  of  Parks ; 
on  further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  received  “November  9,  1978”,  1 
sheet,  “November  27,  1978”,  1  sheet  and  “January  22,  1979”, 
1  sheet,  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


1026-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 49  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  26, 
New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1792/78,  reads : 
“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1792/78,  Objection  Nos.  1  A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area;  same  to 
be  verified  by  the  Department  of  Buildings ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  dry  wells ;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the  struc¬ 
ture  then  will  connect  to  such  sewer ;  that  the  dry  wells  will 
be  maintained  in  a  properly  operating  manner;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Sep¬ 


tember  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servicing  the  property  in  Cedar  Grove  Court;  that 
a  copy  of  the  deed  restriction  be  filed  with  this  Board  prior 
to  the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  fibre,  page  and  date  of  recording 
of  the  deed  restriction ;  that  Cedar  Grove  Court’s  curbs, 
sidewalks  and  fighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks  ;  on  further  condition  that  the  building  shall  substan¬ 
tially  conform  to  drawings,  marked  received  “November  9, 
1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 
22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1027-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 53  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  27, 
New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1793/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1793/78,  Objection  Nos.  1  A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than 
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25  per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  dry  wells;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer ;  that  the  dry 
wells  will  be  maintained  in  a  properly  operating  manner ; 
and  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  that  Objection  Number  1  A  and  B 
,is  granted  under  the  powers  vested  in  the  Board  under 
Section  36  of  the  General  City  Law ;  that  a  deed  restriction 
be  placed  on  the  property,  requiring  that  a  block  association 
be  formed,  which  is  to  be  composed  of  each  property  owner, 
whose  responsibility  is  to  continuously  maintain  Cedar  Grove 
Court  in  good  working  condition,  including  all  utilities  and 
appurtenances  servicing  the  property  in  Cedar  Grove  Court; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit;  that  the  Certifi¬ 
cate  of  Occupancy  shall  indicate  the  libre,  page  and  date  of 
recording  of  the  deed  restriction ;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  lighting  shall  be  provided  in  accordance 
with  Department  of  Highway  specifications ;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the  De¬ 
partment  of  Parks ;  on  f  urther  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  received 
“November  9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet 
and  “January  22,  1979”,  1  sheet,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


1028-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 55  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  28, 
New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1794/78,  reads: 
“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 


Applic.  #1794/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings;  that  the  volume  of 
voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25  per 
cent  of  the  volume  required,  a  minimum  of  75  per  cent  of 
volume  to  be  within  the  dry  wells;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer;  that  the  dry  wells  will  be 
maintained  in  a  properly  operating  manner;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appurte¬ 
nances  servicing  the  property  in  Cedar  Grove  Court;  that  a 
copy  of  the  deed  restriction  be  filed  with  this  Board  prior  to 
the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  recording 
of  the  deed  restriction;  that  Cedar  Grove  Court’s  curbs,  side¬ 
walks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “November 
9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 
22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1029-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 59  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  30, 
New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1795/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 
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2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1795/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings;  that  the  volume  of 
voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25  per 
cent  of  the  volume  required,  a  minimum  of  75  per  cent  of 
volume  to  be  within  the  dry  wells ;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer;  that  the  dry  wells  will  be 
maintained  in  a  properly  operating  manner;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appurte¬ 
nances  servicing  the  property  in  Cedar  Grove  Court;  that  a 
copy  of  the  deed  restriction  be  filed  with  this  Board  prior  to 
the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  recording 
of  the  deed  restriction;  that  Cedar  Grove  Court’s  curbs,  side¬ 
walks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks;  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “November 
9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 
22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1030-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT— Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 61  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  31, 
New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1796/78,  reads: 


“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1796/78,  Objections  Nos.  1  A  and  B  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings;  that  the  volume  of 
voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25  per 
cent  of  the  volume  required,  a  minimum  of  75  per  cent  of 
volume  to  be  within  the  dry  wells ;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer;  that  the  dry  wells  will  be 
maintained  in  a  properly  operating  manner;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appurte¬ 
nances  servicing  the  property  in  Cedar  Grove  Court ;  that  a 
copy  of  the  deed  restriction  be  filed  with  this  Board  prior  to 
the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  recording 
of  the  deed  restriction ;  that  Cedar  Grove  Court’s  curbs,  side¬ 
walks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications;  that  trees  in  Cedai 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “Novembei 
9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 
22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1031-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 65  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
32,  New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1797/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  dry  wells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  November  8,  1978,  acting  on  N.B.  Applic. 
#1797/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  volume  of  the  dry  well  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and  paved 
area  and  1  inch  over  the  unpaved  area ;  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  per  cent  of 
the  volume  required,  a  minimum  of  75  per  cent  of  volume  to 
be  within  the  dry  wells ;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then  will 
connect  to  such  sewer ;  that  the  dry  wells  will  be  maintained 
in  a  properly  operating  manner ;  and  that  the  requirements 
of  Local  Law  #7/1974  are  also  waived  as  to  storm  water 
falling  on  the  street  on  which  this  building  fronts  (refer  to 
Corporation  Counsel  opinion  108,539,  dated  September  9, 
1977)  ;  that  Objection  Number  1  A  and  B  is  granted  under 
the  powers  vested  in  the  Board  under  Section  36  of  the 
General  City  Law ;  that  a  deed  restriction  be  placed  on  the 
property,  requiring  that  a  block  association  be  formed,  which 
is  to  be  composed  of  each  property  owner,  whose  responsi¬ 
bility  is  to  continuously  maintain  Cedar  Grove  Court  in  good 
working  condition,  including  all  utilities  and  appurtenances 
servicing  the  property  in  Cedar  Grove  Court ;  that  a  copy 
of  the  deed  restriction  be  filed  with  this  Board  prior  to  the 
issuance  of  a  Building  Permit;  that  the  Certificate  of  Occu¬ 
pancy  shall  indicate  the  libre,  page  and  date  of  recording  of 
the  deed  restriction ;  that  Cedar  Grove  Court’s  curbs,  side¬ 
walks  and  lighting  shall  be  provided  in  accordance  with  De¬ 
partment  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “November 
9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 
22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1032-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 


use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 67  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
33,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1798/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  November  8,  1978,  acting  on  N.B.  Applic. 
#1798/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  well  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and 
paved  area  and  1  inch  over  the  unpaved  area;  same  to  be 
verified  by  the  Department  of  Buildings ;  that  the  volume  of 
voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  dry  wells ;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer ;  that  the  dry  wells 
will  be  maintained  in  a  properly  operating  manner;  and  that 
the  requirements  of  Local  Law  #7/1974  are  also  waived  as 
to  storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  No.  1  A  and  B  is  granted 
under  the  powers  vested  in  the  Board  under  Section  36  of 
the  General  City  Law ;  that  a  deed  restriction  be  placed  on 
the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servicing  the  property  in  Cedar  Grove  Court ;  that 
a  copy  of  the  deed  restriction  be  filed  with  this  Board  prior 
to  the  issuance  of  a  Building  Permit ;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  recording 
of  the  deed  restriction ;  that  Cedar  Grove  Court’s  curbs,  side¬ 
walks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Cedar  Grove  Court  shall  meet  the  specifications  of  the  De¬ 
part  of  Parks ;  on  further  condition  that  the  building  shall 
substantially  conform  to  drawings,  marked  received  “Novem¬ 
ber  9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “Janu¬ 
ary  22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 
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1033-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 71  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
(tax  35),  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1799/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  November  8,  1978,  acting  on  N.B.  Applic. 
#1799/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  volume  of  the  dry  well  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and  paved 
area  and  1  inch  over  the  unpaved  area ;  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids 
of  selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  per 
cent  of  the  volume  required,  a  minimum  of  75  per  cent  of 
volume  to  be  within  the  dry  wells ;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer ;  that  the  dry  wells  will  be 
maintained  in  a  properly  operating  manner ;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servicing  the  property  in  Cedar  Grove  Court;  that 
a  copy  of  the  deed  restriction  be  filed  with  this  Board  prior 
to  the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  recording 
of  the  deed  restriction ;  that  Cedar  Grove  Court’s  curbs, 
sidewalks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications;  that  trees  in  Cedar 


Grove  Court  shall  meet  the  specification  of  the  Department 
of  Parks;  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “November 
9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 
22,  1979”,  1  s.ieet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1034-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 73  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
(tax  36),  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1800/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  November  8,  1978,  acting  on  N.B.  Applic. 
#1800/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  volume  of  the  dry  well  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and  paved 
area  and  1  inch  over  the  unpaved  area ;  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  leng  as  it  represents  not  more  than  25  per  cent  of  the 
volume  required,  a  minimum  of  75  per  cent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  and  that  the  requirements  of 
Local  Law  #7/1974  are  also  waived  as  to  storm  water  fall¬ 
ing  on  the  street  on  which  this  building  fronts  (refer  to  Cor¬ 
poration  Counsel  opinion  108,539,  dated  September  9,  1977)  ; 
that  Objection  Number  1  A  and  B  is  granted  under  the 
powers  vested  in  the  Board  under  Section  36  of  the  General 
City  Law ;  that  a  deed  restriction  be  placed  on  the  property, 
requiring  that  a  block  association  be  formed,  which  is  to  be 
composed  of  each  property  owner,  whose  responsibility  is  to 
continuously  maintain  Cedar  Grove  Court  in  good  working 
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condition,  including  all  utilities  and  appurtenances  servicing 
the  property  in  Cedar  Grove  Court ;  that  a  copy  of  the  deed 
restriction  be  filed  with  this  Board  prior  to  the  issuance  of 
a  Building  Permit;  that  the  Certificate  of  Occupancy  shall 
indicate  the  fibre,  page  and  date  of  recording  of  the  deed 
restriction ;  that  Cedar  Grove  Court’s  curbs,  sidewalks  and 
fighting  shall  be  provided  in  accordance  with  Department  of 
Highway  specifications ;  that  trees  in  Cedar  Grove  Court 
shall  meet  the  specifications  of  the  Department  of  Parks ; 
on  further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  received  “November  9,  1978”,  1 
sheet,  “November  27,  1978”,  1  sheet  and  “January  22,  1979”, 
1  sheet,  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


1035-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 83  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
40,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1801/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  November  8,  1978,  acting  on  N.B.  Applic. 
#1801/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  volume  of  the  dry  well  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and  paved 
area  and  1  inch  over  the  unpaved  area ;  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  per  cent  of  the 
volume  required,  a  minimum  of  75  per  cent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  and  that  the  requirements  of 
Local  Law  #7/1974  are  also  waived  as  to  storm  water  fall¬ 


ing  on  the  street  on  which  this  building  fronts  (refer  to  Cor¬ 
poration  Counsel  opinion  108,539,  dated  September  9,  1977)  ; 
that  Objection  Number  1  A  and  B  is  granted  under  the  pow¬ 
ers  vested  in  the  Board  under  Section  36  of  the  General  City 
Law ;  that  a  deed  restriction  be  placed  on  the  property,  re¬ 
quiring  that  a  block  association  be  formed,  which  is  to  be 
composed  of  each  property  owner,  whose  responsibility  is  to 
continuously  maintain  Cedar  Grove  Court  in  good  working 
condition,  including  all  utilities  and  appurtenances  servicing 
the  property  in  Cedar  Grove  Court ;  that  a  copy  of  the  deed 
restriction  be  filed  with  this  Board  prior  to  the  issuance  of 
a  Building  Permit ;  that  the  Certificate  of  Occupancy  shall 
indicate  the  fibre,  page  and  date  of  recording  of  the  deed 
restriction ;  that  Cedar  Grove  Court’s  curbs,  sidewalks  and 
fighting  shall  be  provided  in  accordance  with  Department  of 
Highway  specifications ;  that  trees  in  Cedar  Grove  Court 
shall  meet  the  specifications  of  the  Department  of  Parks ; 
on  further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  received  “November  9,  1978”,  1 
sheet,  “November  27.  1978”,  1  sheet  and  “January  22,  1979”, 
1  sheet,  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


1036-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 85  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
41,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1802/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1802/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of  suf¬ 
ficient  capacity  to  contain  3  inches  of  water  over  the  roof  and 
paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
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sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  dry  wells;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the  struc¬ 
ture  then  will  connect  to  such  sewer ;  that  the  dry  wells  will 
be  maintained  in  a  properly  operating  manner  ;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  Number  1A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be 
formed,  which  is  to  be  composed  of  each  property  owner, 
whose  responsibility  is  to  continuously  maintain  Cedar  Grove 
Court  in  good  working  condition,  including  all  utilities  and 
appurtenances  servicing  the  property  in  Cedar  Grove  Court ; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit;  that  the  Certifi¬ 
cate  of  Occupancy  shall  indicate  the  libre,  page  and  date  of 
recording  of  the  deed  restriction;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  lighting  shall  be  provided  in  accordance 
with  Department  of  Highway  specifications ;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the 
Department  of  Parks ;  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  received 
“November  9,  1978’’,  1  sheet,  “November  27,  1978”,  1  sheet 
and  “January  22,  1979”,  1  sheet,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


1037-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 

owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 87  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
42,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1803/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1803/78,  Objection  Nos.  1  A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings;  that  the  volume  of 
voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  dry  wells ;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the  struc¬ 
ture  then  will  connect  to  such  sewer ;  that  the  dry  wells  will 
be  maintained  in  a  properly  operating  manner ;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servicing  the  property  in  Cedar  Grove  Court ;  that 
a  copy  of  the  deed  restriction  be  filed  with  this  Board  prior 
to  the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  recording 
of  the  deed  restriction ;  that  Cedar  Grove  Court’s  curbs, 
sidewalks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “November 
9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 
22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1038-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 91  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  43, 
New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1804/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 
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2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  wh'lch 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  November  8,  1978,  acting  on  N.B.  Applic. 
#1804/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  volume  of  the  dry  well  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and  paved 
area  and  1  inch  over  the  unpaved  area;  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  per  cent  of  the 
volume  required,  a  minimum  of  75  per  cent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  and  that  the  requirements  of 
Local  Law  #7/1974  are  also  waived  as  to  storm  water  fall¬ 
ing  on  the  street  on  which  this  building  fronts  (refer  to 
Corporation  Counsel  opinion  108,539,  dated  September  9, 
1977)  ;  that  Objection  Number  1  A  and  B  is  granted  under 
the  powers  vested  in  the  Board  under  Section  36  of  the  Gen¬ 
eral  City  Law ;  that  a  deed  restriction  be  placed  on  the  prop¬ 
erty,  requiring  that  a  block  association  be  formed,  which  is 
to  be  composed  of  each  property  owner,  whose  responsibility 
is  to  continuously  maintain  Cedar  Grove  Court  in  good  work¬ 
ing  condition,  including  all  utilities  and  appurtenances  serv¬ 
icing  the  property  in  Cedar  Grove  Court;  that  a  copy  of  the 
deed  restriction  be  filed  with  this  Board  prior  to  the  issuance 
of  a  Building  Permit;  that  the  Certificate  of  Occupancy  shall 
indicate  the  libre,  page  and  date  of  recording  of  the  deed 
restriction ;  that  Cedar  Grove  Court’s  curbs,  sidewalks  and 
lighting  shall  be  provided  in  accordance  with  Department  of 
Highway  specifications ;  that  trees  in  Cedar  Grove  Court  shall 
meet  the  specifications  of  the  Department  of  Parks ;  on  further 
condition  that  the  building  shall  substantially  conform  to 
drawings,  marked  received  “November  9,  1978”,  1  sheet, 
“November  27,  1978”,  1  sheet  and  “January  22,  1979”,  1  sheet, 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


1039-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 93  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
45,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1805/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 


A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #  1805/78,  Objection  Nos.  1A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the 
roof  and  paved  area  and  1  inch  over  the  unpaved  area ; 
same  to  be  verified  by  the  Department  of  Buildings ;  that 
the  volume  of  voids  of  selected  gravel  carefully  placed  under 
and  to  the  sides  of  the  dry  wells  may  be  used  to  satisfy  the 
required  retained  volume  as  long  as  it  represents  not  more 
than  25  per  cent  of  the  volume  required,  a  minimum  of  75 
per  cent  of  volume  to  be  within  the  dry  wells ;  that  when  a 
storm  sewer  is  constructed  in  the  street  fronting  this  site, 
the  structure  then  will  connect  to  such  sewer ;  that  the  dry 
wells  will  be  maintained  in  a  properly  operating  manner ; 
and  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which 
this  building  fronts  (refer  to  Corporation  Counsel  opinion 
108,539,  dated  September  9,  1977)  ;  that  Objection  Number 
1A  and  B  is  granted  under  the  powers  vested  in  the  Board 
under  Section  36  of  the  General  City  Law ;  that  a  deed 
restriction  be  placed  on  the  property,  requiring  that  a  block 
association  be  formed,  which  is  to  be  composed  of  each 
property  owner,  whose  responsibility  is  to  continuously 
maintain  Cedar  Grove  Court  in  good  working  condition, 
including  all  utilities  and  appurtenances  servicing  the  prop¬ 
erty  in  Cedar  Grove  Court ;  that  a  copy  of  the  deed  restric¬ 
tion  be  filed  with  this  Board  prior  to  the  issuance  of  a 
Building  Permit ;  that  the  Certificate  of  Occupancy  shall 
indicate  the  libre,  page  and  date  of  recording  of  the  deed 
restriction;  that  Cedar  Grove  Court’s  curbs,  sidewalks  and 
lighting  shall  be  provided  in  accordance  with  Department 
of  Highway  specifications ;  that  trees  in  Cedar  Grove  Court 
shall  meet  the  specifications  of  the  Department  of  Parks ; 
on  further  condition  that  the  buildings  shall  substantially 
conform  to  drawings,  marked  received  “November  9,  1978”, 
1  sheet,  “November  27,  1978”,  1  sheet  and  “January  22, 
1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


1040-78- A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 97  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
46,  New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ......  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1806/78,  reads: 
“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1806/78,  Objection  Nos.  1  A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings ;  that  the  volume  of 
voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  dry  wells ;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer ;  that  the  dry  wells 
will  be  maintained  in  a  properly  operating  manner ;  and  that 
the  requirements  of  Local  Law  #7/1974  are  also  waived  as 
to  storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servicing  the  property  in  Cedar  Grove  Court;  that 
a  copy  of  the  deed  restriction  be  filed  with  this  Board  prior 
to  the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  fibre,  page  and  date  of  recording 
of  the  deed  restriction ;  that  Cedar  Grove  Court’s  curbs, 
sidewalks  and  fighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  further  condition  that  the  building  shall  substan¬ 
tially  conform  to  drawings,  marked  received  “November  9, 
1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January  22, 
1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


1041-78-A 

APPLICANT— Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 


Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 99  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
47,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  THE  BOARD- — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1807/78,  reads: 
“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  November  8,  1978,  acting  on  N.B.  Applic. 
#1807/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  well  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and  paved 
area  and  1  inch  over  the  unpaved  area ;  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids 
of  selected  gravel  carefully  placed  under  and  to  the  sides  of 
t'  e  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  per  cent  of 
the  volume  required,  a  minimum  of  75  per  cent  of  volume  to 
be  within  the  dry  wells ;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner;  and  that  the  require¬ 
ments  of  Local  Law  #7/1974  are  also  waived  as  to  storm 
w  ter  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Septem¬ 
ber  9,  1977)  ;  that  Objection  Number  1  A  and  B  is  granted 
under  the  powers  vested  in  the  Board  under  Section  36  of 
the  General  City  Law ;  that  a  deed  restriction  be  placed  on 
the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appur- 
tenarces  servicing  the  property  in  Cedar  Grove  Court;  that 
a  copy  of  the  deed  restriction  be  filed  with  this  Board  prior 
to  the  issuance  of  a  Building  Permit ;  that  the  Certificate  of 
Occupancy  shall  indicate  the  fibre,  page  and  date  of  record¬ 
ing  of  the  deed  restriction ;  that  Cedar  Grove  Court’s  curbs, 
sidewalks  and  fighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “November 
9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 
22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 
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1042-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 101  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
48,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1808/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1808/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings;  that  the  volume  of 
voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 

retained  volume  as  long  as  it  represents  not  more  than  25 

per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 

of  volume  to  be  within  the  dry  wells;  that  when  a  storm 

sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer ;  that  the  dry 
wells  will  be  maintained  in  a  properly  operating  manner; 
and  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  that  Objection  Number  1  A  and  B 
is  granted  under  the  powers  vested  in  the  Board  under 
Section  36  of  the  General  City  Law;  that  a  deed  restriction 
be  placed  on  the  property,  requiring  that  a  block  association 
be  formed,  which  is  to  be  composed  of  each  property  owner, 
whose  responsibility  is  to  continuously  maintain  Cedar  Grove 
Court  in  good  working  condition,  including  all  utilities  and 
appurtenances  servicing  the  property  in  Cedar  Grove  Court; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit;  that  the  Certifi¬ 
cate  of  Occupancy  shall  indicate  the  libre,  page  and  date  of 
recording  of  the  deed  restriction;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  lighting  shall  be  provided  in  accordance 


with  Department  of  Highway  specifications ;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the  De¬ 
partment  of  Parks;  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  received 
“November  9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet 
and  “January  22,  1979”,  1  sheet,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


1043-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 105  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  50, 
New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1809/78,  reads: 
“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1809/78,  Objection  Nos.  1  A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area;  same  to 
be  verified  by  the  Department  of  Buildings ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent  of 
volume  to  be  within  the  dry  wells ;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer;  that  the  dry  wells  will  be 
maintained  in  a  properly  operating  manner ;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
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responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servicing  the  property  in  Cedar  Grove  Court ;  that 
a  copy  of  the  deed  restriction  be  filed  with  this  Board  prior 
to  the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  recording 
of  the  deed  restriction;  that  Cedar  Grove  Court's  curbs, 
sidewalks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  farther  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “November 
9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 
22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1044-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 107  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
51,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1810/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  November  8,  1978,  acting  on  N.B.  Applic. 
#1810/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  well  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and  paved 
area  and  1  inch  over  the  unpaved  area ;  same  to  be  verified  by 
the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  per  cent  of 
the  volume  required,  a  minimum  of  75  per  cent  of  volume  to 
be  within  the  dry  wells ;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner ;  and  that  the  require¬ 
ments  of  Local  Law  #7/1974  are  also  waived  as  to  storm 


water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Septem¬ 
ber  9,  1977)  ;  that  Objection  Number  1  A  and  B  is  granted 
under  the  powers  vested  in  the  Board  under  Section  36  of 
the  General  City  Law ;  that  a  deed  restriction  be  placed  on 
the  property  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servcing  the  property  in  Cedar  Grove  Court;  that 
a  copy  of  the  deed  restriction  be  filed  with  this  Board  prior 
to  the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  recording 
of  the  deed  restriction ;  that  Cedar  Grove  Court’s  curbs,  side¬ 
walks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “November 
9.  1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 
22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1045-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 111  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
52,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
TP1E  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1811/78,  reads: 
“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1811/78,  Objection  Nos.  1A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  drywell  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings;  that  the  volume  of 
voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
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retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  dry  wells;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the  struc¬ 
ture  then  will  connect  to  such  sewer;  that  the  dry  wells  will 
be  maintained  in  a  properly  operating  manner;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  No.  1  A  and  B  is  granted 
under  the  powers  vested  in  the  Board  under  Section  36  of 
the  General  City  Law;  that  a  deed  restriction  be  placed  on 
the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servicing  the  property  in  Cedar  Grove  Court;  that 
a  copy  of  the  deed  restriction  be  filed  with  this  Board  prior 
to  the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  recording 
of  the  deed  restriction;  that  Cedar  Grove  Court’s  curbs, 
sidewalks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks;  on  further  condition  that  the  building  shall  substan¬ 
tially  conform  to  drawings,  marked  received  “November  9, 
1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 
22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1046-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9, 1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 115  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
53,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1812/78,  reads  : 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 


Applic.  #1812/78,  Objection  Nos.  1A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings ;  that  the  volume  of 
voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent  of 
volume  to  be  within  the  dry  wells ;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer ;  that  the  dry  wells  will  be 
maintained  in  a  properly  operating  manner ;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  ap¬ 
purtenances  servicing  the  property  in  Cedar  Grove  Court; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit;  that  the  Cer¬ 
tificate  of  Occupancy  shall  indicate  the  libre,  page  and  date 
of  recording  of  the  deed  restriction ;  that  Cedar  Grove 
Court’s  curbs,  sidewalks  and  lighting  shall  be  provided  in 
accordance  with  Department  of  Highway  specifications ; 
that  trees  in  Cedar  Grove  Court  shall  meet  the  specifications 
of  the  Department  of  Parks ;  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings,  marked 
received  “November  9,  1978”,  1  sheet,  “November  27,  1978”, 
1  sheet  and  “January  22,  1979”,  1  sheet,  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


1047-78-A 

APPLICANT— Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 117  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
54,  New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1813/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
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discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1813/78,  Objection  Nos.  1A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  volume  of  the  dry  well  be 
of  sufficient  capacity  to  contain  3  inches  of  water  over  the 
roof  and  paved  area  and  1  inch  over  the  unpaved  area ;  same 
to  be  verified  by  the  Department  of  Buildings ;  that  the 
volume  of  voids  of  selected  gravel  carefully  placed  under  and 
to  the  sides  of  the  dry  wells  may  be  used  to  satisfy  the 
required  retained  volume  as  long  as  it  represents  not  more 
than  25  per  cent  of  the  volume  required,  a  minimum  of  75 
per  cent  of  volume  to  be  within  the  dry  wells;  that  when  a 
storm  sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer ;  that  the  dry  wells 
will  be  maintained  in  a  properly  operating  manner;  and  that 
the  requirements  of  Local  Law  #7/1974  are  also  waived 
as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  that  Objection  Number  1  A  and  B 
is  granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose  respon¬ 
sibility  is  to  continuously  maintain  Cedar  Grove  Court  in 
good  working  condition,  including  all  utilities  and  ap¬ 
purtenances  servicing  the  property  in  Cedar  Grove  Court ; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit;  that  the  Cer¬ 
tificate  of  Occupancy  shall  indicate  the  fibre,  page  and  date 
of  recording  of  the  deed  restriction;  that  Cedar  Grove 
Court’s  curbs,  sidewalks  and  fighting  shall  be  provided  in 
accordance  with  Department  of  Highway  specifications;  that 
trees  in  Cedar  Grove  Court  shall  meet  the  specifications  of 
the  Department  of  Parks ;  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings,  marked 
received  “November  9,  1978’’,  1  sheet,  “November  27,  1978”, 
1  sheet  and  “January  22,  1979”,  1  sheet,  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


1048-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 127  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
55,  New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1814/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 


B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1814/73,  Objection  Nos.  1A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  volume  of  the  dry  well  be 
of  suffi:  ient  capacity  to  contain  3  inches  of  water  over  the 
roof  and  paved  area  and  1  inch  over  the  unpaved  area ;  same 
to  be  verified  by  the  Department  of  Buildings ;  that  the 
volume  of  voids  of  selected  gravel  carefully  placed  under  and 
to  the  sides  of  the  dry  wells  may  be  used  to  satisfy  the 
required  retained  volume  as  long  as  it  represents  not  more 
than  25  per  cent  of  the  volume  required,  a  minimum  of  75 
per  cent  of  volume  to  be  within  the  dry  wells ;  that  when  a 
storm  sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  t’  .en  will  connect  to  such  sewer ;  that  the  dry  wells 
will  be  maintained  in  a  properly  operating  manner ;  and  that 
the  requirements  of  Local  Law  #7/1974  are  also  waived 
as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  that  Objection  Number  1  A  and  B 
is  granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose  respon¬ 
sibility  is  to  continuously  maintain  Cedar  Grove  Court  in 
good  working  condition,  including  all  utilities  and  ap¬ 
purtenances  servicing  the  property  in  Cedar  Grove  Court; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit ;  that  the  Cer¬ 
tificate  of  Occupancy  shall  indicate  the  fibre,  page  and  date 
of  recording  of  the  deed  restriction ;  that  Cedar  Grove 
Court’s  curbs,  sidewalks  and  fighting  shall  be  provided  in 
accordance  with  Department  of  Highway  specifications ;  that 
trees  in  Cedar  Grove  Court  shall  meet  the  specifications  of 
the  Department  of  Parks ;  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings,  marked 
received  “November  9,  1978”,  1  sheet,  “November  27,  1978”, 
1  sheet  and  “January  22,  1979”,  1  sheet,  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


1049-78- A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 129  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
56,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1815/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1815/78,  Objection  Nos.  1A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area;  same 
to  be  vertified  by  the  Department  of  Buildings ;  that  the 
volume  of  voids  of  selected  gravel  carefully  placed  under 
and  to  the  sides  of  the  dry  wells  may  be  used  to  satisfy  the 
required  retained  volume  as  long  as  it  represents  not  more 
than  25  per  cent  of  the  volume  required,  a  minimum  of  75 
per  cent  of  volume  to  be  within  the  dry  wells ;  that  when 
a  storm  sewer  is  constructed  in  the  street  fronting  this  site, 
the  structure  then  will  connect  to  such  sewer ;  that  the  dry 
wells  will  be  maintained  in  a  properly  operating  manner ; 
and  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  that  Objection  Number  1A  and  B 
is  granted  under  the  powers  vested  in  the  Board  under  Sec¬ 
tion  36  of  the  General  City  Law ;  that  a  deed  restriction  be 
placed  on  the  property,  requiring  that  a  block  association  be 
formed,  which  is  to  be  composed  of  each  property  owner, 
whose  responsibility  is  to  continuously  maintain  Cedar  Grove 
Court  in  good  working  condition,  including  all  utilities  and 
appurtenances  servicing  the  property  in  Cedar  Grove  Court ; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit;  that  the  Certifi¬ 
cate  of  Occupancy  shall  indicate  the  libre,  page  and  date  of 
recording  of  the  deed  restriction;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  lighting  shall  be  provided  in  accordance 
with  Department  of  Highway  specifications ;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the 
Department  of  Parks ;  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  received 
“November  9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet 
and  “January  22,  1979”,  1  sheet  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


1050-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 133  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
57,  New  Dorp,  Borough  of  Staten  Island. 


APPEARA.NCES — 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1816/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1816/78,  Objection  Nos.  1A  and  B  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  drywell  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings ;  that  the  volume  of 
voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  drywells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  drywells ;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer;  that  the  drywells 
will  be  maintained  in  a  properly  operating  manner;  and  that 
the  requirements  of  Local  Law  #7/1974  are  also  waived  as 
to  storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  No.  1  A  and  B  is  granted 
under  the  powers  vested  in  the  Board  under  Section  36  of  the 
General  City  Law;  that  a  deed  restriction  be  placed  on  the 
property,  requiring  that  a  block  association  be  formed,  which 
is  to  be  composed  of  each  property  owner,  whose  responsi¬ 
bility  is  to  continuously  maintain  Cedar  Grove  Court  in 
good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servicing  the  property  in  Cedar  Grove  Court;  that 
a  copy  of  the  deed  restriction  be  filed  with  this  Board  prior 
to  the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  recording 
of  the  deed  restriction;  that  Cedar  Grove  Court’s  curbs, 
sidewalks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks;  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “November 
9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 
22,  1979”,  1  sheet  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1051-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 
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SUBJECT — Application  November  9, 1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 135  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  58, 
New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1817/78,  reads  : 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1817/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings;  that  the  volume  of 
voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  dry  wells ;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the  struc¬ 
ture  then  will  connect  to  such  sewer ;  that  the  dry  wells  will 
be  maintained  in  a  properly  operating  manner ;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  ap¬ 
purtenances  servicing  the  property  in  Cedar  Grove  Court; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit ;  that  the  Certifi¬ 
cate  of  Occupancy  shall  indicate  the  libre,  page  and  date  of 
recording  of  the  deed  restriction ;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  lighting  shall  be  provided  in  accordance 
with  Department  of  Highway  specifications;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the 
Department  of  Parks ;  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  received 


“November  9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet 
and  “January  22,  1979”,  1  sheet  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


1052-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT— Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 139  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
1-90  (Tax  60),  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1818/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1818/78,  Objection  Nos.  1  A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to 
be  verified  by  the  Department  of  Buildings;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than 
25  per  cent  of  the  volume  required,  a  minimum  of  75 
per  cent  of  volume  to  be  within  the  dry  wells ;  that  when 
a  storm  sewer  is  constructed  in  the  street  fronting  this  site, 
the  structure  then  will  connect  to  such  sewer;  that  the  dry 
wells  will  be  maintained  in  a  properly  operating  manner ; 
and  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  that  Objection  Number  1  A  and  B 
is  granted  under  the  powers  vested  in  the  Board  under  Sec¬ 
tion  36  of  the  General  City  Law ;  that  a  deed  restriction  be 
placed  on  the  property,  requiring  that  a  block  association  be 
formed,  which  is  to  be  composed  of  each  property  owner, 
whose  responsibility  is  to  continuously  maintain  Cedar  Grove 
Court  in  good  working  condition,  including  all  utilities  and 
appurtenances  servicing  the  property  in  Cedar  Grove  Court; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
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prior  to  the  issuance  of  a  Building  Permit;  that  the  Certifi¬ 
cate  of  Occupancy  shall  indicate  the  libre,  page  and  date  of 
recording  of  the  deed  restriction;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  lighting  shall  be  provided  in  accordance 
with  Department  of  Highway  specifications ;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the 
Department  of  Parks ;  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  received 
“November  9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet 
and  “January  22,  1979”,  1  sheet  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


1053-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 141  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  61, 
New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1819/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1819/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  drywell  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings ;  that  the  volume  of 
voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  drywells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  drywells ;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer;  that  the  drywells 
will  be  maintained  in  a  properly  operating  manner;  and  that 
the  requirements  of  Local  Law  #7/1974  are  also  waived  as 
to  storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  Nos.  1  A  and  B  is  granted 


under  the  powers  vested  in  the  Board  under  Section  36  of 
the  General'  City  Law ;  that  a  deed  restriction  be  placed  on 
the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servicing  the  property  in  Cedar  Grove  Court ;  that  a 
copy  of  the  deed  restriction  be  filed  with  this  Board  prior  to 
the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  recording 
of  the  deed  restriction;  that  Cedar  Grove  Court’s  curbs, 
sidewalks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  further  condition  that  the  building  shall  substan¬ 
tially  conform  to  drawings,  marked  received  “November  9, 
1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January  22, 
1979”,  1  sheet, _  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 

1054-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 145  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  62, 
New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1820/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #  1820/78,  Objection  Nos.  1  A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to 
be  verified  by  the  Department  of  Buildings ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
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of  volume  to  be  within  the  dry  wells ;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer ;  that  the  dry  wells 
will  be  maintained  in  a  properly  operating  manner ;  and  that 
the  requirements  of  Local  L^w  #7/1974  are  also  waived 
as  to  storm  water  failing  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  tire  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  ap¬ 
purtenances  servicing  the  property  in  Cedar  Grove  Court ; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  ths  issuance  of  a  Building  Permit;  that  the  Certifi¬ 
cate  of  Occupancy  shall  indicate  the  libre,  page  and  date  of 
recording  of  the  deed  restriction ;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  lighting  shall  be  provided  in  accordance 
with  Department  of  Highway  specifications ;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the 
Department  of  Parks;  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  received 
“November  9,  1978’’,  1  sheet,  “November  27,  1978”,  1  sheet 
and  “January  22,  1979”,  1  sheet,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 

1055-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 147  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  63, 
New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1821/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #  1821/78,  Objection  Nos.  1  A  and  B  and  2  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  drywell  be  of 


sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings;  that  the  volume  of 
voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  drywells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  drywells ;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  drywells  will  be  main¬ 
tained  in  a  properly  operating  manner;  and  that  the  require¬ 
ments  of  Local  Law  #7/1974  are  also  waived  as  to  storm 
water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Septem¬ 
ber  9,  1977)  ;  that  Objection  Nos.  1  A  and  B  is  granted 
under  the  powers  vested  in  the  Board  under  Section  36  of 
the  General  City  Law;  that  a  deed  restriction  be  placed  on 
the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servicing  the  property  in  Cedar  Grove  Court ;  that  a 
copy  of  the  deed  restriction  be  filed  with  this  Board  prior  to 
the  issuance  of  a  Building  Permit ;  that  the  Certificate  of 
Oc  upancy  shall  indicate  the  libre,  page  and  date  of  recording 
of  the  deed  restriction;  that  Cedar  Grove  Court’s  curbs, 
sidewalks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “November 
9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 
22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1056-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 151  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
65,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1822/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 
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Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1822/78,  Objection  Nos.  1  A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area;  same  to 
be  verified  by  the  Department  of  Buildings ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than 
25  per  cent  of  the  volume  required,  a  minimum  of  75 
per  cent  of  volume  to  be  within  the  dry  wells ;  that  when 
a  storm  sewer  is  constructed  in  the  street  fronting  this  site, 
the  structure  then  will  connect  to  such  sewer;  that  the  dry 
wells  will  be  maintained  in  a  properly  operating  manner ; 
and  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  that  Objection  Number  1  A  and  B 
is  granted  under  the  powers  vested  in  the  Board  under  Sec¬ 
tion  36  of  the  General  City  Law ;  that  a  deed  restriction  be 
placed  on  the  property,  requiring  that  a  block  association  be 
formed,  which  is  to  be  composed  of  each  property  owner, 
whose  responsibility  is  to  continuously  maintain  Cedar  Grove 
Court  in  good  working  condition,  including  all  utilities  and 
appurtenances  servicing  the  property  in  Cedar  Grove  Court; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit ;  that  the  Certifi¬ 
cate  of  Occupancy  shall  indicate  the  libre,  page  and  date  of 
recording  of  the  deed  restriction;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  lighting  shall  be  provided  in  accordance 
with  Department  of  Highway  specifications ;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the 
Department  of  Parks ;  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  received 
“November  9,  1978”,  1  sheet,  “November  27,  1978,  1  sheet 
and  “January  22,  1979”,  1  sheet  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


1057-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 153  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
66,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1823/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 


directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  I  he  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-lO  A.C.” 

and 

W hereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1823/78,  Objection  Nos.  1  A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  wells  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to 
be  verified  by  the  Department  of  Buildings ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  dry  wells ;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the  struc¬ 
ture  then  will  connect  to  such  sewer ;  that  the  dry  wells  will 
be  maintained  in  a  properly  operating  manner ;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  ap¬ 
purtenances  servicing  the  property  in  Cedar  Grove  Court; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit ;  that  the  Certifi¬ 
cate  oi  Occupancy  shall  indicate  the  libre,  page  and  date  of 
recording  of  the  deed  restriction;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  lighting  shall  be  provided  in  accordance 
with  Department  of  Highway  specifications;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the 
Department  of  Parks  ;  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  received 
“November  9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet 
and  “January  22,  1979”,  1  sheet,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


1058-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 159  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot  67, 
New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #  1824/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  New 
York,  therefore: 

A.  A  Certificate  of  Occupancy  may  not  be  is¬ 
sued  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Proposed  construction  does  not  have  at 
least  8%  of  the  total  perimeter  of  the  building  front¬ 
ing  directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2(c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  November  8,  1978,  acting  on  N.B.  Applic. 
#1824/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  well  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and  paved 
area  and  1  inch  over  the  unpaved  area;  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  per  cent  of  the  vol¬ 
ume  required,  a  minimum  of  75  per  cent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  and  that  the  requirements  of 
Local  Law  #7/1974  are  also  waived  as  to  storm  water  falling 
on  the  street  on  which  this  building  fronts  (refer  to  Corpora¬ 
tion  Counsel  opinion  108,539,  dated  September  9,  1977)  ;  that 
Objection  Number  1  A  and  B  is  granted  under  the  powers 
vested  in  the  Board  under  Section  36  of  the  General  City 
Law ;  that  a  deed  restriction  be  placed  on  the  property,  re¬ 
quiring  that  a  block  association  be  formed,  which  is  to  be 
composed  of  each  property  owner,  whose  responsibility  is  to 
continuously  maintain  Cedar  Grove  Court  in  good  working 
condition,  including  all  utilities  and  appurtenances  servicing 
the  property  in  Cedar  Grove  Court;  that  a  copy  of  the  deed 
restriction  be  filed  with  this  Board  prior  to  the  issuance  of 
a  Building  Permit;  that  the  Certificate  of  Occupancy  shall 
indicate  the  libre,  page  and  date  of  recording  of  the  deed 
restriction;  that  Cedar  Grove  Court’s  curbs,  sidewalks  and 
lighting  shall  be  provided  in  accordance  with  Department  of 
Highway  specifications;  that  trees  in  Cedar  Grove  Court 
shall  meet  the  specifications  of  the  Department  of  Parks;  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  received  “November  9,  1978”,  1  sheet, 
“November  27,  1978”,  1  sheet  and  “January  22,  1979”,  1 
sheet,  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


105Q-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 161  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
68,  New  Dorp,  Borough  of  Staten  Island. 


APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1825/78,  reads: 
“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1825/78,  Objection  Nos.  1  A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area;  same 
to  be  verified  by  the  Department  of  Buildings ;  that  the 
volume  of  voids  of  selected  gravel  carefully  placed  under 
and  to  the  sides  of  the  dry  wells  may  be  used  to  satisfy  the 
required  retained  volume  as  long  as  it  represents  not  more 
than  25  per  cent  of  the  volume  required,  a  minimum  of  75 
per  cent  of  volume  to  be  within  the  dry  wells;  that  when 
a  storm  sewer  is  constructed  in  the  street  fronting  this  site, 
the  structure  then  will  connect  to  such  sewer;  that  the  dry 
wells  will  be  maintained  in  a  properly  operating  manner ; 
and  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  that  Objection  Number  1  A  and  B 
is  granted  under  the  powers  vested  in  the  Board  under  Sec¬ 
tion  36  of  the  General  City  Law;  that  a  deed  restriction  be 
placed  on  the  property,  requiring  that  a  block  association  be 
formed,  which  is  to  be  composed  of  each  property  owner, 
whose  responsibility  is  to  continuously  maintain  Cedar  Grove 
Court  in  good  working  condition,  including  all  utilities  and 
appurtenances  servicing  the  property  in  Cedar  Grove  Court ; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit;  that  the  Certifi¬ 
cate  of  Occupancy  shall  indicate  the  libre,  page  and  date  of 
recording  of  the  deed  restriction;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  lighting  shall  be  provided  in  accordance 
with  Department  of  Highway  specifications ;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the 
Department  of  Parks ;  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  received 
“November  9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet 
and  “January  22,  1979”,  1  sheet,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


1060-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 
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SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 165  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
70,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES — 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1826/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1826/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  drywell  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 
verified  by  the  Department  of  Buildings ;  that  the  volume  of 
voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  drywells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent  of 
volume  to  be  within  the  drywells;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer;  that  the  drywells  will  be 
maintained  in  a  properly  operating  manner;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Septem¬ 
ber  9,  1977)  ;  that  Objection  Nos.  1  A  and  B  is  granted 
under  the  powers  vested  in  the  Board  under  Section  36  of  the 
General  City  Law;  that  a  deed  restriction  be  placed  on  the 
property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servicing  the  property  in  Cedar  Grove  Court ;  that  a 
copy  of  the  deed  restriction  be  filed  with  this  Board  prior  to 
the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  recording 
of  the  deed  restriction;  that  Cedar  Grove  Court’s  curbs, 
sidewalks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “November 
9,  1978’’,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 


22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1061-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 72  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
71,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1827/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1827/78,  Objection  Nos.  1  A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  volume  of  the  dry  well  be 
of  sufficient  capacity  to  contain  3  inches  of  water  over  the 
roof  and  paved  area  and  1  inch  over  the  unpaved  area ;  same 
to  be  verified  by  the  Department  of  Buildings ;  that  the 
volume  of  voids  of  selected  gravel  carefully  placed  under  and 
to  the  sides  of  the  dry  wells  may  be  used  to  satisfy  the 
required  retained  volume  as  long  as  it  represents  not  more 
than  25  per  cent  of  the  volume  required,  a  minimum  of  75 
per  cent  of  volume  to  be  within  the  dry  wells;  that  when  a 
storm  sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer ;  that  the  dry  wells 
will  be  maintained  in  a  properly  operating  manner ;  and  that 
the  requirements  of  Local  Law  #7/1974  are  also  waived 
as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  that  Objection  Number  1  A  and  B 
is  granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose  respon¬ 
sibility  is  to  continuously  maintain  Cedar  Grove  Court  in 
good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servicing  the  property  in  Cedar  Grove  Court;  that 
a  copy  of  the  deed  restriction  be  filed  with  this  Board  prior 
to  the  issuance  of  a  Building  Permit ;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  recording 
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of  the  deed  restriction ;  that  Cedar  Grove  Court’s  curbs,  side¬ 
walks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “November 
9,  1978’’,  1  sheet,  “November  27,  1978’’,  1  sheet  and  “January 
22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1062-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT— Application  November  9,  1978 — filed  pursuant  to 
Section  26,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 171  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
72,  New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1828/78,  reads: 
“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1828/78,  Objection  Nos.  1  A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  volume  of  the  dry  well  be 
of  sufficient  capacity  to  contain  3  inches  of  water  over  the 
roof  and  paved  area  and  1  inch  over  the  unpaved  area ;  same 
to  be  verified  by  the  Department  of  Buildings ;  that  the 
volume  of  voids  of  selected  gravel  carefully  placed  under  and 
to  the  sides  of  the  dry  wells  may  be  used  to  satisfy  the 
required  retained  volume  as  long  as  it  represents  not  more 
than  25  per  cent  of  the  volume  required,  a  minimum  of  75 
per  cent  of  volume  to  be  within  the  dry  wells;  that  when  a 
storm  sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer;  that  the  dry  wells 
will  be  maintained  in  a  properly  operating  manner ;  and  that 
the  requirements  of  Local  Law  #7/1974  are  also  waived 
as  to  storm  water  falling  on  tbe  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  that  Objection  Number  1  A  and  B 
is  granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 


which  is  to  be  composed  of  each  property  owner,  whose  respon¬ 
sibility  is  to  continuously  maintain  Cedar  Grove  Court  in 
good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servicing  the  property  in  Cedar  Grove  Court;  that 
a  copy  of  the  deed  restriction  be  filed  with  this  Board  prior 
to  the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
O  cupancy  shall  indicate  the  libre,  page  and  date  of  recording 
of  the  deed  restriction ;  that  Cedar  Grove  Court’s  curbs,  side¬ 
walks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks  ;  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “November 
9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 
22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1053-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 173  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
73,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1829/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  -was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1829/78,  Objection  Nos.  1  A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to 
be  verified  by  the  Department  of  Buildings;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent 
of  volume  to  be  within  the  dry  wells ;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer ;  that  the  dry  wells 
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will  be  maintained  in  a  properly  operating  manner ;  and  that 
the  requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  ap¬ 
purtenances  servicing  the  property  in  Cedar  Grove  Court ; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit;  that  the  Certifi¬ 
cate  of  Occupancy  shall  indicate  the  libre,  page  and  date  of 
recording  of  the  deed  restriction ;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  lighting  shall  be  provided  in  accordance 
wtih  Department  of  Highway  specifications ;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the 
Department  of  Parks ;  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  received 
“November  9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet 
and  “January  22,  1979”,  1  sheet,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


1064-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 177  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
75,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

N  egative  :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1830/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1830/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  drywell  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area ;  same  to  be 


verified  by  the  Department  of  Buildings ;  that  the  volume  of 
voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  drywells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
per  cent  of  the  volume  required,  a  minimum  of  75  per  cent  of 
volume  to  be  within  the  drywells;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer ;  that  the  drywells  will  be 
maintained  in  a  properly  operating  manner;  and  that  the 
requirements  of  Local  Law  #7/1974  are  also  waived  as  to 
storm  water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Septem¬ 
ber  9,  1977)  ;  that  Objection  No.  1  A  and  B  is  granted 
under  the  powers  vested  in  the  Board  under  Section  36  of 
the  General  City  Law ;  that  a  deed  restriction  be  placed  on 
the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose 
responsibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  appur¬ 
tenances  servicing  the  property  in  Cedar  Grove  Court;  that 
a  copy  of  the  deed  restriction  be  filed  with  this  Board  prior 
to  the  issuance  of  a  Building  Permit;  that  the  Certificate  of 
Occupancy  shall  indicate  the  libre,  page  and  date  of  recording 
of  the  deed  restriction ;  that  Cedar  Grove  Court’s  curbs, 
sidewalks  and  lighting  shall  be  provided  in  accordance  with 
Department  of  Highway  specifications ;  that  trees  in  Cedar 
Grove  Court  shall  meet  the  specifications  of  the  Department 
of  Parks ;  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  received  “November 
9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet  and  “January 
22,  1979”,  1  sheet,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


1055-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 179  Cedar  Grove  Court,  west 
side.  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
76,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Neg?tive :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1831/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 
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Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1831/78,  Objection  Nos.  1  A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  volume  of  the  dry  well  be 
of  sufficient  capacity  to  contain  3  inches  of  water  over  the 
roof  and  paved  area  and  1  inch  over  the  unpaved  area;  same 
to  be  verified  by  the  Department  of  Buildings ;  that  the 
volume  of  voids  of  selected  gravel  carefully  placed  under  and 
to  the  sides  of  the  dry  wells  may  be  used  to  satisfy  the 
required  retained  volume  as  long  as  it  represents  not  more 
than  25  per  cent  of  the  volume  required,  a  minimum  of  75 
per  cent  of  volume  to  be  within  the  dry  wells ;  that  when  a 
storm  sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer ;  that  the  dry  wells 
will  be  maintained  in  a  properly  operating  manner ;  and  that 
the  requirements  of  Local  Law  #7/1974  are  also  waived 
as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  that  Objection  Number  1  A  and  B 
is  granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose  respon¬ 
sibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  ap¬ 
purtenances  servicing  the  property  in  Cedar  Grove  Court; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit ;  that  the  Certifi¬ 
cate  of  Occupancy  shall  indicate  the  libre,  page  and  date  of 
recording  of  the  deed  restriction ;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  lighting  shall  be  provided  in  accordance 
with  Department  of  Highway  specifications ;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the 
Department  of  Parks ;  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  received 
“November  9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet 
and  “January  22,  1979”,  1  sheet,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


1066-78- A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 183  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
77,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1832/78,  reads: 
“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 


2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1832/78,  Objection  Nos.  1A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  volume  of  the  dry  well  be 
of  sufficient  capacity  to  contain  3  inches  of  water  over  the 
roof  and  paved  area  and  1  inch  over  the  unpaved  area ;  same 
to  be  verified  by  the  Department  of  Buildings ;  that  the 
volume  of  voids  of  selected  gravel  carefully  placed  under  and 
to  the  sides  of  the  dry  wells  may  be  used  to  satisfy  the 
required  retained  volume  as  long  as  it  represents  not  more 
than  25  per  cent  of  the  volume  required,  a  minimum  of  75 
per  cent  of  volume  to  be  within  the  dry  wells;  that  when  a 
storm  sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer ;  that  the  dry  wells 
will  be  maintained  in  a  properly  operating  manner ;  and  that 
the  requirements  of  Local  Law  #7/1974  are  also  waived 
as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  that  Objection  Number  1  A  and  B 
is  granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  deed  restriction  be  placed 
on  the  property,  requiring  that  a  block  association  be  formed, 
which  is  to  be  composed  of  each  property  owner,  whose  respon¬ 
sibility  is  to  continuously  maintain  Cedar  Grove  Court 
in  good  working  condition,  including  all  utilities  and  ap¬ 
purtenances  servicing  the  property  in  Cedar  Grove  Court ; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit ;  that  the  Certifi¬ 
cate  of  Occupancy  shall  indicate  the  libre,  page  and  date  of 
recording  of  the  deed  restriction ;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  lighting  shall  be  provided  in  accordance 
with  Department  of  Highway  specifications ;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the 
Department  of  Parks ;  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  received 
“November  9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet 
and  “January  22,  1979”,  1  sheet,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


1067-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 185  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
78,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1833/78,  reads: 
“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 
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A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  P110.2  (c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1833/78,  Objection  Nos.  1  A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area;  same 
to  be  verified  by  the  Department  of  Buildings ;  that  the 
volume  of  voids  of  selected  gravel  carefully  placed  under 
and  to  the  sides  of  the  dry  wells  may  be  used  to  satisfy  the 
required  retained  volume  as  long  as  it  represents  not  more 
than  25  per  cent  of  the  volume  required,  a  minimum  of  75 
per  cent  of  volume  to  be  within  the  dry  wells;  that  when 
a  storm  sewer  is  constructed  in  the  street  fronting  this  site, 
the  structure  then  will  connect  to  such  sewer ;  that  the  dry 
wells  will  be  maintained  in  a  properly  operating  manner ; 
and  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  that  Objection  Number  1  A  and  B 
is  granted  under  the  powers  vested  in  the  Board  under  Sec¬ 
tion  36  of  the  General  City  Law ;  that  a  deed  restriction  be 
placed  on  the  property,  requiring  that  a  block  association  be 
formed,  which  is  to  be  composed  of  each  property  owner, 
whose  responsibility  is  to  continuously  maintain  Cedar  Grove 
Court  in  good  working  condition,  including  all  utilities  and 
appurtenances  servicing  the  property  in  Cedar  Grove  Court; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit;  that  the  Certifi¬ 
cate  of  Occupancy  shall  indicate  the  libre,  page  and  date  of 
recording  of  the  deed  restriction;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  lighting  shall  be  provided  in  accordance 
with  Department  of  Highway  specifications ;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the 
Department  of  Parks ;  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  received 
“November  9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet 
and  “January  22,  1979”,  1  sheet,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


1068-78-A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 189  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
80,  New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1834/78,  reads: 

“1.  The  street  giving  access  to  tbe  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  New 
York,  therefore: 

A.  A  Certificate  of  Occupancy  may  not  be  is¬ 
sued  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2(c)  RS-16  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of  the 
Board  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  November  8,  1978,  acting  on  N.B.  Applic. 
#1834/78,  Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  volume  of  the  dry  well  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and  paved 
area  and  1  inch  over  the  unpaved  area;  same  to  be  verified 
by  the  Department  of  Buildings;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  per  cent  of  the 
volume  required,  a  minimum  of  75  per  cent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  and  that  the  requirements  of 
Local  Law  #7/1974  are  also  waived  as  to  storm  water  falling 
on  the  street  on  which  this  building  fronts  (refer  to  Corpo¬ 
ration  Counsel  opinion  108,539,  dated  September  9,  1977)  ; 
that  Objection  Number  1  A  and  B  is  granted  under  the  pow¬ 
ers  vested  in  the  Board  under  Section  36  of  the  General  City 
Law;  that  a  deed  restriction  be  placed  on  the  property,  re¬ 
quiring  that  a  block  association  be  formed,  which  is  to  be 
composed  of  each  property  owner,  whose  responsibility  is  to 
continuously  maintain  Cedar  Grove  Court  in  good  working 
condition,  including  all  utilities  and  appurtenances  servicing 
the  property  in  Cedar  Grove  Court;  that  a  copy  of  the  deed 
restriction  be  filed  with  this  Board  prior  to  the  issuance  of 
a  Building  Permit;  that  the  Certificate  of  Occupancy  shall 
indicate  the  libre,  page  and  date  of  recording  of  the  deed 
restriction;  that  Cedar  Grove  Court’s  curbs,  sidewalks  and 
lighting  shall  be  provided  in  accordance  with  Department  of 
Highway  specifications;  that  trees  in  Cedar  Grove  Court 
shall  meet  the  specifications  of  the  Department  of  Parks;  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  received  “November  9,  1978”,  1  sheet, 
“November  27,  1978”,  1  sheet  and  “January  22,  1979”,  1 
sheet,  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


1069-78- A 

APPLICANT — Lauria  Associates  for  Ocean  View  Estates, 
owners. 

SUBJECT — Application  November  9,  1978— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro- 
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posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 191  Cedar  Grove  Court,  west 
side,  60.03  feet  north  of  Milbank  Road,  Block  4089,  Lot 
81,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Ed  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  N.B.  Applic.  #1835/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  Section  PI  10.2  (c)  RS-16  A.C.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  N.B. 
Applic.  #1835/78,  Objection  Nos.  1  A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  well  be  of 
sufficient  capacity  to  contain  3  inches  of  water  over  the  roof 
and  paved  area  and  1  inch  over  the  unpaved  area;  same 
to  be  verified  by  the  Department  of  Buildings;  that  the 
volume  of  voids  of  selected  gravel  carefully  placed  under 
and  to  the  sides  of  the  dry  wells  may  be  used  to  satisfy  the 
required  retained  volume  as  long  as  it  represents  not  more 
than  25  per  cent  of  the  volume  required,  a  minimum  of  75 
per  cent  of  volume  to  be  within  the  dry  wells ;  that  when 
a  storm  sewer  is  constructed  in  the  street  fronting  this  site, 
the  structure  then  will  connect  to  such  sewer ;  that  the  dry 
wells  will  be  maintained  in  a  properly  operating  manner ; 
and  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  that  Objection  Number  1  A  and  B 
is  granted  under  the  powers  vested  in  the  Board  under  Sec¬ 
tion  36  of  the  General  City  Law ;  that  a  deed  restriction  be 
placed  on  the  property,  requiring  that  a  block  association  be 
formed,  which  is  to  be  composed  of  each  property  owner, 
whose  responsibility  is  to  continuously  maintain  Cedar  Grove 
Court  in  good  working  condition,  including  all  utilities  and 
appurtenances  servicing  the  property  in  Cedar  Grove  Court; 
that  a  copy  of  the  deed  restriction  be  filed  with  this  Board 
prior  to  the  issuance  of  a  Building  Permit;  that  the  Certifi¬ 
cate  of  Occupancy  shall  indicate  the  fibre,  page  and  date  of 
recording  of  the  deed  restriction ;  that  Cedar  Grove  Court’s 
curbs,  sidewalks  and  fighting  shall  be  provided  in  accordance 
with  Department  of  Highway  specifications ;  that  trees  in 
Cedar  Grove  Court  shall  meet  the  specifications  of  the 
Department  of  Parks ;  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  received 
“November  9,  1978”,  1  sheet,  “November  27,  1978”,  1  sheet 


and  “January  22,  1979”,  1  sheet,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


354-78-A 

APPLICANT — Hayt,  Hayt  and  Landau  for  The  Jamaica 
Hospital,  owner. 

SUBJECT — Application  May  12,  1978 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  to  provide  three  (3) 
persons  with  Certificate  of  Qualification  for  Refrigeration 
Systems  Operator  to  direct  or  control  system  on  above 
premises. 

PREMISES  AFFECTED— 89th  Avenue  and  Van  Wyck 
Expressway,  southwest  corner,  Block  9364,  Lot  40, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  J.  Pugatch. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  REOPEN  FOR  HEARING— 
Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


ACTTON  OF  BOARD — Decision  deferred  to  February  20, 
1979,  at  2  P.M.,  hearing  closed. 


671-78-A 

APPLICANT — Murphy  and  Maviglia  for  Munters  Corpo¬ 
ration.  owner. 

SUBJECT — Application  August  9,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  (Material  and  Equip¬ 
ment  Acceptance  Division)  re-  tests  indicates  asbestos 
sheets  impregnated  with  chlorinated  rubber,  smoked  and 
charred  during  test. 

APPEARANCES— 

For  Applicant :  Charles  F.  Murphy  and  Pasquale  A. 

Razzano. 

For  Opposition :  Rhoda  Kapplow,  Dept,  of  Health. 

ACTION  OF  BOARD — Laid  over  to  January  30,  1979,  at 
2  P.M.,  for  continued  hearing;  additional  information. 

692-78-A 

APPLICANT — David  Nathanson  d/b/a  MLN  Associates, 
owner. 

SUBJECT — Application  August  17,  1978 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Installation  of  sprinkler 
system. 

PREMISES  AFFECTED— 589/599  East  New  York  Avenue 
and  548/554  Lefferts  Avenue,  southwest  corner,  Block 
1332,  Lot  38,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  David  A.  Field. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  hearing. 

705-78-A 

APPLICANT — DeMert  and  Dougherty,  Incorporated, 
owner. 

SUBJECT — Application  August  25,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Heet”,  in  12  ounce  plastic  con¬ 
tainer  with  Snap-on  fid  with  foil  seal,  container  not  in 
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compliance  with  the  Regulations  of  the  Administrative 
Code  of  the  City  of  New  York. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Decision  deferred  to  February  6, 
1979,  at  2  P.M.,  hearing  closed. 


712-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Corpo¬ 
ration,  owner. 

SUBJECT — Application  August  31,  1978 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 712  Laconia  Avenue,  southeast 
corner  of  Adams  Avenue,  Block  3684,  Lot  25,  Grant  City, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


713-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Corpo¬ 
ration,  owner. 

SUBJECT — Application  August  31,  1978 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 716  Laconia  Avenue,  east  side, 
28.47  feet  south  of  Adams  Avenue,  Block  3684,  Lot  24, 
Grant  City,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 

714-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  31,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water.  (Local  Law  #7). 

PREMISES  AFFECTED — 720  Laconia  Avenue,  east  side, 
56.71  feet  south  of  Adams  Avenue,  Block  3684,  Lot  23, 
Grant  City,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


715-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Cor¬ 
poration,  owner. 


SUBJECT — Application  August  31,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water.  (Local  Law  #7). 

PREMISES  AFFECTED— 724  Laconia  Avenue,  east  side, 
85.25  feet  south  of  Adams  Avenue,  Block  3684,  Lot  22, 
Grant  City,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


716-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  31,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water.  (Local  Law  #7). 

PREMISES  AFFECTED — 350  Adams  Avenue,  south  side, 
105.79  feet  east  of  Laconia  Avenue,  Block  3684,  Lot  26, 
Grant  City,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


717-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  31,  1978 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFffiCTED — 352  Laconia  Avenue,  south  side, 
131.29  feet  east  of  Adams  Avenue,  Block  3684,  Lot  27, 
Grant  City,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


718-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  31,  1978 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 356  Adams  Avenue,  south  side, 
156.79  feet  east  of  Laconia  Avenue,  Block  3684,  Lot  28, 
Grant  City,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 
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719-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Cor¬ 
poration,  owner. 

SUBJECT— Application  August  31,  1978— Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 358  Adams  Avenue,  south  side, 
182.29  feet  east  of  Laconia  Avenue,  Block  3684,  Lot  29, 
Grant  City,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


720-78-A 

APPLICANT— Hector  Ferreras,  for  Bruco  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  31,  1978 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 362  Adams  Avenue,  south  side, 
207.79  feet  east  of  Laconia  Avenue,  Block  3684,  Lot  31, 
Grant  City,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision ;  hearing  closed. 

721-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Cor¬ 
poration,  owner. 

SUBJECT- — Application  August  31,  1978 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 364  Laconia  Avenue,  south  side, 
233.29  feet  east  of  Adams  Avenue,  Block  3684,  Lot  33, 
Grant  City,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 

722-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  31,  1978 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 368  Adams  Avenue,  south  side, 
258.79  feet  east  of  Laconia  Avenue,  Block  3684,  Lot  35, 
Grant  City,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


ACTION  OF  BOARD— Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


723-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  31,  1978 — -Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 370  Adams  Avenue,  south  side, 
284.29  feet  east  of  Laconia  Avenue,  Block  3684,  Lot  37, 
Grant  City,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cintotta  and  Commissioner  Wolf  ...  6 
Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 

735-78-A 

APPLICANT — Nicholas  J.  Salvadeo  for  Frank  Vitarelli, 
owner. 

SUBJECT — Application  September  12,  1978 — Filed  pursuant 
to  section  36,  Article  3  of  the  General  City  Law  re-  Pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Hunt  Lane,  south  side,  330.26 
feet  east  of  Buttonwood  Road,  Block  881,  Lot  295,  Dongan 
Hills,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  John  Buday. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 
Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


895-78-A 

APPLICANT— McGee  and  Morsellino  for  Gerard  Operat¬ 
ing  Corporation,  owner,  Merit  Oil  Corporation,  Lessee. 
SUBJECT — Application  October  12,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Proposed  Conver¬ 
sion  to  Self  Service  Gasoline  Station  is  contrary  to  Sec. 
19-73-0-B  of  the  Administrative  Code. 

PREMISES  AFFECTED— 1620/1628  Neptune  Avenue, 
southeast  corner  of  West  17th  Street,  Block  7021,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino,  D.  Benedictis  and 
S.  P.  Russo. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 
Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1978,  at 
2  P.M.,  for  decision;  hearing  closed. 


896-78-A 

APPLICANT — McGee  and  Morsellino  for  Bunker  Realty 
Corporation,  owner,  Merit  Oil  Corporation,  lessee. 
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SUBJECT — Application  October  12,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
to  Self  Service  gasoline  station  is  contrary  to  Sec. 
19-73-0-B  of  the  Administrative  Code. 

PREMISES  AFFECTED — 951  Bay  Street,  northeast  cor¬ 
ner  of  William  Street,  Block  2822,  Lot  1,  St.  George, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  D.  DeBenedictis 
and  S.  P.  Russo. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


897-78-A 

APPLICANT — McGee  and  Morsellino,  for  Gerard  Operat¬ 
ing  Corporation,  owner,  Merit  Oil  Corporation,  lessee. 
SUBJECT — Application  October  12,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
to  Self  Service  gasoline  station  is  contrary  to  Sec. 
19-73-0-B  of  the  Administrative  Code. 

PREMISES  AFFECTED— 285  East  233rd  Street,  north¬ 
west  corner  of  Katonah  Avenue,  Block  3374,  Lot  42, 
Borough  of  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  D.  DeBenedictis, 
and  S.  P.  Russo. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision ;  hearing  closed. 


898-78-A 

APPLICANT — McGee  and  Morsellino,  for  Gerard  Operat¬ 
ing  Corporation,  owner,  Merit  Oil  Corporation,  lessee. 
SUBJECT — Applicant  October  12,  1978 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  proposed  conversion 
to  Self  Service  gasoline  station  is  contrary  to  Sec. 
19-73-0-B  of  the  Administrative  Code. 

PREMISES  AFFECTED— 801  Bedford  Avenue,  southeast 
corner  of  Park  Avenue,  Block  1734,  Lot  70,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  D.  DeBenedictis 
and  S.  P.  Russo. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


968-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 


SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — Behan  Court,  east  side,  572.31 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  125,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


969-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Behan  Court,  east  side,  596.81 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  127,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


970- 78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Behan  Court,  east  side,  695.42 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  130,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 

971- 78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— Behan  Court,  east  side,  720.03 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  132,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 
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ACTION  OF  BOARD— Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


972-78-A 

APPLICANT— Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978— Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Behan  Court,  east  side,  744.53 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  133,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

N  egative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision ;  additional  information ;  hearing 
closed. 


973-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— Behan  Court,  east  side,  769.03 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  134,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


974-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Behan  Court,  east  side,  793.53 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  136,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


975-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Behan  Court,  east  side,  818.03 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  137,  New 
Dorp,  Borough  of  Staten  Island. 


THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD— Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


976-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SU3JECT — Application  November  9,  1978— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— Behan  Court,  east  side,  842.53 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  138,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


977-78-A 

APPLICANT— Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street 

PREMISES  AFFECTED — Behan  Court,  east  side,  867.03 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  139,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


978-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Behan  Court,  east  side,  891.53 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  140,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


979-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 
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SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— Behan  Court,  east  side,  916.03 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  141,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


980-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Behan  Court,  east  side,  940.53 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  143,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision ;  additional  information ;  hearing 
closed. 


981-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Behan  Court,  east  side,  965.03 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  144,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


982-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Behan  Court,  east  side,  989.53 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  145,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision ;  additional  information ;  hearing 
closed. 


983-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Behan  Court,  east  side,  1014.06 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  147,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


984-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  412.32 
feet  south  of  Behan  Court,  Block  4229,  Lot  149,  New  Dorp, 
Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


985-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  386.43 
feet  south  of  Behan  Court,  Block  4229,  Lot  151,  New  Dorp, 
Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


986-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 
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PREMISES  AFFECTED — Behan  Court,  west  side,  351.79 
feet  south  of  Behan  Court,  Block  4229,  Lot  152,  New  Dorp, 
Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

N  egative :  .  0 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


987-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT— Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  325.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  153,  New  Dorp, 
Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


988-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  330.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  155,  New  Dorp, 
Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


989-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  275.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  156,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

N egative  :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


990-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  250.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  157,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


991-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — Behan  Court  west  side,  225.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  159,  New  Dorp, 
Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


992-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  Proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  200.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  160,  New  Dorp, 
Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 
Negative :  .  0 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


993-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  Proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 
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PREMISES  AFFECTED— Behan  Court,  west  side  175.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  161,  New  Dorp, 
Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 

Negative:  .  0 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


994-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT— Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  Proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  150.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  163,  New  Dorp, 
Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 
Negative:  .  0 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


995-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  125.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  164,  New  Dorp, 
Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


996-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  100.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  165,  New  Dorp, 
Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


997-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT— Application  November  9,  1978 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  75.62 
feet  south  of  Behan  Court,  Block  4229,  Lot  167,  New  Dorp, 
Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


998-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— Behan  Court,  west  side,  48.48 
feet  south  of  Behan  Court,  Block  4229,  Lot  168,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at  2 
P.M.,  for  decision ;  additional  information ;  hearing  closed. 


999-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — Behan  Court,  southwest  corner 
of  Behan  Court,  Block  4229,  Lot  169,  New  Dorp,  Borough 
of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at  2 
P.M.,  for  decision ;  additional  information ;  hearing  closed. 


1000-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 
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SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 2  Arc  Place,  east  side,  417.75 
feet  north  of  Tysens  L'me,  Block  4229,  Lot  27,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 

1001-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  of  General  City  Law,  re-  proposed  building 
not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Behan  Court,  east  side,  627.32 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  128,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


1002-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  of  General  City  Law,  re-  proposed  building 
not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Behan  Court,  east  side,  669.64 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  129,  New 
Dorp,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 

Adjourned:  3:30  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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New  Cases  filed  up  to  January  30,  1979 

Cal.  No.  Dept.  Premises  Affected 

74-79-A — F.D. — 109-20  14th  Avenue,  south  side,  100  feet 
west  of  110th  Street,  Block  4044,  Lot  6,  College  Point, 
Borough  of  Queens.  Fire  Department  letter  #B902214, 
re-  Certificate  of  Fitness  as  a  magazine  keeper. 


75- 79-A — B.M. — 109-123  West  56th  Street,  north  side, 
150  feet  west  of  Avenue  of  the  Americas,  Block  1009, 
Lots  16,  17,  18,  19,  9016,  9017,  9018  and  9019,  Borough  of 
Manhattan,  re-  Revocation  of  building  permit. 

76- 79-SA — Baby  Benn  Models  30,  50,  60  and  5000  Series 
Gasoline  Dispensing  Equipment,  Manufacturing  by  Ben¬ 
nett  Pump  Company. 

77- 79-SM— Fire  Dampers  Models,  203A,  203B,  203C  and 
203A  motor  operated,  203B  motor  operated  and  203C 
motor  operated,  Manufactured  by  Venco  Products,  Incor¬ 
porated. 


78-79-BZ — B.B. — 671  Fountain  Avenue,  northeast  corner 
of  Wortman  Avenue,  Block  4527,  Lots  94  and  110,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #5BK.,  Alt. 
#1266/78,  re-  Proposed  use  of  Automobile  Wrecking 
and  Junk  Yard  in  R4  dist.,  Cont.  to  Sec.  22-10  Z.R. 


79-79-A — B.S.I. — 10  Latham  Place,  west  side,  298.95  feet 
north  of  Woodrow  Road,  Block  7026,  Lot  170,  Rossville, 
Borough  of  Staten  Island,  N.B.  #1599/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


80-79-A — B.S.I. — 20  Latham  Place,  west  side,  198.95  feet 
north  of  Woodrow  Road,  Block  7026,  Lot  185,  Rossville, 
Borough  of  Staten  Island,  N.B.  #1600/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


81-79-A — B.S.I. — 30  Latham  Place,  west  side,  98.95  feet 
north  of  Woodrow  Road,  Block  7026,  Lot  190,  Rossville, 
Borough  of  Staten  Island,  N.B.  #1601/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


82-79-A — B.S.I. — 40  Latham  Place,  northwest  corner  of 
Woodrow  Road,  Block  7026,  Lot  200,  Rossville,  Borough 
of  Staten  Island,  N.B.  #1602/78,  re-  Storm  water  dis¬ 
posal,  Local  Law  #7. 


83-79- A — B.S.I. — 11  Latham  Place,  east  side,  277.54  feet 
north  of  Woodrow  Road,  Block  7026,  Lot  236,  Rossville, 
Borough  of  Staten  Island,  N.B.  #1603/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


84-79-A — B.S.I. — 21  Latham  Place,  east  side,  177.54  feet 
north  of  Woodrow  Road,  Block  7026,  Lot  231,  Rossville, 
Borough  of  Staten  Island,  N.B.  #1604/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


85-79-A — B.S.I. — 31  Latham  Place,  east  side,  77.54  feet 
north  of  Woodrow  Road,  Block  7026,  Lot  225,  Rossville, 
Borough  of  Staten  Island,  N-B.  #1605/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


86-79-A — B.S.I. — 41  Latham  Place,  northwest  corner  of 
Woodrow  Road,  Block  7026,  Lot  220,  Rossville,  Borough 
of  Staten  Island,  N.B.  #1606/78,  re-  Storm  water  dis¬ 
posal,  Local  Law  #7. 


87-79-A — B.S.I. — 638  Rossville  Avenue,  northwest  corner 
of  Woodrow  Road,  Block  7026,  Lot  268,  Rossville,  Bor¬ 
ough  of  Staten  Island.  N.B.  #1607/78,  re-  Storm  water 
disposal,  Local  Law  #7. 


88-79-A — B.S.I. — 648  Rossville  Avenue,  west  side,  75.50 
north  of  Woodrow  Road,  Block  7026,  Lot  263,  Rossville, 
Borough  of  Staten  Island,  N.B.  #1608/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


89-79-A — B.S.I. — 658  Rossville  Avenue,  west  side,  175.50 
feet  north  of  Woodrow  Road,  Block  7026,  Lot  258,  Ross¬ 
ville,  Borough  of  Staten  Island,  N.B.  #1609/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


90-79-A— B.S.I. — 668  Rossville  Avenue,  west  side,  275.50 
feet  north  of  Woodrow  Road,  Block  7026,  Lot  253,  Ross¬ 
ville,  Borough  of  Staten  Island,  N.B. #1610/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


91-79-A — B.S.I. — 21  Helios  Place,  east  side,  201.04  feet 
north  of  Woodrow  Road,  Block  7026,  Lot  160,  Rossville, 
Borough  of  Staten  Island,  N.B.#  1611/78,  re-  Storm 
disposal,  Local  Law  #7. 


92-70-A — B.S.I. — 31  Heilos  Place,  east  side,  101.04  feet 
north  of  Woodrow  Road,  Block  7026,  Lot  155,  Ross¬ 
ville,  Borough  of  Staten  Island,  Local  Law  #7. 


93-79-A — B.S.I. — 41  Helios  Place,  northeast  corner  of 
Woodrow  Road,  Block  7026,  Lot  150,  Rossville,  Borough 
of  Staten  Island,  N.B.  #1613/78,  re-  Storm  water  dis¬ 
posal,  Local  Law  #7. 


94-79-BZ — B.M. — 652  Broadway,  east  side,  87  feet  south 
of  Bond  Street,  Block  529,  Lot  5,  Borough  of  Manhattan, 
Community  Board  #2M.,  Alt.  #767/78,  re-  Proposed 
lot  coverage  is  cont.  to  Sec.  42-14  Z.R.,  joint  living-work 
quarter  is  cont.  to  Sec.  42-14  Z.R. 


RESTORED  TO  CALENDAR 

552-78-BZ — B.M. — 13  West  64th  Street,  north  side,  200 
feet  west  of  Central  Park  West,  Block  1117,  Lot  24, 
Borough  of  Manhattan,  Community  Board  #7M. — Alt. 
#984/76 — reopened  to  consider  variance  granted  at  the 
request  of  the  Communiy  Board — Board  of  Sandards  and 
Appeals  decision  was  reaffirmed. 


554-78-BZ — B.M. — 15  West  64th  Street,  north  side,  225 
feet  west  of  Central  Park  West,  Block  1117,  Lot  23, 
Borough  of  Manhattan,  Community  Board  #7M — Alt. 
#983/76 — reopened  to  consider  variance  granted  at  the 
request  of  the  Community  Board — Board  of  Standards 
and  Appeals  decision  was  reaffirmed. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B.- — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I.- — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


FEBRUARY  27,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  morning,  February  27,  1979,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

SPECIAL  ORDER  CALENDAR 

584-76-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  J.  Asaro  and 
V.  Alamia,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  March  7,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
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Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
two  story  building  for  use  as  a  catering  establishment  with 
accessory  parking  that  encroaches  on  the  required  side 
yards. 

PREMISES  AFFECTED — 72-33  Metropolitan  Avenue, 
north  side,  279  feet  east  of  Pleasant  View  Street,  Block 
3057,  Lots  29,  31  and  32,  Middle  Village,  Borough  of 
Queens. 


215-67-BZ 

APPLICANT — Arno  Fischer  for  Michael  Della  Vecchia, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  July  8,  1977 — decision  of  the  Borough  Su¬ 
perintendent  ;  previously  granted  on  condition  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  an  R6 
district,  the  erection  of  a  one  story  building  for  use  as  a 
warehouse  and  factory. 

PREMISES  AFFECTED— 11-25  to  11-29  Broadway, 
northwest  corner  of  12th  Street,  Block  502,  Lot  38  (form¬ 
erly  Lots  38  and  40),  Long  Island  City,  Borough  of 
Queens.  Community  Board  #1Q. 


188-78-BZ 

APPLICANT — Natale  R.  Anzelmo  for  Sturdy  Wheel 
Alignment,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tions  11-412  and  11-413  of  the  Zoning  Resolution,  permit¬ 
ting  in  an  R5  district,  the  erection  of  a  one  story 
enlargement  to  the  accessory  structure  to  an  automotive 
service  station  previously  before  the  Board  and  the  change 
in  occupancy  into  an  automobile  repair  shop. 

PREMISES  AFFECTED— 1712-18  81st  Street,  southwest 
corner  of  New  Utrecht  Avenue,  Block  6313,  Lot  31,  Bor¬ 
ough  of  Brooklyn. 


55-45-BZ — Vol.  Ill 

APPLICANT — Neil  Robert  Bersak  for  Kingsland  Service 
Station,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  November  5,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7f  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  laundry,  motor  vehicle 
repair  shop  and  storage  and  sale  of  ice. 

PREMISES  AFFECTED — 51-65  Kingsland  Avenue  (51- 
61  displayed),  271-275  Withers  Street,  northwest  corner 
and  101-113  Woodpoint  Avenue,  Block  2866,  Lot  40  (form¬ 
erly  part  of  Lot  43),  Borough  of  Brooklyn.  Community 
Board  #1BK. 


316-73-BZ 

APPLICANT — Walter  T.  Gorman  for  Richard  J.  Grever, 

owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R4  district,  the  reconstruction  of  an  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED — 31-02  68th  Street,  southwest 
corner  of  31st  Avenue,  Block  1138,  Lot  27,  Jackson  Heights, 
Borough  of  Queens.  Community  Board  #3Q. 


93-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Flatbush  Avenue, 
Incorporated  and  Avenue  U,  Incorporated  (Kings  Plaza), 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  20,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-49  of  the  Zoning 
Resolution,  permitting  in  an  M3-1  district,  at  a  proposed 
shopping  center,  the  addition  to  the  uses  to  include  roof 
parking. 

PREMISES  AFFECTED— 2483-2571  Flatbush  Avenue, 
5102-5430  Avenue  U,  southeast  corner,  Block  8470,  Lots  1, 
50  and  55  (formerly  part  of  Lot  1,  Lots  54,  55,  62  and  99), 
Borough  of  Brooklyn.  Community  Board  #18BK. 


5-53-BZ 

APPLICANT — Kenneth  H.  Koons  and  Alfred  A.  Fantino 
for  Barb  Operating  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  15, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station  and 
lubritorium. 

PREMISES  AFFECTED — 2890  Westchester  Avenue,  south 
side,  from  Roberts  to  Pilgrim  Avenues,  Block  4162,  Lot  70, 
Borough  of  The  Bronx.  Community  Board  #10BX. 


ZONING  CASES 

407-78-BZ 

APPLICANT — William  H.  Ince  for  Diton  Realty,  Incor¬ 
porated,  owner. 

SUBJECT — Application  June  6,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  (CR)  district,  in  an  exist¬ 
ing  four  story  building,  the  addition  to  the  uses  of  the 
existing  restaurant  portion  to  include  cabaret  on  the  base¬ 
ment  level. 

PREMISES  AFFECTED— 147-151  East  45th  Street,  north 
side,  140  feet  west  of  Third  Avenue,  Block  1300,  Lot  28, 
Borough  of  Manhattan.  Community  Board  #6M. 


860-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Creative  Living 
Incorporated,  owner. 

SUBJECT — Application  September  25,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R10  district,  the  change  in 
use  of  an  existing  five  story  and  basement  building  from  a 
multiple  dwelling  and  doctors  offices  into  commercial 
offices. 

PREMISES  AFFECTED — 52-54  Park  Avenue,  west  side, 
42.3 Vz  feet  northeast  of  37th  Street,  Block  867,  Lot  35,  Bor¬ 
ough  of  Manhattan.  Community  Board  #6M. 


861-78-A 

APPLICANT — Leonard  F.  Rothkrug  for  Creative  Living 
Incorporated,  owner. 

SUBJECT — Application  September  25,  1978 — appeal  of  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  Administrative 
Code. 
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PREMISES  AFFECTED— 52-54  Park  Avenue,  west  side, 
42.3J4  feet  northeast  of  37th  Street,  Block  867,  Lot  35,  Bor¬ 
ough  of  Manhattan. 


882-78-BZ 

APPLICANT — Shael  Shapiro  for  Shapiro  Lawn  Associates 
Architects,  for  William  Monaghan,  owner. 

SUBJECT — Application  September  29,  1978 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-5  district,  in  an 
existing  six  story  loft  building,  the  conversion  of  the  fourth, 
fifth,  and  sixth  floor  into  apartments. 

PREMISES  AFFECTED— 161-165  Perry  Street,  north 
side,  136.0  feet  west  of  Washington  Street,  Block  637,  Lot 
77,  Borough  of  Manhattan.  Community  Board  #2M. 


949-78-BZ 

APPLICANT — Ferrenz  and  Taylor,  Incorporated  for  St. 
Vincent’s  Hospital  and  Medical  Center  of  New  York, 
owner. 

SUBJECT — Application  November  3,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-6  and  R6  district,  the 
erection  of  a  two  story  enlargement  to  an  existing  medical 
center  that  increases  the  degree  of  non-compliance  within 
the  sky  exposure  plane. 

PREMISES  AFFECTED— 153  West  11th  Street,  1-15 
Seventh  Avenue,  northeast  corner  and  160/178  West  12th 
Street,  Block  607,  Lot  1,  Borough  of  Manhattan.  Com¬ 
munity  Board  #2M. 


899-78-BZ 

APPLICANT — Alfonso  Duarte  for  United  Tamudical 
Academy,  owner. 

SUBJECT — Application  October  12,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  M3-1  district,  the  conversion 
of  an  existing  three  story  manufacturing  building  into  a 
Parochial  school. 

PREMISES  AFFECTED — 460  Kent  Avenue,  northwest 
corner  of  Division  Avenue,  Block  2134,  Lot  1,  Borough  of 
Brooklyn.  Community  Board  #1BK. 

Laid  over  from  January  30,  1979,  for  hearing. 


286-78-BZ 

APPLICANT — Steven  Liebman  for  Liebman  Realty  Cor¬ 
poration,  owner,  Steven  Liebman,  lessee. 

SUBJECT — Application  April  18,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  the  conversion  of 
an  existing  accessory  parking  lot  for  a  hospital  into  a 
public  parking  lot. 

PREMISES  AFFECTED— 337-339  West  30th  Street,  north 
side,  321  feet  east  of  Ninth  Avenue,  Block  754,  Lots  19 
and  20,  Borough  of  Manhattan.  Community  Board  #4M. 
Laid  over  from  December  19,  1978  for  continued 

hearing. 


638-78-BZ 

APPLICANT — Howard  I.  Brenner  for  58  Realopp  Corpora¬ 
tion,  owner,  H.  I.  S.  Enterprises,  Incorporated,  Lessee. 

SUBJECT — Application  August  7,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4CL  district,  in  an  existing 
four  story  and  penthouse  structure,  the  expansion  into  the 
fourth  floor  of  the  existing  physical  culture  establishment 
located  on  the  second  and  third  floors. 


PREMISES  AFFECTED— 300  West  58th  Street,  a/k/a 
989  Eighth  Avenue,  southwest  corner,  Block  1048,  Lot  36, 
Borough  of  Manhattan.  Community  Board  #4M. 

Laid  over  from  January  30,  1979,  for  continued  hearing. 

Alan  D.  Gershuny,  Executive  Director 


FEBRUARY  27,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 

Tuesday  afternoon,  February  27,  1979,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

558-78-A 

APPLICANT — Alan  R.  Gaines  for  Walter  and  Judith  Roth¬ 
man,  owners. 

SUBJECT — Application  July  25,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — 60  Circle  Road,  north  side,  130 
feet  east  of  Benedict  Road,  Block  867,  Lot  112,  Todt  Hill, 
Borough  of  Staten  Island. 


872-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Ro-Sal  Estates, 
Incorporated,  owner. 

SUBJECT — Application  September  28,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street,  proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 38  Tyndale  Street,  south  side, 
115.00  feet  east  of  Barclay  Avenue,  Block  6364,  Lot  153, 
Annadale,  Borough  of  Staten  Island. 


913-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Borgart  Homes, 
owner. 

SUBJECT — Application  October  17,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 50  Kingdom  Avenue,  west  side, 
80  feet  north  of  Billiou  Street,  Block  6578,  Lot  27, 
Huguenot,  Borough  of  Staten  Island. 


914-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Borgart  Homes, 
owner. 

SUBJECT — Application  October  17,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 56  Kingdom  Avenue,  northwest 
corner  of  Billiou  Street,  Block  6578,  Lot  31,  Huguenot, 
Borough  of  Staten  Island. 


939-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 
OWNER  OF  PREMISES — Demetrios  Drallios. 

SUBJECT — Application  October  24,  1978 — for  Modification 
of  Certificate  of  Occupancy  #Q189545  re-  sprinkler  system. 
PREMISES  AFFECTED — 147-24  Northern  Boulevard, 
south  side,  150  feet  west  of  149th  Street,  Block  5016,  Lot 
33,  Flushing,  Borough  of  Queens. 
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672-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 
OWNER  OF  PREMISES — Sixth  Avenue  Associates. 
SUBJECT — Application  August  9,  1978 — for  modification  of 
Certificate  of  Occupancy  #7767 9  re-  sprinkler  system. 
PREMISES  AFFECTED— 27-39  West  52nd  Street,  north 
side,  300  feet  east  of  Sixth  Avenue,  Block  1268,  Lot  15, 
Borough  of  Manhattan. 

Alan  D.  Gershuny,  Executive  Director 


MARCH  6,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 

Tuesday  morning  March  6,  1979,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

SPECIAL  ORDER  CALENDAR 

352-74-BZ 

APPLICANT — Denis  de  Mahy  for  William  F.  Alleyne, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  July  23,  1975 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R6  district,  the  erection  of  a  three  story  enlargement  to  a 
dwelling  that  creates  non-compliance  in  floor  area  ratio 
and  open  space  ratio. 

PREMISES  AFFECTED — 372  Adelphi  Street,  west  side, 
96  feet  north  of  Greene  Avenue,  Block  2120,  Lot  38,  Bor¬ 
ough  of  Brooklyn. 

627-70-BZ — Vol.  II 

APPLICANT — George  Angelastro,  owner. 

SUBJECT — Application  for  consideration  reopening  for  ex¬ 
tension  of  time  to  obtain  Certificate  of  Occupancy  which 
expired  January  10,  1979 — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
73-241  of  the  Zoning  Resolution,  permitting  in  a  C2-2 
district  in  an  existing  one  story  building  occupied  as  a 
restaurant  addition  to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED — 2148  to  2150  Flatbush  Avenue, 
west  side,  140  feet  south  of  Quentin  Road,  Block  7889,  Lot 
49,  Borough  of  Brooklyn. 


457-58-BZ 

APPLICANT — Carol  Nuzzi  for  John  Colangelo,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  January  22, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  use  of  a 
vacant  plot  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 2330-2334  Cambreleng  Avenue, 
east  side,  274.52  feet  south  of  East  187th  Street,  Block 
3089,  Lots  18,  19  and  20,  Borough  of  The  Bronx.  Com¬ 
munity  Board  #6BX. 


743-72-BZ 

APPLICANT — Lama  and  Vassalotti  for  Utopia  Associates, 
owner ;  Mobil  Oil  Corporation,  long  term  lessee. 
SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  time  to  complete  which 


expired  December  20,  1978  and  for  amendment — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Section  73-211  of  the  Zoning  Resolution, 
permitting  in  a  C2-2  district,  the  erection  and  maintenance 
of  an  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 181-08  Horace  Harding  Ex¬ 
pressway  and  69-05  Utopia  Parkway,  southeast  corner, 
Block  7070,  Lot  2,  Flushing,  Borough  of  Queens. 


221-77-A 

APPLICANT — Lama  and  Vassalotti  for  Utopia  Associates, 
owner ;  Mobil  Oil  Corporation,  long  term  lessee. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — appeal  from  a  decision  of  the 
Borough  Superintendent;  re-  proposed  change  of  use  from 
automotive  service  station  to  self  service  gasoline  station; 
previously  granted  on  condition. 

PREMISES  AFFECTED— 181-08  Horace  Harding  Ex¬ 
pressway,  southeast  corner  of  Utopia  Parkway,  Block 
7070,  Lot  2,  Flushing,  Borough  of  Queens. 


839-76-BZ 

APPLICANT — Lichtner  Associates  for  Julius  Mehrberg, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  July  19,  1978;  and  for  amendment — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-2  district,  the  erection  of  a  one  story 
building  for  use  as  a  restaurant  with  accessory  parking  in 
the  open  area. 

PREMISES  AFFECTED — 2025  Richmond  Avenue,  east 
side,  894.75  feet  north  of  Rockland  Avenue,  Block  2015, 
Lot  48,  New  Springville,  Borough  of  Staten  Island. 


819-52-BZ 

APPLICANT — Richard  E.  Beaman  for  Marinid  Realty- 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  October  23,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7i  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  change  in  occupancy  from  five-car 
garage  to  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1890  Watson  Avenue  and  1077 
White  Plains  Road,  southwest  corner,  Block  3732,  Lot  49, 
Borough  of  The  Bronx.  Community  Board  #9BX. 


663-58-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Westbury  Special¬ 
ties,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  March  10,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  change 
in  use  from  stables  and  storage  to  factory  for  manufacturing 
of  metal  products  with  accessory  office  and  caretaker’s 
apartments  in  another  building  on  the  same  lot  formerly 
used  as  a  one  family  dwelling. 

PREMISES  AFFECTED — 25-52  Crescent  Street,  west  side, 
140.76  feet  north  of  Astoria  Avenue,  Block  872,  Lot  76, 
Astoria,  Borough  of  Queens.  Community  Board  #1Q. 
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646-78-BZ 

APPLICANT — Barry  J.  Bank  for  Franchise  Realty  Inter¬ 
state  Corporation,  owner. 

SUBJECT — Application  August  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  and  R5  district,  the  enlarge¬ 
ment  in  area  of  the  accessory  parking  area  for  an  existing 
restaurant. 

PREMISES  AFFECTED — 3525  Ft.  Hamilton  Parkway, 
southeast  corner  of  36th  Street,  Block  5302,  Lot  6  and  Pt. 
of  1,  Borough  of  Brooklyn.  Community  Board  #10BK. 


870-78-BZ 

APPLICANT — Shael  Shapiro  for  Shapiro,  Lawn  Associates 
A  for  14  West  17  Tenants  Corporation,  owner. 

SUBJECT — Application  September  26,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-6  district,  in  an  existing 
twelve  story  building,  the  conversion  of  the  second  through 
twelfth  floors  from  factories  into  a  multiple  dwelling. 

PREMISES  AFFECTED— 14  West  17th  Street,  south 
side,  250.0  feet  west  of  Fifth  Avenue,  Block  818,  Lot  59, 
Borough  of  Manhattan.  Community  Board  #4M. 


729-78-BZ 

APPLICANT — Albert  Melniker  for  Louise  Schuman,  owner. 

SUBJECT — Application  September  1,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Rl-1  district,  the  maintenance 
of  an  enclosed  porch  that  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 198  Douglas  Road,  west  side, 
185  feet  south  of  Private  Road,  Block  829,  Lot  8,  Emerson 
Hill,  Borough  of  Staten  Island.  Community  Board  #2S.I. 


730-78-A 

APPLICANT — Albert  Melniker  for  Louise  Schuman,  owner. 

SUBJECT — Application  September  1,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— 198  Douglas  Road,  west  side, 
185  feet  south  of  Private  Road,  Block  829,  Lot  8,  Emerson 
Hill,  Borough  of  Staten  Island. 


947-78-BZ 

APPLICANT — Martyn  and  Don  Weston  for  Ben  Fishbein, 
owner. 

SUBJECT — Application  October  31,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  M2-1  district,  the  conversion  of 
an  existing  eight  story  and  penthouse  structure  from  a 
warehouse  into  a  multiple  dwelling. 

PREMISES  AFFECTED— 28  to  44  Cadman  Plaza  West 
and  1  to  13  Elizabeth  Place,  southeast  corner,  Block  202, 
Lots  1  and  9,  Borough  of  Brooklyn.  Community  Board 
#2BK. 

Alan  D.  Gershuny,  Executive  Director 


MARCH  6,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  March  6,  1979,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters: 


415-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  proposed  use  of  drywells 
for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 308  South  Railroad  Street, 
south  side,  328.62  feet  east  of  Lexa  Place,  Block  6324,  Lot 
175,  Huguenot,  Borough  of  Staten  Island. 


416-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion,  owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 318  South  Railroad  Street, 
south  side,  224.63  feet  east  of  Lexa  Place,  Block  6324,  Lot 
180,  Huguenot,  Borough  of  Staten  Island. 


417-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFECTED — 328  South  Railroad  Street,  south 
side,  134.63  feet  east  of  Lexa  Place,  Block  6324,  Lot  185, 
Huguenot,  Borough  of  Staten  Island. 


418-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 340  South  Railroad  Street, 
southeast  corner  of  Lexa  Place,  Block  6324,  Lot  190, 
Huguenot,  Borough  of  Staten  Island. 


419-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 307  South  Railroad  Street, 
north  side,  1008.80  feet  west  of  Albee  Avenue,  Block  6324, 
Lot  201,  Huguenot,  Borough  of  Staten  Island. 


420-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tausk, 
owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 317  South  Railroad  Street, 
north  side,  1110.13  feet  west  of  Albee  Avenue,  Block  6324, 
Lot  206,  Huguenot,  Borough  of  Staten  Island. 


421-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tausk, 
owner. 
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SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 327  South  Railroad  Street, 

north  side,  1210.13  feet  west  of  Albee  Avenue,  Block  6324, 
Lot  211,  Huguenot,  Borough  of  Staten  Island. 

422- 78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tausk, 
owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 337  South  Railroad  Street, 

north  side,  1310.13  feet  west  of  Albee  Avenue,  Block  6324, 
Lot  216,  Huguenot,  Borough  of  Staten  Island. 

423- 78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tausk, 
owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 347  South  Railroad  Street, 

north  side,  1410.13  feet  west  of  Albee  Avenue,  Block  6325, 
Lot  221,  Huguenot,  Borough  of  Staten  Island. 

90G-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 

OWNER  OF  PREMISES — Reiner- Kaiser  Associates. 


SUBJECT — Application  October  17,  1978 — for  Modification 
of  Certificate  of  Occupancy  #4 7776  re-  sprinkler  system. 
PREMISES  AFFECTED — 104-20  71st  Avenue,  west  side, 
60  feet  south  of  Station  Square,  Block  3253,  Lot  51,  Forest 
Hills,  Borough  of  Queens. 


948-78- A 

APPLICANT — Henry  Mortarotti  for  City  of  New  York 
Board  of  Higher  Education,  owner. 

SUBJECT — Application  November  1,  1978 — appeal  from  a 
decision  of  the  Commissioner  of  Transportation  (Bureau 
of  Highway  Operations)  re-  sidewalk  slope. 

PREMISES  AFFECTED— 535  East  80th  Street  and  16-18 
East  End  Avenue,  northwest  corner,  Block  1577,  Lot  23, 
Borough  of  Manhattan. 


543-78-A 

APPLICANT — Galbreath-Ruffin  Corporation. 

SUBJECT — Application  July  14,  1978 — review  and  appeal  of 
Modification  to  Reference  Standard  13-1  (Air  Filters) 
granted  under  Calendar  Number  281-77-BCR. 

PREMISES  AFFECTED— 150  E.  42nd  St.,  block  bounded 
by  Lexington  Ave.,  3rd  Ave.,  E.  42nd  St.  and  E.  41st  St., 
Block  1296,  Lot  46,  Borough  of  Manhattan. 

Alan  D.  Gershuny,  Executive  Driector 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  30,  1979,  10  A.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  January  16,  1979,  were 
approved  as  printed  in  the  Bulletin  of  January  25,  1979, 
Volume  64,  Number  4. 

705-78-A 

APPLICANT — Irving  Greenhouse,  Acting  Borough  Super¬ 
intendent — Department  of  Buildings,  Queens. 

OWNER  OF  PREMISES— Joseph  Ballone. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  August  25,  1978  re-  revocation  of  Certificate 
of  Occupancy  #Q192060. 

PREMISES  AFFECTED— 33-81  163rd  Street,  northeast 
corner  of  35th  Avenue,  Block  5248,  Lot  1,  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Owner:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


436-53-BZ — Vol.  I 

APPLICANT — Arthur  Levine  for  Sidney  Esikoff,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  the  term  of  variance  which  expires  February 
24,  1979 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  auto  wash  non  automatic,  motor  vehicle  re¬ 
pairs,  storage  and  sale  of  accessories  and  office  and  per¬ 
mitting  the  parking  of  cars  waiting  to  be  serviced. 

PREMISES  AFFECTED— 141-50  Union  Turnpike,  south 
side,  44.96  feet  west  of  Main  Street,  Block  6634,  Lot  34, 
Flushing,  Borough  of  Queens.  Community  Board  #8Q. 

APPEARANCES— 

For  Applicant:  Arthur  Levine. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  Community  Board  #8Q.  was  notified  by  the 
applicant  on  December  14,  1978  and  no  response  was  received ; 
and 

Whereas,  this  application  was  granted  by  the  Board  on 
February  24,  1954  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  30,  1979  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
24,  1954  as  amended  through  May  7,  1974  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 


“granted  for  a  term  of  ten  years  from  February  24,  1979, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained  within  one  year  from  the  date  of  this  amended 
resolution.”  (N.B.  1083-53) 


550-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Great  Atlantic 
and  Pacific  Tea  Company,  Incorporated,  long  term  lessee; 
Nomram  Enterprises,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  11-412  of  the  Zoning  Resolution,  permitting  in  an 
R2  district,  the  enlargement  in  lot  area  and  floor  area  of 
a  supermarket  previously  before  the  Board. 

PREMISES  AFFECTED— 198-27  47th  Avenue  and  46-40 
Francis  Lewis  Boulevard,  northwest  corner,  Block  5555, 
Lot  1,  Bayside,  Borough  of  Queens.  Community  Board 

#HQ. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  John  W.  Norris  and  Yolanda  Norris. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  Community  Board  #11Q.  recommended  ap¬ 
proval,  received  January  12,  1979;  and 
Whereas,  this  application  was  granted  by  the  Board  on 
October  26,  1971  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
26,  1971  by  adding  thereto: 

“That  the  premises  may  be  altered  substantially  as  shown 
on  revised  drawings  of  proposed  conditions  marked 
‘Received  October  31,  1978’ — one  sheet;  and  ‘January  25, 
1979’ — one  sheet;  on  condition  that  the  wrought  iron 
fence  atop  of  the  brick  wall  on  the  47th  Avenue  side  of 
the  property  shall  be  repaired  where  required ;  and  that 
all  work  shall  be  completed  within  one  year  from  the 
date  of  this  amended  resolution;  and  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (B.N.  1085-77) 


490-76-BZ 

APPLICANT — Miele  Associates  for  C.  B.  R.  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  January  31, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  at  an  existing  one 
story  medical  center,  the  erection  of  a  second  floor  addition 
that  creates  non-compliance  within  the  required  yards  and 
accessory  parking. 

PREMISES  AFFECTED— 23-87  to  23-95  Bell  Boulevard 
and  214-05  to  214-15  24th  Avenue,  northeast  corner,  Block 
5958,  Lot  52,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Jean  Miele. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 


180 


MINUTES 


THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  6,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
7,  1976  as  amended  through  January  31,  1978  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read  : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 

(Alt.  525-76) 


554-78-BZ 

APPLICANT — Abraham  Grossman  for  Joel  Schapiro, 
owner. 

SUBJECT — Application  for  consideration — to  reopen  and 
restore  to  the  docket  by  the  Board  to  reconsider-Aiecision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition  under  Section  73-62  of  the  Zoning  Resolution, 
permitting  in  an  R8  district,  in  an  existing  five  story  and 
cellar  multiple  dwelling,  the  use  of  a  portion  of  the  cellar 
as  apartments  that  creates  non-compliance  in  floor  area 
ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 15  West  64th  Street,  north  side, 
225  feet  west  of  Central  Park  West,  Block  1117,  Lot  23, 
Borough  of  Manhattan.  Community  Board  #7M. 
APPEARANCES— 

For  Applicant :  Abraham  Grossman  and  Leonard  F.  Roth- 
krug. 

For  Opposition:  Jane  Haugh,  C.B.  #7M. 

ACTION  OF  BOARD — On  the  motion  of  this  Board  to 
restore  BSA  Calendar  Numbers  552-78-BZ  and  554-79-BZ 
to  the  Calendar  in  order  to  hear  arguments  on  the  issue  of 
procedure. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

N  egative :  .  0 


ACTION  OF  BOARD — Determination  and  statement 
thereto  affirmed. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  STATEMENT— 


This  Board  has  determined  that  the  issue  raised  by  the 
Community  Board  re-  alleged  lack  of  notification  by  the  ap- 
licant  and  BSA  to  the  Community  Board  of  public  hearing 
to  be  held  by  the  BSA  is  “harmless  error”  and  a  technicality 
that  does  not  go  to  the  merits  of  the  case.  The  Community 
Board  was  duly  notified  on  September  26,  1978  by  the  appli¬ 
cant  pursuant  to  ULURP  and  that  the  record  indicates  no 
Community  Board  recommendation  was  received  by  this 
Board  within  the  60  days  ULURP  time  limit.  According  to 
the  Board’s  Rules  of  Procedure,  Article  V,  Section  4,  after 
the  expiration  of  the  60  days  the  Board  may  proceed  to 
review  the  application  and  to  make  a  decision.  Further,  the 
Community  Board  received  notification  of  the  date  set  for 
public  hearing  by  this  Board  on  this  application  two  weeks 
prior  to  said  hearing  in  the  Bulletins  of  the  Board,  Vol.  63, 
Nos.  44  and  45,  dated  November  2,  1978  and  November  9, 
1978  respectively,  and  that  the  applicant  published  in  the 


West  Sider,  a  newspaper,  on  November  16,  1978  and  Novem¬ 
ber  20,  1978,  the  date  of  the  public  hearing  at  this  Board. 

Therefore,  the  Board  has  determined  that  the  question 
raised  is  a  procedural  technicality  and  that  the  decision 
rendered  thereto  should  not  be  reopened. 


552-78-BZ 

APPLICANT — Abraham  Grossman  for  Joel  Schapiro, 
owner. 

SUBJECT — Application  for  consideration — to  reopen  and 
restore  to  the  docket  by  the  Board  to  reconsider— decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Section  83-62  of  the  Zoning  Resolution, 
permitting  in  an  R8  district,  in  an  existing  five  story  and 
cellar  multiple  dwelling,  the  use  of  a  portion  of  the  cellar 
as  apartments  that  creates  non-compliance  in  floor  area 
ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 13  West  64th  Street,  north  side, 
200  feet  west  of  Central  Park  West,  Block  1117,  Lot  24, 
Borough  of  Manhattan.  Community  Board  #7M. 
APPEARANCES— 

For  Applicant:  Abraham  Grossman  and  Leonard  F.  Roth- 
krug. 

For  Opposition:  Jane  Haugh,  C.B.  #7M. 

ACTION  OF  BOARD — On  the  motion  of  this  Board  to 
restore  BSA  Calendar  Numbers  552-78-BZ  and  554-79-BZ 
to  the  Calendar  in  order  to  hear  arguments  on  the  issue 
of  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 


ACTION  OF  BOARD — Determination  and  statement 
thereto  affirmed. 

THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  STATEMENT— 


This  Board  has  determined  that  the  issue  raised  by  the 
Community  Board  re-  alleged  lack  of  notification  by  the 
applicant  and  BSA  to  the  Community  Board  of  public  hear¬ 
ing  to  be  held  by  the  BSA  is  “harmless  error”  and  a  tech¬ 
nicality  that  does  not  go  to  the  merits  of  the  case.  The 
Community  Board  was  duly  notified  on  September  26,  1978 
by  the  applicant  pursuant  to  ULURP  and  that  the  record 
indicates  no  Community  Board  recommendation  was  received 
by  this  Board  within  the  60  days  ULURP  time  limit.  Ac¬ 
cording  to  the  Board’s  Rules  of  Procedure,  Article  V,  Section 
4,  after  the  expiration  of  the  60  days  the  Board  may  proceed 
to  review  the  application  and  to  make  a  decision.  Further, 
the  Community  Board  received  notification  of  the  date  set 
for  public  hearing  by  this  Board  on  this  application  two 
weeks  prior  to  said  hearing  in  the  Bulletins  of  the  Board, 
Vol.  63,  Nos.  44  and  45,  dated  November  2,  1978  and 
November  9,  1978  respectively,  and  that  the  applicant  pub¬ 
lished  in  the  West  Sider,  a  newspaper,  on  November  16, 
1978  and  November  20,  1978,  the  date  of  the  public  hearing 
at  this  Board. 

Therefore,  the  Board  has  determined  that  the  question 
raised  is  a  procedural  technicality  and  that  the  decision 
rendered  thereto  should  not  be  reopened. 


942-77-A 

APPLICANT — McGee  and  Morsellino  for  Save  Way  Albion 
Incorporated,  owner. 

SUBJECT — Application  for  consideration— request  to  waive 
the  rules  of  procedure,  extension  of  term  of  variance  which 
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expires  July  18,  1983 — and  for  amendment — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  gasoline  service  station  to  self  service  gasoline  serv¬ 
ice  station;  previously  granted  on  condition. 

PREMISES  AFFECTED — 77-33  Queens  Boulevard,  north¬ 
west  corner  of  Albion  Avenue,  Block  1536,  Lot  101,  Elm¬ 
hurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
10  A.M.,  Special  Order  Calendar,  for  continued  hearing; 
additional  information. 


394-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Paul  and  Nunzia 
Petrone,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  29, 
1979— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  conversion  of 
an  accessory  five  car  garage  to  an  automobile  repair  shop. 

PREMISES  AFFECTED— 211-21  and  211-27  45th  Road, 
north  side,  200  feet  east  of  211th  Road,  Block  1713,  Lots  46 
and  47,  Bayside,  Borough  of  Queens.  Community  Board 

#HQ. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
10  A.M.,  Special  Order  Calendar,  for  decision;  hearing 
closed. 


115-78-BZ 

APPLICANT — Sheldon  Lobel  for  Ivan  Natchev  and 
Jacqueline  Natchev,  owners. 

SUBJECT — Application  February  16,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  a  C8-2  district,  the  maintenance  of 
an  automobile  laundry  that  has  less  than  the  required 
reservoir  space. 

PREMISES  AFFECTED — 244  Flatbush  Avenue  Exten¬ 
sion,  southwest  corner  of  Gold  Street,  Block  2060,  Lots  8 
and  12,  Borough  of  Brooklyn.  Community  Board  #2BK. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel,  Millard  Bresin,  Ralph  M. 

Breseia,  Jacqueline  Natchev  and  Ivan  Natchev. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
10  A.M._,  for  continued  hearing,  additional  information  to 
be  submitted. 

495-78-BZ 

APPLICANT — Sidney  L.  Spanier  for  Tzemet  Associates, 
owner. 

SUBJECT — Application  June  29,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  Ml-5  (LMM)  district,  in  a  building  that 
exceeds  the  permitted  area,  the  conversion  from  warehouse 
into  loft  dwellings  that  has  less  than  the  required  yard 
depth  and  with  windows  that  open  on  a  deficient  yard  or 
court. 

PREMISES  AFFECTED — 466-470  Washington  Street, 
southwest  corner  of  Canal  Street,  Block  595,  Lot  16,  Bor¬ 
ough  of  Manhattan.  Community  Board  #TM. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

For  Opposition :  None. 

For  Administration:  Steven  Stein,  C.P.C. 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
10  A.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


496-78-A 

APPLICANT — Sidney  L.  Spanier  for  Tzemet  Associates, 
owner. 

SUBJECT — Application  June  29,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  conversion 
to  loft  dwellings  is  contrary  to  Multiple  Dwelling  Law. 

PREMISES  AFFECTED — 466/470  Washington  Street, 
west  side,  60  feet  south  of  Canal  Street,  Block  595,  Lot  16, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel. 

For  Administration:  Steven  Stein,  C.P.C. 

ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
10  A.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


522-78-BZ 

APPLICANT — Stein,  Davidoff,  Malito  and  Katz  for  Otto 
Chicas  Corporation,  owner. 

SUBJECT — Application  July  7,  1978— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  in  an  existing  six 
story  building,  the  use  of  the  first  floor  and  mezzanine  as 
a  retail  store. 

PREMISES  AFFECTED— 117  East  115th  Street,  north 
side,  155  feet  east  of  Park  Avenue,  Block  1643,  Lot  8, 
Borough  of  Manhattan.  Community  Board  #11M. 
APPEARANCES— 

For  Applicant:  Sid  Davidoff  and  Robert  Palermo. 

For  Opposition:  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
10  A.M.,  for  decision;  hearing  closed. 


545-78-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Aldo  Vas- 
poli,  owner. 

SUBJECT — Application  July  18,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R4  district,  the  erection  of  a 
one  story  building  for  use  as  a  commercial  vehicle  storage 
establishment. 

PREMISES  AFFECTED — 903  Pine  Street,  east  side,  250 
feet  north  of  Cozine  Avenue,  Block  4547,  Lots  49  and  50, 
Borough  of  Brooklyn.  Community  Board  #5BK. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati. 

For  Opposition:  Anna  Fiamano,  Anne  Sarcona  and  Mar¬ 
celline  Moeller. 

ACTION  OF  BOARD — Decision  deferred  to  March  27, 
1979,  at  10  A.M.,  hearing  closed. 

638-78-BZ 

APPLICANT — Howard  I.  Brenner  for  58  Realopp  Corpo¬ 
ration,  owner,  H.I.S.  Enterprises,  Incorporated,  lessee. 

SUBJECT — Application  August  7,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4CL  district,  in  an  existing 
four  story  and  penthouse  structure,  the  expansion  into  the 
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fourth  floor  of  the  existing  physical  culture  establishment 
located  on  the  second  and  third  floors. 

PREMISES  AFFECTED— 300  West  58th  Street,  a/k/a 
989  Eighth  Avenue,  southwest  corner,  Block  1048,  Lot  36, 
Borough  of  Manhattan.  Community  Board  #4M. 

APPEARANCES— 

For  Applicant :  Howard  I.  Brenner. 

For  Opposition  :  Sol  Shanus. 

ACTION  OF  BOARD — Laid  over  to  February  27,  1979,  at 
10  A.M.,  for  continued  hearing;  additional  information. 


709-78-B  Z 

APPLICANT — Weinberg  and  Kirshanbaum  for  St.  Fin- 
barr’s  Roman  Catholic  Church,  owner,  Colonial  Mansion, 
Contract  Vendee. 

SUBJECT — Application  August  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  use  of  a  portion 
of  a  lot  presently  occupied  as  a  playground  as  an  accessory 
off-site  parking  facility  for  a  catering  establishment. 

PREMISES  AFFECTED — 1849  Bath  Avenue,  northeast 
corner  of  Bay  20th  Street,  Block  6405,  Lot  1,  Borough  of 
Brooklyn.  Community  Board  #11BK. 

APPEARANCES— 

For  Applicant :  Irving  Greenhouse. 

For  Opposition :  Josephine  Ragusa,  Agnes  Piollo  and 
Philip  Gatti. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
10  A.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


711-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Davmar  Estates, 
Incorporated,  owner. 

SUBJECT — Application  August  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  in  an  existing 
two  story  and  basement  mixed  building  tbe  conversion  of 
the  doctors  offices  in  the  cellar  into  apartments  that  creates 
non-compliance  in  floor  area  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 22  Bay  Terrace,  southwest 
corner  of  Amboy  Road,  Block  5090,  Lot  35,  Great  Kills, 
Borough  of  Staten  Island.  Community  Board  #3S.I. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
10  A.M.,  for  decision;  hearing  closed. 


741-78-BZ 

APPLICANT — Harry  Soled  for  Mor  Loewy,  owner. 

SUBJECT — Application  September  12,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  and  basement  enlargement  to  an  existing  mul¬ 
tiple  dwelling  that  creates  non-compliance  in  floor  area 
ratio,  open  space  ratio  and  rear  yard  encroachment  on  the 
interior  lot  portion  of  the  plot. 

PREMISES  AFFECTED — 111  Penn  Street,  north  side, 
88.7  feet  east  of  Bedford  Avenue,  Block  2211,  Lot  60, 
Borough  of  Brooklyn.  Community  Board  #1BK. 


APPEARANCES— 

For  Applicant:  Harry  Soled. 

For  Opposition:  None. 

ACTION  OF  BOARD — Decision  deferred  to  February  20, 
1979,  at  10  A.M.,  hearing  closed. 


742-78-A 

APPLICANT — Harry  Soled  for  Mor  Loewy,  owner. 

SUBJECT — Application  September  12,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Multiple 
Dwelling  Law. 

PREMISES  AFFECTED — 111  Penn  Street,  north  side, 
86.7  feet  east  of  Bedford  Avenue,  Block  2211,  Lot  60, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

ACTION  OF  BOARD — Decision  deferred  to  February  20, 
1979,  at  10  A.M.,  hearing  closed. 


899-78-BZ 

APPLICANT — Alfonso  Duarte  for  United  Tamudical 
Academy,  owner. 

SUBJECT — Application  October  12,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  M3-1  district,  the  conversion 
of  an  existing  three  story  manufacturing  building  into  a 
Parochial  school. 

PREMISES  AFFECTED — 460  Kent  Avenue,  northwest 
corner  of  Division  Avenue,  Block  2134,  Lot  1,  Borough  of 
Brooklyn.  Community  Board  #1BK. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte. 

For  Opposition:  None. 

For  Administration:  Steven  Stein,  C.P.C. 

ACTION  OF  BOARD — Laid  over  to  February  27,  1979,  at 
10  A.M.,  at  the  request  of  the  City  Planning  Commission, 
for  hearing. 


579-78-BZ 

APPLICANT — Serge  Klein  for  Robert  Lemle  and  Clarence 
Lemle,  owner. 

SUBJECT — Application  August  3,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R8  district,  in 
an  existing  six  story  and  cellar  multiple  dwelling  the  con¬ 
version  of  the  front  portion  of  the  first  floor  and  cellar 
into  retail  stores. 

PREMISES  AFFECTED — 236-238  East  58th  Street,  east 
side,  160  feet  west  of  Second  Avenue,  Block  1331,  Lot  31, 
Borough  of  Manhattan.  Community  Board  #6M. 

APPEARANCES— 

For  Applicant:  Michael  M.  Robbins. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  . . .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  December  12,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  16,  1979;  then  to  January  30, 
1979;  and 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  1,  1978,  acting  on  Alt.  Applic.  #1052/1977, 
reads : 

“Cl.  Change  of  use  in  cellar  and  first  floor  from 
U.G.  2  to  U.G.  6  in  an  R-8  zoning  district  is  contrary 
to  section  22-00  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  consisting  of  Commis¬ 
sioner  Philip  P.  Agusta,  R.A.  and  Commissioner  Stanley  M. 
Wolf,  R.A. ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  in  an  existing  six- 
story  and  cellar  multiple  dwelling  the  conversion  of  the  front 
portion  of  the  first  floor  and  cellar  into  retail  stores  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  as  they  apply  to  the  objection,  above  noted,  filed  with 
this  application,  marked  “Received  August  3,  1978”,  11  sheets 
and  “December  13,  1978”,  2  sheets;  on  further  condition  that 
all  uses  in  Use  Group  6  be  permitted  with  the  exception  that 
there  be  no  retail  store  for  cigar,  tobacco  or  smoking  related 
products,  no  eating  or  drinking  establishments  and  no  metha¬ 
done  or  drug  treatment  center ;  that  this  variance  be  limited 
to  a  term  of  5  years;  that  signs  comply  with  the  Cl  district 
regulations ;  that  the  facades  to  be  resurfaced  with  material 
compatible  with  the  residential  character  of  the  neighbor¬ 
hood  ;  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


675-78-BZ 

APPLICANT — Philip  C.  Lindenauer  for  Mt.  Calvary 
Church  of  God  in  Christ,  owner. 

SUBJECT — Application  August  10,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  Church  that  en¬ 
croaches  on  the  required  front  yard  and  without  the  re¬ 
quired  accessory  parking. 

PREMISES  AFFECTED— 194-57/59  Murdock  Avenue, 
northwest  corner  of  196th  Street,  Block  10990,  Lot  32,  St. 
Albans,  Borough  of  Queens.  Community  Board  #12Q. 
APPEARANCES—  _ 

For  Applicant:  Philip  C.  Lindenauer. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  16,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  30,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  4,  1978,  acting  on  Alt.  Applic.  #446/1978, 
reads : 

“1.  The  proposed  enlargement  of  a  Community 
Facility  Building,  Church,  Use  Group  4,  without  a 


front  yard  along  196th  St.  is  contrary  to  Section  24-34 
of  the  Zoning  Resolution. 

2.  The  proposed  enlargement,  with  a  sideyard  of  less 
than  8'-0"  is  contrary  to  Section  24-35  of  the  Zoning 
Resolution. 

3.  The  proposed  church  enlargement  to  accommo¬ 
date  166  persons,  with  no  accessory  off  street  parking 
provided,  is  contrary  to  Section  25-31  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  consisting  of  Commis¬ 
sioner  Philip  P.  Agusta,  R.A.  and  Commissioner  Stanley  M. 
Wolf,  R.A. ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  one- 
story  enlargement  to  an  existing  church  that  encroaches  on 
the  required  front  yard  and  without  the  required  accessory 
parking  on  condition  that  all  work  shall  substantially  conform 
to  drawings  as  they  apply  to  the  objection,  above  noted,  filed 
with  this  application,  marked  “Received  August  10,  1978”, 
9  sheets ;  and  on  further  condition  that  the  masonry  facade  on 
Murdock  Avenue  be  continued  on  the  existing  portion  and 
proposed  enlargement  on  196th  Street  frontage;  that  persons 
attending  services  at  this  church  shall  not  obstruct  the  sur¬ 
rounding  residential  driveways;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 

Adjourned :  1 :00  P.M. 

Alan  D.  Gershuny,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  30,  1979,  2  P.M. 

Present :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

678-78-A 

APPLICANT — D.  M.  Shand  for  Abitibi  Corporation,  owner. 
SLTBJECT — Application  August  11,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  packaging  of  in¬ 
flammable  mixture  known  as  Abitibi  #600  Panel  Pro 
Panel  and  Construction  Adhesive  in  standard  foil  lined,  not 
in  compliance  with  regulation  of  the  Administrative  Code 
of  New  York  City. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  4,  1978,  on  Folder  #122-3978  I.  M.,  reads: 
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“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  ‘Abitibi  #600  Panel  Pro  Panel  &  Con¬ 
struction  Adhesive’  an  Inflammable  Mixture  with  a 
flash  point  below  75°  F.  (TOC)  in  containers  as  follows: 
11  fl.  oz.  Standard  Foil  Lined,  Not  Reusable  Foil  Wrap¬ 
ped  Cartridge  is  Disapproved.  Such  containers  are  not 
in  compliance  with  our  regulations  to  wit:  Sec.  C19-59-0.C 
of  the  New  York  City  Administrative  Code  requires  that 
containers  of  this  size  for  flammable  mixtures  be  of  metal 
with  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
August  4,  1978  acting  on  Folder  Number  122-3978  I.  M. 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  container  comply  with 
drawing  filed  “August  11,  1978”,  1  sheet,  that  the  modifica¬ 
tion  shall  apply  to  “Abitibi  #600  Panel  Pro  Panel  and  Con¬ 
struction  Adhesive  in  11  ounce  Cartridge  Container  only; 
that  in  retail  stores  without  sprinklers  the  maximum  storage 
shall  be  limited  to  five  cartons,  and  on  further  condition  that 
the  label  on  the  container  be  in  such  style  and  wording  as  is 
satisfactory  to  the  Fire  Commissioner ;  that  any  descriptive 
product  information  about  this  item,  including  brochures, 
catalogues,  and  bulletins,  etc.,  as  well  as  all  product  labels, 
packaging,  and  where  possible,  the  item  itself  shall  include 
the  wording  “Approved  by  the  New  York  City  Board  of 
Standards  and  Appeals  under  Cal.  No.  678-78-A”,  and  that 
in  all  other  respects  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


737-78-A 

APPLICANT — Lama  and  Vassalotti  for  Robert  and  Michael 
Leider,  owner,  Amoco  Oil  Company,  Lessee. 

SUBJECT — Application  September  12,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  change 
to  Self-Service  Gas  Station  contrary  to  Fire  Prevention 
Code. 

PREMISES  AFFECTED— 2520  65th  Street,  369/381  Ave¬ 
nue  P,  northwest  corner,  Block  6607,  Lot  82,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  Vassalotti. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  22,  1978,  on  N.B.  Applic.  #34/78,  reads : 

“1.  The  proposed  change  in  use  from  Gasoline  and 
Oil  Selling  Station  to  Self-Service  Gasoline  and  Oil 
Selling  Station  is  contrary  to  C19-73.0  (b)  (2)  of  the 
Fire  Prevention  Code  City  of  New  York. 

Note:  Premises  is  subject  of  B.S.A.  Special  Permit 
under  Cal.  #174-78-BZ.” 

and 

Whereas,  a  decision  of  the  Borough  Superintendent  dated 
August  22,  1978  reads :  “The  proposed  change  in  use  from 
Gasoline  and  Oil  Selling  Station  to  self-service  gasoline  and 
oil  selling  station  is  contrary  to  C19-73.0  (b)  (2)  of  the 
Fire  Prevention  Code  City  of  New  York,  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 
Whereas,  Section  C19-73.0.b2  of  the  Fire  Prevention  Code 
permits  the  use  and  installation  of  self-service  devices  in 
gasoline  service  stations  provided  that  such  devices  are 


operated  by  persons  holding  a  Certificate  of  Fitness  for  the 
dispensing  of  gasoline  or  diesel  fuel  for  motor  fuel ;  and 
Whereas,  it  is  required  that  at  all  times,  when  fuel  is 
dispensed,  the  person  holding  a  Certificate  of  Fitness  have 
control  over  fuel  dispensing  devices;  and 

Whereas,  the  record  and  filed  plans  in  the  instant  applica¬ 
tion  indicate  that  safety  devices,  fuel  dispensing  devices  and 
consoles  are  under  the  direct  supervision  and  control  of  the 
person  holding  a  Certificate  of  Fitness  as  above  specified ; 
and 

Whereas,  the  filed  plans  indicate  the  installation  of  Board 
of  Standards  and  Appeals  approved  automatic  dry  chemical 
suppression  system  utilizing  heat  activators  as  well  as  a 
manual  activator  control  and  a  fail  safe  electric  energy  device 
which  will  automatically  disconnect  the  complete  electrical 
system  to  the  self-service  dispensing  equipment  when  the  dry 
chemical  suppression  system  is  activated;  and 

Whereas,  the  filed  plans  indicate  the  control  booth  is 
located  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  August  22,  1978  be  and  it  hereby  is  modified  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  (1) 
that  a  trained  attendant  who  possesses  a  Certificate  of  Fit¬ 
ness,  as  above  described,  shall  be  on  duty  at  all  times  when 
the  station  is  open  for  business ;  (2)  that  it  shall  be  the 
attendant’s  duty  to  require  the  engine  of  any  vehicle  be  shut 
off  before  the  start  of  the  fuel  operation,  and  to  prohibit 
smoking  within  the  immediate  area  of  the  fuel  operation ; 
(3)  that  it  shall  be  the  attendant’s  duty  to  prevent  the  dis¬ 
pensing  of  fuel  into  portable  containers ;  (4)  that  signs  read¬ 
ing  “No  Smoking”,  “Stop  Your  Engine”,  and  “It  Is  Unlawful 
To  Dispense  Gasoline  Into  Portable  Containers”  shall  be 
conspicuously  posted  in  clear  view  of  the  customer  at  the 
dispensing  island;  (5)  that  portable  fire  extinguishers,  ac¬ 
ceptable  to  the  Fire  Commissioner,  be  located  as  indicated 
on  filed  plans;  (6)  that  all  dispensing  devices  and  fire  sup¬ 
pression  systems  be  approved  by  the  Board  of  Standards  and 
Appeals ;  (7)  that  the  suppression  system  be  arranged  in  a 
manner  so  as  to  cover  an  area  around  each  pump  encom¬ 
passed  by  a  circle  having  a  radius  equal  to  the  maximum 
extendable  length  of  the  hose  and  nozzle  of  said  pump;  (8) 
that  the  installation  and  use  of  coin-operated  dispensing 
devices  for  fuel  be  prohibited;  (9)  that  there  shall  be  con¬ 
stant  contact  between  the  attendant  in  the  control  booth  and 
the  dispensing  island  by  means  of  a  voice  intercommunication 
system  which  shall  be  maintained  in  proper  operating  con¬ 
dition  at  all  times;  (10)  that  all  controls,  devices,  fire  sup¬ 
pression  system  and  fire  fighting  equipment  be  maintained 
in  good  operating  order  at  all  times  ;  (11)  that  a  maintenance 
log  shall  be  kept  on  the  premises  as  per  direction  of  the  Fire 
Commissioner;  (12)  that  all  dispensing  nozzles  are  the  au¬ 
tomatic  closing  type  without  hold  open  latches;  (13)  that  a 
list  of  emergency  procedures  and  instructions  be  conspicuously 
posted  in  the  immediate  vacinity  of  the  attendant’s  principal 
control  location,  said  instructions  shall  be  at  the  direction 
of  the  Fire  Commissioner;  (14)  that  the  dispensing  areas 
shall,  at  all  times,  be  well  lit  for  complete  visual  control; 
(15)  that  the  permit  to  operate  this  station  shall  be  for  a 
term  of  five  (5)  years  from  the  date  of  this  approval; 
on  further  condition  that  the  building,  equipment,  devices  and 
control  shall  substantially  conform  to  drawings,  marked  “Re¬ 
ceived  September  12,  1978”,  2  sheets  and  “January  24,  1979”, 
2  sheets  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

738-78-A 

APPLICANT — Lama  and  Vassalotti  for  Florence  and 
Daniel  Rothman,  owner,  Amoco  Oil  Company,  lessee. 
SUBJECT — Application  September  12,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  change 
to  Self-Service  Gas  Station  contrary  to  Fire  Prevention 
Code. 
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PREMISES  AFFECTED — 1533  Utica  Avenue,  southeast 
corner  of  Glenwood  Road,  Block  7734,  Lot  34,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  Vassalotti. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  22,  1978,  on  N.B.  Applic.  #39-78,  reads : 

“1.  The  proposed  change  in  use  fom  gasoline  and 
oil  selling  station  to  self-service  gasoline  and  oil  selling 
station  is  contrary  to  C19-73.0(b)  (2)  of  the  Fire  Pre¬ 
vention  Code  City  of  New  York.” 

and 

Whereas,  a  decision  of  the  Borough  Superintendent  dated 
August  22,  1978  reads :  “The  proposed  change  in  use  from 
Gasoline  and  Oil  Selling  Station  to  self-service  gasoline  and 
oil  selling  station  is  contrary  to  C19-73.0(b)  (2)  of  the  Fire 
Prevention  Code  City  of  New  York”;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  Section  09-73. 0(b)  (2)  of  the  Fire  Prevention 
Code  permits  the  use  and  installation  of  self-service  devices 
in  gasoline  service  stations  provided  that  such  devices  are 
operated  by  persons  holding  a  Certificate  of  Fitness  for  the 
dispensing  of  gasoline  or  diesel  fuel  for  motor  fuel ;  and 
Whereas,  it  is  required  that  at  all  times,  when  fuel  is 
dispensed,  the  person  holding  a  Certificate  of  Fitness  have 
control  over  fuel  dispensing  devices ;  and 
Whereas,  the  record  and  filed  plans  in  the  instant  applica¬ 
tion  indicate  that  safety  devices,  fuel  dispensing  devices  and 
consoles  are  under  the  direct  supervision  and  control  of  the 
person  holding  a  Certificate  of  Fitness  as  above  specified ;  and 
Whereas,  the  filed  plans  indicate  the  installation  of 
Board  of  Standards  and  Appeals  approved  automatic  dry 
chemical  suppression  system  utilizing  heat  activators  as  well 
as  a  manual  activator  control  and  a  fail  safe  electric  energy 
device  which  will  automatically  disconnect  the  complete 
electrical  system  to  the  self-service  dispensing  equipment 
when  the  dry  chemical  suppression  system  is  activated;  and 
Whereas,  the  filed  plans  indicate  the  control  booth  is 
located  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent 
dated  August  22,  1978  be  and  it  hereby  is  modified  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  (1) 
that  a  trained  attendant  who  possesses  a  Certificate  of  Fitness, 
as  above  described,  shall  be  on  duty  at  all  times  when  the 
station  is  open  for  business;  (2)  that  it  shall  be  the  attend¬ 
ant’s  duty  to  require  the  engine  of  any  vehicle  be  shut  off 
before  the  start  of  the  fuel  operation,  and  to  prohibit  smoking 
within  the  immediate  area  of  the  fuel  operation;  (3)  that  it 
shall  be  the  attendant’s  duty  to  prevent  the  dispensing  of  fuel 
into  portable  containers;  (4)  that  signs  reading  “No  Smok¬ 
ing”,  “Stop  Your  Engine”,  and  “It  Is  Unlawful  To  Dispense 
Gasoline  Into  Portable  Containers”  shall  be  conspicuously 
posted  in  clear  view  of  the  customer  at  the  dispensing  island ; 
(5)  that  portable  fire  extinguishers,  acceptable  to  the  Fire 
Commissioner,  be  located  as  indicated  on  filed  plans;  (6)  that 
all  dispensing  devices  and  fire  suppression  systems  be  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals;  (7)  that 
the  suppression  system  be  arranged  in  a  manner  so  as  to 
cover  an  area  around  each  pump  encompassed  by  a  circle 
having  a  radius  equal  to  the  maximum  extendable  length  of 
the  hose  and  nozzle  of  said  pump;  (8)  that  the  installation 
and  use  of  coin-operated  dispensing  devices  for  fuel  be 
prohibited;  (9)  that  there  shall  be  constant  contact  between 


the  attendant  in  the  control  booth  and  the  dispensing  island 
by  means  of  a  voice  intercommunication  system  which  shall 
be  maintained  in  proper  operating  condition  at  all  times ; 
(10)  that  all  controls,  devices,  fire  suppression  system  and 
fire  fighting  equipment  be  maintained  in  good  operating  order 
at  all  times;  (11)  that  a  maintenance  log  shall  be  kept  on 
the  premises  as  per  direction  of  the  Fire  Commissioner; 
(12)  that  all  dispensing  nozzles  are  the  automatic  closing 
type  without  hold  open  latches;  (13)  that  a  list  of  emer¬ 
gency  procedures  and  instructions  be  conspicuously  posted  in 
the  immediate  vicinity  of  the  attendant’s  principal  control 
location,  said  instructions  shall  be  at  the  direction  of  the 
Fire  Commissioner;  (14)  that  the  dispensing  areas  shall,  at 
all  times,  be  well  lit  for  complete  control;  (15)  that 
the  permit  to  operate  this  station  shall  be  for  a  term  of  five 
(5)  years  from  the  date  of  this  approval;  on  further  condition 
that  the  building,  equipment,  devices  and  controls  shall  sub¬ 
stantially  conform  to  drawings,  marked  “Received  September 
12,  1978”,  4  sheets  and  “January  24,  1979”,  2  sheets  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


865-78-A 

APPLICANT — McGee  and  Morsellino  for  Save-Way  Bay- 
ridge,  Incorporated,  lessee. 

SUBJECT — Application  September  26,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  a  gasoline  service  station  to  self  service  gasoline 
station. 

PREMISES  AFFECTED— 800/820  Pennsylvania  Avenue, 
south  side,  95  feet  east  of  Linden  Boulevard,  Block  4346, 
Lot  12  (formerly  12,  17,  20,  48,  50,  52,  and  54),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  S.  P.  Russo  and  D. 
DeBenedictis. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  letter  of  the  Fire  Commissioner,  dated  Au¬ 
gust  30,  1978,  on  F.  D.  Acct.  #E540404,  reads : 

“Please  be  advised  that  self-service  gasoline  stations  are 
prohibited  by  Chapt.  19-73.0-b  of  the  Administrative 
Code  and  therefore  your  request  for  the  aforementioned 
conversion  is  denied.” 

and 

Whereas,  a  letter  from  the  Fire  Commissioner,  dated  Au¬ 
gust  30,  1978  reads:  “Please  be  advised  that  self-service  gaso¬ 
line  stations  are  prohibited  by  Chapter  19-73.0  (b)  of  the 
Administrative  Code  and  therefore  your  request  for  the 
aforementioned  conversion  is  denied” ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  Section  09-73. o.b. 2  of  the  Fire  Prevention 
Code  permits  the  use  and  installation  of  self-service  devices 
in  gasoline  service  stations  provided  that  such  devices  are 
operated  by  persons  holding  a  Certificate  of  Fitness  for  the 
dispensing  of  gasoline  or  diesel  fuel  for  motor  fuel ;  and 
Whereas,  it  is  required  that  at  all  times,  when  fuel  is 
dispensed,  the  person  holding  a  Certificate  of  Fitness  have 
control  over  fuel  dispensing  devices ;  and 

Whereas,  the  record  and  filed  plans  in  the  instant  appli¬ 
cation  indicate  that  safety  devices,  fuel  dispensing  devices  and 
consoles  are  under  the  direct  supervision  and  control  of  the 
person  holding  a  Certificate  of  Fitness  as  above  specified ;  and 
Whereas,  the  filed  plans  indicate  the  installation  of  Board 
of  Standards  and  Appeals  approved  automatic  dry  chemical 
suppression  system  utilizing  heat  activators  as  well  as  a 
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manual  activator  control  and  a  fail  safe  electric  energy  device 
which  will  automatically  disconnect  the  complete  electrical 
system  to  the  self-service  dispensing  equipment  when  the  dry 
chemical  suppression  system  is  activated ;  and 

Whereas,  the  filed  plans  indicate  the  control  booth  is  lo¬ 
cated  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved ,  that  the  decision  of  the  Fire  Commissioner  dated 
August  30,  1978  be  and  it  hereby  is  modified  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  (1)  that  a 
trained  attendant  who  possesses  a  Certificate  of  Fitness,  as 
above  described,  shall  be  on  duty  at  all  times  when  the  station 
is  open  for  business;  (2)  that  it  shall  be  the  attendant’s  duty 
to  require  the  engine  of  any  vehicle  be  shut  off  before  the 
start  of  the  fuel  operation,  and  to  prohibit  smoking  within 
the  immediate  area  of  the  fuel  operation;  (3)  that  it  shall  be 
the  attendant’s  duty  to  prevent  the  dispensing  of  fuel  into 
portable  containers;  (4)  that  signs  reading  “No  Smoking”, 
“Stop  Your  Engine”,  and  “It  Is  Unlawful  To  Dispense  Gaso¬ 
line  Into  Portable  Containers”  shall  be  conspicuously  posted 
in  clear  view  of  the  customer  at  the  dispensing  island;  (5) 
that  portable  fire  extinguishers,  acceptable  to  the  Fire  Com¬ 
missioner,  be  located  as  indicated  on  filed  plans;  (6)  that  all 
dispensing  devices  and  fire  suppression  systems  be  approved 
by  the  Board  of  Standards  and  Appeals;  (7)  that  the  sup¬ 
pression  system  be  arranged  in  a  manner  so  as  to  cover  an 
area  around  each  pump  encompassed  by  a  eircle  having  a 
radius  equal  to  the  maximum  extendable  length  of  the  hose 
and  nozzle  of  said  pump;  (8)  that  the  installation  and  use  of 
coin-operated  dispensing  devices  for  fuel  be  prohibited;  (9) 
that  there  shall  be  constant  contact  between  the  attendant  in 
the  control  booth  and  the  dispensing  island  by  means  of  a 
voice  intercommunication  system  which  shall  be  maintained 
in  proper  operating  condition  at  all  times;  (10)  that  all  con¬ 
trols,  devices,  fire  suppression  system  and  fire  fighting  equip¬ 
ment  be  maintained  in  good  operating  order  at  all  times  ;  (11) 
that  a  maintenance  log  shall  be  kept  on  the  premises  as  per 
direction  of  the  Fire  Commissioner;  (12)  that  all  dispensing 
nozzles  are  the  automatic  closing  type  without  hold  open 
latches;  (13)  that  a  list  of  emergency  procedures  and  instruc¬ 
tions  be  conspicuously  posted  in  the  immediate  vicinity  of  the 
attendant’s  principal  control  location,  said  instructions  shall 
be  at  the  direction  of  the  Fire  Commissioner;  (14)  that  the 
dispensing  areas  shall,  at  all  times,  be  well  lit  for  complete 
visual  control;  (15)  that  the  permit  to  operate  this  station 
shall  be  for  a  term  of  five  (5)  years  from  the  date  of  this 
approval ;  on  further  condition  that  the  building,  equipment, 
devices  and  control  shall  substantially  conform  to  drawings, 
marked  “Received  December  7,  1978”,  4  sheets  and  “Janu¬ 
ary  30,  1979”.  1  sheet  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 

866-78-A 

APPLICANT — McGee  and  Morsellino  for  Flatbush  Man¬ 
agement  Corporation,  owner,  Save  Way  Utica,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  September  26,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  Conversion 
to  Self  Service  Gasoline  Station  is  contrary  to  Sec.  19-73- 
O-B  of  the  Administrative  Code. 

PREMISES  AFFECTED— 530/546  Utica  Avenue,  south¬ 
west  corner  of  Rutland  Road,  Block  4603,  Lot  5,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  S.  P.  Russo  and 
D.  DeBenedictis. 

For  Administration :  Lt.  R.  J.  Ellis  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 


THE  RESOLUTION— 

Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
August  30,  1978,  on  F.D.  Acct.  #E596774,  reads: 

“Please  be  advised  that  self  service  gasoline  stations 
are  prohibited  by  Chapt.  19-73. 0-b  of  the  Administrative 
Code  and  therefore  your  request  for  the  aforementioned 
conversion  is  denied.” 

and 

Whereas,  a  letter  from  the  Fire  Commissioner  dated 
August  30,  1978  reads :  “Please  be  advised  that  self-service 
gasoline  stations  are  prohibited  by  Chapter  19-73.0  (b)  of 
the  Administrative  Code  and  therefore  your  request  for  the 
aforementioned  conversion  is  denied” ;  and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 
Whereas,  Section  C19-73.0.b2  of  the  Fire  Prevention  Code 
permits  the  use  and  installation  of  self-service  devices  in 
gasoline  service  stations  provided  that  such  devices  are 
operated  by  persons  holding  a  Certificate  of  Fitness  for  the 
dispensing  of  gasoline  or  diesel  fuel  for  motor  fuel ;  and 
Whereas,  it  is  required  that  at  all  times,  when  fuel  is 
dispensed,  the  person  holding  a  Certificate  of  Fitness  have 
control  over  fuel  dispensing  devices ;  and 

Whereas,  the  record  and  filed  plans  in  the  instant  applica¬ 
tion  indicate  that  safety  devices,  fuel  dispensing  devices  and 
consoles  are  under  the  direct  supervision  and  control  of  the 
person  holding  a  Certificate  of  Fitness  as  above  specified;  and 
Whereas,  the  filed  plans  indicate  the  installation  of  Board 
of  Standards  and  Appeals  approved  automatic  dry  chemical 
suppression  system  utilizing  heat  activators  as  well  as  a 
manual  activator  control  and  a  fail  safe  electric  energy 
device  which  will  automatically  disconnect  the  complete 
electrical  system  to  the  self-service  dispensing  equipment 
when  the  dry  chemical  suppression  system  is  activated ;  and 
Whereas,  the  filed  plans  indicate  the  control  booth  is 
located  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
August  30,  1978  be  and  it  hereby  is  modified  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  (1)  that 
a  trained  attendant  who  possesses  a  Certificate  of  Fitness,  as 
above  described,  shall  be  on  duty  at  all  times  when  the  station 
is  open  for  business;  (2)  that  it  shall  be  the  attendant’s  duty 
to  require  the  engine  of  any  vehicle  be  shut  off  before  the 
start  of  the  fuel  operation,  and  to  prohibit  smoking  within 
the  immediate  area  of  the  fuel  operation;  (3)  that  it  shall 
be  the  attendant’s  duty  to  prevent  the  dispensing  of  fuel  into 
portable  containers ;  (4)  that  signs  reading  “No  Smoking”, 
“Stop  Your  Engine”,  and  “It  Is  Unlawful  To  Dispense 
Gasoline  Into  Portable  Containers”  shall  be  conspicuously 
posted  in  clear  view  of  the  customer  at  the  dispensing  island ; 
(5)  that  portable  fire  extinguishers,  acceptable  to  the  Fire 
Commissioner,  be  located  as  indicated  on  filed  plans ;  (6) 
that  all  dispensing  devices  and  fire  suppression  systems  be 
approved  by  the  Board  of  Standards  and  Appeals;  (7)  that 
the  suppression  system  be  arranged  in  a  manner  so  as  to 
cover  an  area  around  each  pump  encompassed  by  a  circle 
having  a  radius  equal  to  the  maximum  extendable  length  of 
the  hose  and  nozzle  of  said  pump;  (8)  that  the  installation 
and  use  of  coin-operated  dispensing  devices  for  fuel  be  pro¬ 
hibited;  (9)  that  there  shall  be  constant  contact  between  the 
attendant  in  the  control  booth  and  the  dispensing  island  by 
means  of  a  voice  intercommunication  system  which  shall  be 
maintained  in  proper  operating  condition  at  all  times;  (10) 
that  all  controls,  devices,  fire  suppression  system  and  fire 
fighting  equipment  be  maintained  in  good  operating  order 
at  all  times;  (11)  that  a  maintenance  log  shall  be  kept  on 
the  premises  as  per  direction  of  the  Fire  Commissioner;  (12) 
that  all  dispensing  nozzles  are  the  automatic  closing  type 
without  hold  open  latches;  (13)  that  a  list  of  emergency 
procedures  and  instructions  be  conspicuously  posted  in  the 
immediate  vacinity  of  the  attendant’s  principal  control  loca- 
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tion,  said  instructions  shall  be  at  the  direction  of  the  Fire 
Commissioner;  (14)  that  the  dispensing  areas  shall,  at  all 
times,  be  well  lit  for  complete  visual  control;  (15)  that  the 
permit  to  operate  this  station  shall  be  for  a  term  of  five  (5) 
years  from  the  date  of  this  approval;  on  further  condition 
that  the  building,  equipment,  devices  and  control  shall  sub¬ 
stantially  conform  to  drawings,  marked  “Received  December 
7,  1978”,  4  sheets  and  “January  30,  1979”,  1  sheet  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


868-78-A 

APPLICANT — McGee  and  Morsellino  for  Save  Way  Rem- 
sen  Incorporated,  lessee. 

SUBJECT — Application  September  26,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  a  gasoline  service  station  to  self  service  gasoline 
station. 

PREMISES  AFFECTED — 484/500  Remsen  Avenue,  south¬ 
west  corner  of  Kings  Highway,  Block  4685,  Lots  2,  6,  7 
and  8,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  S.  P.  Russo  and 
D.  DeBenedictis. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  30,  1978,  on  F.  D.  Acct.  #E526698,  reads: 

“Please  be  advised  that  self  service  gasoline  stations  are 
prohibited  by  Chapt.  19-73.0-b  of  the  Administrative  Code 
and  therefore  your  request  for  the  aforementioned  con¬ 
version  is  denied.” 

and 

Whereas,  a  letter  from  the  Fire  Commissioner,  dated 
August  30,  1978  reads :  “Please  be  advised  that  self-service 
gasoline  stations  are  prohibited  by  Chapter  19-73.0(b)  of  the 
Administrative  Code  and  therefore  your  request  for  the  afore¬ 
mentioned  conversion  is  denied” ;  and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  Section  C19-73.0(b)  (2)  of  the  Fire  Prevention 
Code  permits  the  use  and  installation  of  self-service  devices 
in  gasoline  service  stations  provided  that  such  devices  are 
operated  by  persons  holding  a  Certificate  of  Fitness  for  the 
dispensing  of  gasoline  or  diesel  fuel  for  motor  fuel;  and 
Whereas,  it  is  required  that  at  all  times,  when  fuel  is  dis¬ 
pensed,  the  person  holding  a  Certificate  of  Fitness  have  con¬ 
trol  over  fuel  dispensing  devices;  and 

Whereas,  the  record  and  filed  plans  in  the  instant  applica¬ 
tion  indicate  that  safety  devices,  fuel  dispensing  devices  and 
consoles  are  under  the  direct  supervision  and  control  of  the 
person  holding  a  Certificate  of  Fitness  as  above  specified;  and 
Whereas,  the  filed  plans  indicate  the  installation  of  Board 
of  Standards  and  Appeals  approved  automatic  dry  chemical 
suppression  system  utilizing  heat  activators  as  well  as  a 
manual  activator  control  and  a  fail  safe  electric  energy  device 
which  will  automatically  disconnect  the  complete  electrical 
system  to  the  self-service  dispensing  equipment  when  the  dry 
chemical  suppression  system  is  activated;  and 
Whereas,  the  filed  plans  indicate  the  control  booth  is 
located  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
August  30,  1978  be  and  it  hereby  is  modified  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  (1)  that 


a  trained  attendant  whose  possesses  a  Certificate  of  Fitness, 
as  above  described,  shall  be  on  duty  at  all  times  when  the 
station  is  open  for  business;  (2)  that  it  shall  be  the  attend¬ 
ant’s  duty  to  require  the  engine  of  any  vehicle  be  shut  off 
before  the  start  of  the  fuel  operation,  and  to  prohibit  smoking 
within  the  immediate  area  of  the  fuel  operation;  (3)  that 
it  shall  be  the  attendant’s  duty  to  prevent  the  dispensing  of 
fuel  into  portable  containers;  (4)  that  signs  reading  “No 
Smoking”,  “Stop  Your  Engine”,  and  “It  Is  Unlawful  To 
Dispense  Gasoline  Into  Portable  Containers”  shall  be  con¬ 
spicuously  posted  in  clear  view  of  the  customer  at  the  dis¬ 
pensing  island ;  (5)  that  portable  fire  extinguishers,  acceptable 
to  the  Fire  Commissioner,  be  located  as  indicated  on  filed 
plans;  (6)  that  all  dispensing  devices  and  fire  suppression 
systems  be  approved  by  the  Board  of  Standards  and  Appeals ; 
(7)  that  the  suppression  system  be  arranged  in  a  manner  so 
as  to  cover  an  area  around  each  pump  encompassed  by  a 
circle  having  a  radius  equal  to  the  maximum  extendable 
length  of  the  hose  and  nozzle  of  said  pump;  (8)  that  the 
installation  and  use  of  coin-operated  dispensing  devices  for 
fuel  be  prohibited;  (9)  that  there  shall  be  constant  contact 
between  the  attendant  in  the  control  booth  and  the  dispensing 
island  by  means  of  a  voice  intercommunication  system  which 
shall  be  maintained  in  proper  operating  condition  at  all  times ; 
(10)  that  all  controls,  devices,  fire  suppression  system  and 
fire  fighting  equipment  be  maintained  in  good  operating 
order  at  all  times;  (11)  that  a  maintenance  log  shall  be 
kept  on  the  premises  as  per  direction  of  the  Fire  Commis¬ 
sioner;  (12)  that  all  dispensing  nozzles  are  the  automatic 
closing  type  without  hold  open  latches;  (13)  that  a  list  of 
emergency  procedures  and  instructions  be  conspicuously 
posted  in  the  immediate  vicinity  of  the  attendant’s  principal 
control  location,  said  instructions  shall  be  at  the  direction  of 
the  Fire  Commissioner;  (14)  that  the  dispensing  areas  shall, 
at  all  times,  be  well  lit  for  complete  visual  control;  (15)  that 
the  permit  to  operate  this  station  shall  be  for  a  term  of  five 
(5)  years  from  the  date  of  this  approval;  on  further  condition 
that  the  building,  equipment,  devices  and  controls  shall  sub¬ 
stantially  conform  to  drawings,  marked  “Received  December 
7,  1978”,  4  sheets  and  “January  30,  1979”,  1  sheet  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


917-78-A 

APPLICANT — Louis  Lieberman  for  Laredo  Construction 
Corporation,  owner. 

SUBJECT — Application  October  19,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 2432  East  70th  Street,  west  side, 
205  feet  north  of  Avenue  Y,  Block  8456,  Lot  44,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  17,  1978,  on  N.B.  Applic.  #157/78,  reads: 

“1.  Provide  storm  water  drainage  as  per  Section 
C26-1600.6(k)  B.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  17,  1978,  acting  on  N.B.  Applic.  #157/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
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volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
3  inches  of  water  over  the  roof  area  same  to  be  verified  by 
the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  October  19,  1978“  1  sheet 
and  November  1,  1978”,  1  sheet  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


918-78-A 

APPLICANT — Louis  Lieberman  for  Laredo  Construction 
Corporation,  owner. 

SUBJECT— Application  October  19,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 2438  East  70th  Street,  west  side, 
170  feet  north  of  Avenue  Y,  Block  8456,  Lot  45,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  17,  1978,  on  N.B.  Applic.  #158/78,  reads: 

“1.  Provide  storm  water  drainage  as  per  Section 
C26-1600.6(k)  B.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  17,  1978,  acting  on  N.B.  Applic.  #158/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  3 
inches  of  water  over  the  roof  area  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  prop¬ 
erly  operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked,  “Received  October  19,  1978”,  1  sheet 
and  “November  1,  1978”,  1  sheet  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


919-78-A 

APPLICANT — Louis  Lieberman  for  Laredo  Construction 
Corporation,  owner. 


SUBJECT — Application  October  19,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 2442  East  70th  Street,  west  side, 
135  feet  north  of  Avenue  Y,  Block  8456,  Lot  49,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  17,  1978,  on  N.B.  Applic.  #159/78,  reads: 

“1.  Provide  storm  water  drainage  as  per  Section 
C26-1600.6(k)  B.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  17,  1978,  acting  on  N.B.  Applic.  #159/78 
Objection  No.  1  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
3  inches  of  water  over  the  roof  area  same  to  be  verified  by 
the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corpora¬ 
tion  Counsel  opinion  108,539,  dated  September  9,  1977)  ; 
and  on  further  condition  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  October  19,  1978”, 
1  sheet  and  “November  1,  1978”,  1  sheet  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


920-78-A 

APPLICANT — Louis  Lieberman  for  Laredo  Construction 
Corporation,  owner. 

SUBJECT — Application  October  19,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 2450  East  70th  Street,  west  side, 
100  feet  north  of  Avenue  Y,  Block  8456,  Lot  51,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  17,  1978,  on  N.B.  Applic.  160/78,  reads: 

“1.  Provide  storm  water  drainage  as  per  Section 
C26-1600.6(k)  B.C.” 

and 
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Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  17,  1978,  acting  on  N.B.  Applic.  #160/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  3 
inches  of  water  over  the  roof  area  same  to  be  verified  by  the 
Department  of  Buildings;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  prop¬ 
erly  operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  October  19,  1978”,  1 
sheet  and  “November  1,  1978”,  1  sheet  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


209-78-A 

APPLICANT — Albert  Melniker  for  Frank  Tambakis, 
Nicholas  and  Ann  Tambakis,  owners. 

SUBJECT — Application  March  30,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 2145  Richmond  Avenue,  east 
side,  11.74  feet  south  of  Rockland  Avenue,  Block  2360, 
Lot  54,  New  Springville,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Decision  deferred  February  20, 
1979,  at  2  P.M.,  hearing  closed. 


671-78-A 

APPLICANT — Murphy  and  Maviglia  for  Munters  Corpo¬ 
ration,  owner. 

SUBJECT — Application  August  9,  1978— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  (Material  and  Equip¬ 
ment  Acceptance  Division)  re-  tests  indicate  asbestos 
sheets  impregnated  with  chlorinated  rubber,  smoked  and 
charred  during  test. 

APPEARANCES— 

For  Applicant:  Charles  F.  Murphy,  Pi  Razzano  and  Dan 
Skold. 

For  Opposition  :  Melvin  Lieberstein. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  . . .  0 


ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


725-78-A 

APPLICANT — Joseph  Marini  for  Berg  Chemical  Company, 
Incorporated,  owner. 

SUBJECT- — Application  September  1,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  drug  supply 
warehouse  contrary  to  Fire  Prevention  Code. 

PREMISES  AFFECTED— 920  East  132nd  Street,  south 
side,  opposite  Locust  Avenue,  Block  2583,  Lot  50,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  Morini  and  Timothy  Taylor. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  February  13,  1979,  at 
2  P.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


726-78-A 


373-78-A 

APPLICANT — Alphonse  J.  Calvanico,  P.E.  for  Joseph 

Sollazzo,  owner. 

SUBJECT — Application  May  19,  1978 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street.  Proposed  use  of  drywells  for 
the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 111  Eylandt  Street,  north  side, 
134.38  feet  west  of  Holdridge  Avenue,  Block  6378,  Lot  51, 
Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD— Decision  deferred  February  6,  1979, 
at  2  P.M.,  hearing  closed. 


524-78-A 

APPLICANT — Peter  F.  Werner,  R.A.  for  Mr.  and  Mrs. 
George  Anderson,  owner. 

SUBJECT— Application  July  11,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 14  Florence  Place,  south  side, 
111.25  feet  west  of  Seguine  Avenue,  Block  6720,  Lot  17, 
Princess  Bay,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Decision  deferred  February  6,  1979, 
at  2  P.M.,  hearing  closed. 


APPLICANT — Joseph  Marini  for  Berg  Chemical  Company, 
Incorporated,  owners. 

SUBJECT — Application  September  1,  1978 — appeal  from  a 
decision  of  the  Borough  Soperintendent  re-  proposed  al¬ 
teration  of  existing  structure  to  High  Hazard  Occupancy. 

PREMISES  AFFECTED— 920  East  132nd  Street,  south 
side,  opposite  Locust  Avenue,  Block  2583,  Lot  50,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  Marini  and  Timothy  Taylor. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
2  P.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


739-78-A 


APPLICANT — Lama  and  Vassalotti  for  Sabina  Coronato 
and  Elsie  DiPaola,  owner,  Amoco  Oil  Company,  Lessee. 

SUBJECT — Application  September  12,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  change 
to  Self-Service  Gas  Station  contrary  to  Fire  Prevention 
Code. 


PREMISES  AFFECTED — 812  65th  Street,  southeast  cor¬ 
ner  of  8th  Avenue,  Block  5749,  Lot  6,  Borough  of  Brooklyn. 
APPEARANCES— 


For  Applicant:  James  Vassalotti. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 

Negative:  . 


6 

0 
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THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
2  P.M.,  for  decision ;  hearing  closed. 


835-78-A 

APPLICANT — Mayne  Miller,  applicant.  Park  Seven  As¬ 
sociates,  owners,  Mayne  Miller,  lessee. 

SUBJECT — Application  October  31,  1977 — request  for  re¬ 
view  of  the  decision  of  the  Commissioner  of  Buildings  in 
reference  to  BN  #3846/76. 

PREMISES  AFFECTED — 534  East  84th  Street,  south  side, 
123  feet  west  of  East  End  Avenue,  Block  1580,  Lot  30, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Mayne  Miller. 

For  Administration :  Norman  I.  Lerman,  Dept,  of  Bldg. 

ACTION  OF  BOARD — Laid  over  to  February  20,  1979,  at 
2  P.M.,  for  continued  hearing,  additional  information  to  be 
submitted. 


836-78-A 

APPLICANT — Mayne  Miller,  applicant.  Park  Seven  Asso¬ 
ciates,  owners,  Virgilio  Cleaners,  lessee. 

SUBJECT- — Application  October  28,  1977 — request  for  re¬ 
view  of  the  decision  of  the  Commissioner  of  Buildings  in 
reference  to  BN  #1574/77. 

PREMISES  AFFECTED — 88  East  End  Avenue,  west  side, 
76.4  feet  south  of  East  84th  Street,  Block  1580,  Lot  30, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Mayne  Miller. 

For  Administration :  Norman  I.  Lerman,  Dept,  of  Bldg. 
ACTION  OF  BOARD— Laid  over  to  February  20,  1979,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


858-78-A 

APPLICANT — Rampulla  Associates  for  Danielle  Realty, 
owner. 

SUBJECT — Application  September  21,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 482  Vineland  Avenue,  south 
side,  140.0  feet  east  of  Nippon  Avenue,  Block  6318,  Lot  3, 
Huguenot,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Philip  Rampulla. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


867-78-A 

APPLICANT — McGee  and  Morsellino  for  A.  Vartabedian 
&  Son,  Incorporated  and  Benjamin  Vartabedian,  owners, 
Merit  Nostrand,  Incorporated,  lessee. 

SUBJECT— Application  September  26,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  change  in 
use  from  gasoline  service  station  to  self  service  gasoline 
selling  station. 


PREMISES  AFFECTED — 2251  Nostrand  Avenue,  east 
side,  153. 8j4  feet  north  of  Avenue  “I”,  Block  7576,  Lots  14, 
16  and  17,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  S.  P.  Russo  and 
D.  DeBenedictis. 

For  Opposition:  Alvin  M.  Berk. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  6,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


876-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Anthony  Azzara, 
owner. 

SUBJECT — Application  September  28,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 70  Rae  Avenue,  west  side,  120.00 
feet  north  of  Edwin  Street,  Block  6425,  Lot  37,  Annadale, 
Borough  of  Staten  Island. 

APPEARANCES—  _ 

For  Applicant:  David  C.  Winters. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


926-78-A 

APPLICANT — McGee  and  Morsellino  for  Green-McGuinn 
Corporation,  owner,  Save- Way  Greenpoint  Incorporated, 
Lessee. 

SUBJECT — Application  October  20,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  a  gasoline  service  station  to  Self  Service  gasoline 
service  station. 

PREMISES  AFFECTED — 210  Greenpoint  Avenue,  south¬ 
west  corner  of  McGuinness  Boulevard,  Block  2576,  Lot  7, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  D.  Debendedictis  and 
S.  P.  Russo. 

For  Administration :  Lt.  R.  J.  Ellis  Fire  Dept. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
2  P.M.,  for  decision ;  hearing  closed. 

927-78-A 

APPLICANT — McGee  and  Morsellino  for  Save-Way  Sack- 
ett,  Incorporated,  owner.  Merit  Oil  Corporation,  Lessee. 
SUBJECT— Application  October  20,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
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from  a  gasoline  service  station  to  self  service  gasoline  serv¬ 
ice  station. 

PREMISES  AFFECTED— 204-222  Fourth  Avenue,  north¬ 
west  corner  of  Union  Street,  Block  434,  Lot  35,  Borough 
of  Brooklyn. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


929-78-A 

APPLICANT — McGee  and  Morsellino  for  Save-Way  In¬ 
wood  Incorporated,  owner.  Merit  Oil  Corporation,  lessee. 

SUBJECT — Application  October  20,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  a  gasoline  service  station  to  self  service  gasoline  serv¬ 
ice  station. 

PREMISES  AFFECTED — 3876  9th  Avenue,  northwest 
corner  of  West  207th  Street,  Block  2189,  Lot  60,  Borough 
of  Manhattan. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


930-78-A 

APPLICANT — McGee  and  Morsellino  for  Amoco  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  October  20,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  con¬ 
version  from  a  gasoline  service  station  to  self  service  gaso¬ 
line  service  station. 


PREMISES  AFFECTED— 2317  Coney  Island  Avenue, 
southeast  corner  of  Avenue  T,  Block  7315,  Lot  1,  Borough 
of  Brooklyn. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


942-78-A 

APPLICANT— Donald  D.  Fisher  for  Kavogmas  Realty 
Ltd.,  owner. 

SUBJECT — Application  October  27,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  a  fifth  (5th)  floor  in  a  converted  dwelling. 

PREMISES  AFFECTED— 458  West  22nd  Street,  south 
side,  228.6  feet  east  of  10th  Avenue,  Block  719,  Lot  74, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  D.  Fisher. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — -Application  reopened  and  laid  over 
to  February  13,  1979,  at  2  P.M.,  for  decision,  hearing 
closed. 

Adjourned:  4:55  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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CORRECTION* 


The  resolution  adopted  November  8,  1978  under  Calendar 
Number  679-78-A  and  printed  in  Volume  LXIII,  Bulletin 
No.  46,  is  hereby  corrected  to  read  as  follows : 


679-78-A 


APPLICANT— Samuel  J.  Kisseloff  for  Mo-Hak  Realty, 
Incorporated,  owner. 

SUBJECT — Application  August  11,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  recon¬ 
version  of  building  back  to  residential. 

PREMISES  AFFECTED — 686-690  Greenwich  Street,  west 
side,  19  feet  north  of  Christopher  Street,  Block  630,  Lot  21, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff,  Doris  Diether  and 
B.  B.  Hakimian. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  26,  1978,  on  Alt.  Applic.  #943/77,  reads : 


“18.  Proposed  reconversion  of  bldg,  back  to  OLT  is 
contrary  to  Sec.  9(6)  MDL,  since  bldg,  was  extended  at 
rear  under  Alt.  451/06.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  July  28,  1978  acting  on  Alt.  Applic. 
#943/77  Objection  No.  18  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  hereby  is  granted  on  condition  that  an 
approved  smoke  detection  system  providing  interior  alarm 
notification  be  installed  in  all  hallways  including  the  cellar 
hallway.  That  an  approved  rate  of  rise  device  be  installed  in 
each  apartment  as  well  as  the  cellar  hallivay  interconnected  to 
the  smoke  detection  system.  That  the  cellar  be  used  for 
recreational  purposes  only  with  no  living  or  sleeping  therein 
and  that  the  attic  be  used  for  storage  purposes  only  with  no 
living  or  sleeping.  That  all  interior  doctors  offices  are  to  be 
provided  with  mechanical  ventilation.  That  signs  relating  to 
doctors  offices  shall  be  in  compliance  with  Section  22-32  of 
the  Zoning  Resolution.  That  all  work  shall  be  substantially 
completed  within  one  year  of  the  date  of  this  resolution;  and 
on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings  marked  received  “August  14,  1978”,  8 
sheets  and  “November  3,  1978”,  10  sheets  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 

*  In  the  Resolved  Section  the  words ;  That  all  apartments 
be  provided  with  approved  smoke  detectors  without  interior 
alarm  connections,  were  deleted  to  correct  the  resolution. 
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DOCKET 

New  Cases  filed  up  to  February  6,  1979 

Cal.  No.  Dept.  Premises  Affected 

95-79-A — B.M. — 11  East  94th  Street,  north  side,  212.2)4' 
east  of  Fifth  Avenue,  Block  1506,  Lot  9,  Borough  of  Man¬ 
hattan,  Alt.  #1059/78  re-  Proposed  construction  on  the 
4th  floor  Cont.  Multiple  Dwelling  Law. 


96-79-BZ — B.B. — 1344/50  Pennsylvania  Avenue,  south¬ 
west  corner  of  Twin  Pines  Drive,  Block  4452,  Lot  15, 
Borough  of  Brooklyn,  Community  Board  #5BK,  Alt. 
#19/79,  re-  amusement  arcade,  U.G.  15,  in  a  C4-3  Cont. 
to  Sec.  32-24  and  32-30  ZR. 


98-79-A — B.S.I. — 54  Petersons  Lane,  west  side,  430.37' 
north  of  Amboy  Road,  Block  6976,  Lot  77,  Princes  Bay, 
Borough  of  Staten  Island,  N.B.  #1524/78,  re-  Storm  water 
disposal,  Local  Law  #7. 


98-79-A — B.S.I. — 54  Peterson  Lane,  west  side,  430.37' 
north  of  Amboy  Road,  Block  6976,  Lot  77  Pricnes  Bay, 
Borough  of  Staten  Island,  N.B.  #1525/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


99-79-A — B.S.I. — 64  Petersons  Lane,  west  side,  530.37' 
north  of  Amboy  Road,  Block  6976,  Lot  72,  Princes  Bay, 
Borough  of  Staten  Island,  N.B.  #1522/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


100-79-A — B.S.I. — 74  Petersons  Lane,  west  side,  630.37' 
north  of  Amboy  Road,  Block  6976,  Lot  68,  Princes  Bay, 
Borough  of  Staten  Island,  N.B.  #1523/78,  re-  Storm 
water  disposal,  Local  Law  #7. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I. — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


MARCH  6,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 

Tuesday  morning  March  6,  1979,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

SPECIAL  ORDER  CALENDAR 

352-74-B  Z 

APPLICANT — Denis  de  Mahy  for  William  F.  Alleyne, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  July  23,  1975 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R6  district,  the  erection  of  a  three  story  enlargement  to  a 
dwelling  that  creates  non-compliance  in  floor  area  ratio 
and  open  space  ratio. 

PREMISES  AFFECTED — 372  Adelphi  Street,  west  side, 
96  feet  north  of  Greene  Avenue,  Block  2120,  Lot  38,  Bor¬ 
ough  of  Brooklyn. 

627-70-BZ — Vol.  II 

APPLICANT — George  Angelastro,  owner. 

SUBJECT— Application  for  consideration  reopening  for  ex¬ 
tension  of  time  to  obtain  Certificate  of  Occupancy  which 
expired  January  10,  1979 — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 


73-241  of  the  Zoning  Resolution,  permitting  in  a  C2-2 
district  in  an  existing  one  story  building  occupied  as  a 
restaurant  addition  to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED— 2148  to  2150  Flatbush  Avenue, 
west  side,  140  feet  south  of  Quentin  Road,  Block  7889,  Lot 
49,  Borough  of  Brooklyn. 


457-58-BZ 

APPLICANT — Carol  Nuzzi  for  John  Colangelo,  owner. 

SUBJECT— Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  January  22, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  use  of  a 
vacant  plot  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles.. 

PREMISES  AFFECTED — 2330-2334  Cambreleng  Avenue, 
east  side,  274.52  feet  south  of  East  187th  Street,  Block 
3089,  Lots  18,  19  and  20,  Borough  of  The  Bronx.  Com¬ 
munity  Board  #6BX. 


743-72-BZ 

APPLICANT — Lama  and  Vassalotti  for  Utopia  Associates, 
owner ;  Mobil  Oil  Corporation,  long  term  lessee. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  time  to  complete  which 
expired  December  20,  1978  and  for  amendment — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Section  73-211  of  the  Zoning  Resolution, 
permitting  in  a  C2-2  district,  the  erection  and  maintenance 
of  an  automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 181-08  Horace  Harding  Ex¬ 
pressway  and  69-05  Utopia  Parkway,  southeast  corner, 
Block  7070,  Lot  2,  Flushing,  Borough  of  Queens. 


221-77-A 

APPLICANT — Lama  and  Vassalotti  for  Utopia  Associates, 
owner ;  Mobil  Oil  Corporation,  long  term  lessee. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — appeal  from  a  decision  of  the 
Borough  Superintendent;  re-  proposed  change  of  use  from 
automotive  service  station  to  self  service  gasoline  station; 
previously  granted  on  condition. 

PREMISES  AFFECTED— 181-08  Horace  Harding  Ex¬ 
pressway,  southeast  corner  of  Utopia  Parkway,  Block 
7070,  Lot  2,  Flushing,  Borough  of  Queens. 


839-76-BZ 

APPLICANT — Lichtner  Associates  for  Julius  Mehrberg, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  July  19,  1978;  and  for  amendment — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-2  district,  the  erection  of  a  one  story 
building  for  use  as  a  restaurant  with  accessory  parking  in 
the  open  area. 

PREMISES  AFFECTED — 2025  Richmond  Avenue,  east 
side,  894.75  feet  north  of  Rockland  Avenue,  Block  2015, 
Lot  48,  New  Springville,  Borough  of  Staten  Island. 


819-52-BZ 

APPLICANT — Richard  E.  Beaman  for  Marinid  Realty 
Corporation,  owner. 
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SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  October  23,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7i  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  change  in  occupancy  from  five-car 
garage  to  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1890  Watson  Avenue  and  1077 
White  Plains  Road,  southwest  corner,  Block  3732,  Lot  49, 
Borough  of  The  Bronx.  Community  Board  #9BX. 


663-58-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Westbury  Special¬ 
ties,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  March  10,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  change 
in  use  from  stables  and  storage  to  factory  for  manufacturing 
of  metal  products  with  accessory  office  and  caretaker’s 
apartments  in  another  building  on  the  same  lot  formerly 
used  as  a  one  family  dwelling. 

PREMISES  AFFECTED — 25-52  Crescent  Street,  west  side, 
140.76  feet  north  of  Astoria  Avenue,  Block  872,  Lot  76, 
Astoria,  Borough  of  Queens.  Community  Board  #1Q. 


43-59-BZ 

APPLICANT — Lama  and  Vassalotti  for  Milton  J.  Acker¬ 
man,  Thelma  Hinderstein,  Marilyn  Weiss,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  12,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7e  and  21  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence 
use  C  area  district,  the  erection  of  a  Class  one  building  to 
be  used  as  a  factory  and  office  with  two  loading  berths, 
occupying  more  than  the  permitted  area  and  with  the 
omission  of  the  required  rear  yard  for  a  C  area  district. 

PREMISES  AFFECTED— 76-96  Rochester  Avenue,  1802- 
1812  Pacific  Street,  southwest  corner  and  1793-1801  Dean 
Street,  Block  1343,  Lot  45,  Borough  of  Brooklyn.  Com¬ 
munity  Board  #18BK. 


ZONING  CASES 

646-78-BZ 

APPLICANT — Barry  J.  Bank  for  Franchise  Realty  Inter¬ 
state  Corporation,  owner. 

SUBJECT — Application  August  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  and  R5  district,  the  enlarge¬ 
ment  in  area  of  the  accessory  parking  area  for  an  existing 
restaurant. 

PREMISES  AFFECTED — 3525  Ft.  Hamilton  Parkway, 
southeast  corner  of  36th  Street,  Block  5302,  Lot  6  and  Pt. 
of  1,  Borough  of  Brooklyn.  Community  Board  #10BK. 


870-78-BZ 

APPLICANT — Shael  Shapiro  for  Shapiro,  Lawn  Associates 
A  for  14  West  17  Tenants  Corporation,  owner. 

SUBJECT — Application  September  26,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-6  district,  in  an  existing 
twelve  story  building,  the  conversion  of  the  second  through 
twelfth  floors  from  factories  into  a  multiple  dwelling. 


PREMISES  AFFECTED— 14  West  17th  Street,  south 
side,  250.0  feet  west  of  Fifth  Avenue,  Block  818,  Lot  59, 
Borough  of  Manhattan.  Community  Board  #4M. 

729-78-BZ 

APPLICANT — Albert  Melniker  for  Louise  Schuman,  owner. 

SUBJECT — Application  September  1,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Rl-1  district,  the  maintenance 
of  an  enclosed  porch  that  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 198  Douglas  Road,  west  side, 
185  feet  south  of  Private  Road,  Block  829,  Lot  8,  Emerson 
Hill,  Borough  of  Staten  Island.  Community  Board  #2S.I. 


730-78-A 

APPLICANT— Albert  Melniker  for  Louise  Schuman,  owner. 

SUBJECT — Application  September  1,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — -198  Douglas  Road,  west  side, 
185  feet  south  of  Private  Road,  Block  829,  Lot  8,  Emerson 
Hill,  Borough  of  Staten  Island. 


947-78-BZ 

APPLICANT — Martyn  and  Don  Weston  for  Ben  Fishbein, 
owner. 

SUBJECT — Application  October  31,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  M2-1  district,  the  conversion  of 
an  existing  eight  story  and  penthouse  structure  from  a 
warehouse  into  a  multiple  dwelling. 

PREMISES  AFFECTED— 28  to  44  Cadman  Plaza  West 
and  1  to  13  Elizabeth  Place,  southeast  corner,  Block  202, 
Lots  1  and  9,  Borough  of  Brooklyn.  Community  Board 
#2BK. 

Alan  D.  Gershuny,  Executive  Director 


MARCH  6,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  March  6,  1979,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters: 

415-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  proposed  use  of  drywells 
for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 308  South  Railroad  Street, 
south  side,  328.62  feet  east  of  Lexa  Place,  Block  6324,  Lot 
175,  Huguenot,  Borough  of  Staten  Island. 


416-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion,  owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 318  South  Railroad  Street, 
south  side,  224.63  feet  east  of  Lexa  Place,  Block  6324,  Lot 
180,  Huguenot,  Borough  of  Staten  Island. 
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417-78-A 

APPLICANT— Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  June  9,  1978— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFECTED— 328  South  Railroad  Street,  south 
side,  134.63  feet  east  of  Lexa  Place,  Block  6324,  Lot  185, 
Huguenot,  Borough  of  Staten  Island. 


418-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 340  South  Railroad  Street, 
southeast  corner  of  Lexa  Place,  Block  6324,  Lot  190, 
Huguenot,  Borough  of  Staten  Island. 


419-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 307  South  Railroad  Street, 
north  side,  1008.80  feet  west  of  Albee  Avenue,  Block  6324, 
Lot  201,  Huguenot,  Borough  of  Staten  Island. 


420-78- A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tausk, 
owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 317  South  Railroad  Street, 
north  side,  1110.13  feet  west  of  Albee  Avenue,  Block  6324, 
Lot  206,  Huguenot,  Borough  of  Staten  Island. 


421-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tausk, 
owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 327  South  Railroad  Street, 
north  side,  1210.13  feet  west  of  Albee  Avenue,  Block  6324, 
Lot  211,  Huguenot,  Borough  of  Staten  Island. 


422-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tausk, 
owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 337  South  Railroad  Street, 
north  side,  1310.13  feet  west  of  Albee  Avenue,  Block  6324, 
Lot  216,  Huguenot,  Borough  of  Staten  Island. 


423-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tausk, 
owner. 


SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 347  South  Railroad  Street, 
north  side,  1410.13  feet  west  of  Albee  Avenue,  Block  6325, 
Lot  221,  Huguenot,  Borough  of  Staten  Island. 


906-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 
OWNER  OF  PREMISES — Reiner- Kaiser  Associates. 
SUBJECT — Application  October  17,  1978 — for  Modification 
of  Certificate  of  Occupancy  #47776  re-  sprinkler  system. 
PREMISES  AFFECTED — 104-20  71st  Avenue,  west  side, 
60  feet  south  of  Station  Square,  Block  3253,  Lot  51,  Forest 
Hills,  Borough  of  Queens. 


948-78-A 

APPLICANT — Henry  Mortarotti  for  City  of  New  York 
Board  of  Higher  Education,  owner. 

SUBJECT — Application  November  1,  1978 — appeal  from  a 
decision  of  the  Commissioner  of  Transportation  (Bureau 
of  Highway  Operations)  re-  sidewalk  slope. 

PREMISES  AFFECTED— 535  East  80th  Street  and  16-18 
East  End  Avenue,  northwest  corner,  Block  1577,  Lot  23, 
Borough  of  Manhattan. 


1123-78-A 

APPLICANT — Samuel  J.  Kisseloff  of  Abrams,  Kisseloff 
and  Kissin  for  Spirit  Fluid  Manufacturing  Corporation, 
owners. 

SUBJECT — Application  November  30,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Spirit  Gas”,  in  twelve  (12) 
ounce  polyethylene  round  container  with  child  resistant  cap, 
container  not  in  compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York. 


240-78-A 

APPLICANT — Robert  Allen  Fuller  for  The  Kingsford 
Company,  owner. 

SUBJECT — Application  April  3,  1978 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combustible 
mixture  known  as  “Match  Light  Briquets”,  consisting  of 
“K-28”  (Charcoal  impregnated  with  solvent)  with  a  flash 
point  of  180°  F.  and  “Conoco  LPA  Solvent”  with  a  flash 
point  of  162°  F.,  in  four  (4)  pound  baler  bags  with  no  type 
of  airtight  replaceable  cap  or  top,  packaging  not  in  Com¬ 
pliance  with  the  Regulations  of  the  Administrative  Code 
of  the  City  of  New  York. 


316-78-A 

APPLICANT — Robert  Allen  Fuller  for  The  Kingsford 
Company,  owner. 

SUBJECT — Application  May  1,  1978 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combustible 
mixture  known  as  “Match  Light  Briquets”,  consisting  of 
“K-28”  (Charcoal  impregnated  with  solvent)  with  a  flash 
point  of  180°  F.  and  Conoco  LPA  Solvent,  in  eight  pound 
(8  lb.)  baler  bags,  with  no  type  of  airtight  replaceable  cap 
or  top,  bags  not  in  Compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York. 


543-78-A 

APPLI CANT — Galbreath-Ruffin  Corporation. 
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SUBJECT — Application  July  14,  1978 — review  and  appeal  of 
Modification  to  Reference  Standard  13-1  (Air  Filters) 
granted  under  Calendar  Number  281-77-BCR. 

PREMISES  AFFECTED— 150  E.  42nd  St.,  block  bounded 
by  Lexington  Ave.,  3rd  Ave.,  E.  42nd  St.  and  E.  41st  St., 
Block  1296,  Lot  46,  Borough  of  Manhattan. 

Alan  D.  Gershuny,  Executive  Driector 


MARCH  13,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  morning,  March  13,  1979,  at  10  o’clock  at  80  Lafa¬ 
yette  Street,  9th  floor,  New  York,  N.Y.  10013,  on  the  follow¬ 
ing  matters : 

SPECIAL  ORDER  CALENDAR 
528-3 1-BZ — Vol,  II 

APPLICANT — Lama  and  Vassalotti  for  Jacob  Horr  and 
Sophie  Horr,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  12,  1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7f  and  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  local  retail  use  district, 
the  extension  and  reconstruction  of  existing  gasoline  service 
station,  to  include  lubritorium,  auto  laundry,  motor  vehicle 
repair  shop,  boiler  room  and  office. 

PREMISES  AFFECTED— 70-38  to  70-48  Kissena  Boule¬ 
vard  and  153-11  to  153-19  70th  Road,  northwest  corner, 
Block  6656,  Lot  52,  Flushing,  Borough  of  Queens.  Com¬ 
munity  Board  #8Q. 


1004-61-A 

APPLICANT — Richard  I.  Pezenik  for  Elm  Coated  Fabrics, 
Division  of  Kalex  Chemical  Products,  Incorporated,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expires  May  3,  1979 — 
appeal  from  an  order  and  a  decision  of  the  Fire  Com¬ 
missioner  re-  installation  of  storage  tanks  for  plasticizers ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 206-224  Steward  Avenue,  east 
side,  from  Meadow  Street  to  Metropolitan  Avenue,  Block 
2952,  Lot  1,  Borough  of  Brooklyn. 


211-78-BZ 

APPLICANT — Bachrach  and  Block  for  Young  Israel  of 
Staten  Island,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  Borough  Super¬ 
intendent,  to  permit  in  an  R3-2  district,  the  construction  of 
an  extension  to  a  Community  facility  structure  that  en¬ 
croaches  on  the  required  front  and  side  yards  and  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED — 835  Forest  Hills  Road,  south¬ 
east  corner  of  Willowbrook  Road,  a/k/a  15  Uxbridge 
Street,  Block  1987,  Lot  59,  Willowbrook,  Borough  of 
Staten  Island.  Community  Board  #2S.I. 


74-76-A 

APPLICANT — Leonard  F.  Rothkrug  for  Julius  Fiorillo, 
Julius  F.  X.  Fiorillo  and  Douglas  P.  Fiorillo,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  March  14,  1979 
— filed  pursuant  to  Section  35  and  Section  36  (2)  of  the 
General  City  Law  re-  proposed  accessory  parking  in  the 


bed  of  a  mapped  street,  waiver  from  requirements  that 
Delafield  Avenue  be  improved  as  a  street ;  previously 
granted  cn  condition. 

PREMISES  AFFECTED— 5686  Riverdale  Avenue,  east 
side,  80.50  feet  south  of  West  259th  Street,  Block  5862  and 
5863,  Lots  33,  37,  44,  129,  130,  134,  143,  145,  147  and  148, 
Borough  of  The  Bronx. 


106-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-02  78th  Street,  west  side, 
270.62  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  21, 
Woodhaven,  Borough  of  Queens. 


107-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-04  78th  Street,  west  side, 
290.08  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  22, 
Woodhaven,  Borough  of  Queens. 


108-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-06  78th  Street,  west  side, 
309.52  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  23, 
Woodhaven,  Borough  of  Queens. 


109-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-08  78th  Street,  west  side, 
328.96  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  24, 
Woodhaven,  Borough  of  Queens. 


110-74-BZ 

APPLICANT— McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18, 
1979— decision  of  the  Borough  Superintendent;  previously- 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-10  78th  Street,  west  side, 
348.40  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  25, 
Woodhaven,  Borough  of  Queens. 


111-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-12  78th  Street,  west  side, 
348.34  feet  north  of  88th  Avenue,  Block  8908,  Lot  26, 
Woodhaven,  Borough  of  Queens. 


112-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-14  78th  Street,  west  side, 
328.90  feet  north  of  88th  Avenue,  Block  8908,  Lot  27, 
Woodhaven,  Borough  of  Queens. 


113-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18, 
1979 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-16  78th  Street,  west  side, 
309.46  feet  north  of  88th  Avenue,  Block  8908,  Lot  28, 
Woodhaven,  Borough  of  Queens. 


114-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 


PREMISES  AFFECTED— 87-18  78th  Street,  west  side, 
290  feet  north  of  88th  Avenue,  Block  8908,  Lot  29,  Wood¬ 
haven,  Borough  of  Queens. 


115-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-19  77th  Street,  east  side,  290 
feet  north  of  88th  Avenue,  Block  8908,  Lot  56,  Woodhaven, 
Borough  of  Queens. 


116-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-17  77th  Street,  east  side, 
309.46  feet  north  of  88th  Avenue,  Block  8908,  Lot  57, 
Woodhaven,  Borough  of  Queens. 


117-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-15  77th  Street,  east  side, 
328.90  feet  north  of  88th  Avenue,  Block  8908,  Lot  58, 
Woodhaven,  Borough  of  Queens. 


118-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expires  April  18,  1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three  story, 
three  family  dwelling  that  will  create  non-compliance  in 
the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-13  77th  Street,  east  side, 
348.34  feet  north  of  88th  Avenue,  Block  8908,  Lot  59, 
Woodhaven,  Borough  of  Queens. 


119-74-BZ 

APPLICANT— McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expires  April  18,  1979 — 
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decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three  story, 
three  family  dwelling  that  will  create  non-compliance  in 
the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-11  77th  Street,  east  side, 
337.34  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  60, 
Woodhaven,  Borough  of  Queens. 


120-74-BZ 

APPLICANT— McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expires  April  18,  1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three  story, 
three  family  dwelling  that  will  create  non-compliance  in 
the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-09  77th  Street,  east  side, 
317.90  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  61, 
Woodhaven,  Borough  of  Queens. 


121-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expires  April  18,  1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three  story, 
three  family  dwelling  that  will  create  non-compliance  in 
the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-07  77th  Street,  east  side, 
298.26  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  62, 
Woodhaven,  Borough  of  Queens. 


122-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  family  dwelling  that  will  create  non-com¬ 
pliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-05  77th  Street,  east  side, 
278.82  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  63, 
Woodhaven,  Borough  of  Queens. 


123-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-03  77th  Street,  east  side, 
259.36  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  64, 
Woodhaven,  Borough  of  Queens. 


ZONING  CASES 

888-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Budget  Wines  and 
Liquors,  Incorporated,  owner. 

SUBJECT — Application  October  6,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-50  of 
the  Zoning  Resolution,  to  permit  in  a  C8-1  district  the 
enlargement  in  area  and  reconstruction  of  an  existing  build¬ 
ing  into  a  two  story  and  cellar  office  building  that  exceeds 
the  permitted  floor  area  ratio  and  encroaches  on  the  re¬ 
quired  yard  along  a  district  boundary. 

PREMISES  AFFECTED— 2460  Flatbush  Avenue,  west 
side,  200  feet  north  of  Avenue  U,  Block  8542,  Lot  65,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #18BK. 


900-78-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Joseph 
Romano,  owner. 

SUBJECT — Application  October  12,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  district  the  erection  of  a 
one  story  building  for  use  as  a  commercial  vehicle  storage 
establishment. 

PREMISES  AFFECTED — 237-239  Smith  Street,  east  side, 
20  feet  north  of  Douglass  Street,  Block  409,  Lots  2  and  3, 
Borough  of  Brooklyn.  Community  Board  #6BK. 


1079-78-BZ 

APPLICANT — M.  Martin  Elkind  for  G  and  V  Construction, 
Incorporated,  owner. 

SUBJECT — Application  November  16,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district  the  erection  of  a 
three  story,  three  family  dwelling  that  encroaches  on  the 
required  side  yard. 

PREMISES  AFFECTED— 68-13  64th  Street,  east  side, 
100.09  feet  south  of  64th  Avenue,  Block  3627,  Lot  22, 
Ridgewood,  Borough  of  Queens.  Community  Board  #5Q. 


1151-78-BZ 

APPLICANT — Sheldon  Lobel  for  Ragamon  Enterprises, 
Incorporated,  owner. 

SUBJECT — Application  December  27,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  M3-1  district  in  an  existing 
four  story  mixed  building,  the  enlargement  in  area  and  the 
change  of  the  first  and  second  floor  from  manufacturing 
uses  into  apartments,  the  third  and  fourth  floor  apartments 
to  remain. 

PREMISES  AFFECTED — 10-11  50th  Avenue,  north  side, 
120.25  feet  east  of  Vernon  Boulevard,  Block  42,  Lot  36, 
Long  Island  City,  Borough  of  Queens.  Community  Board 

#1Q. 


1152-78-A 

APPLICANT — Sheldon  Lobel  for  Ragamon  Enterprises, 
Incorporated,  owner. 

SUBJECT — -Application  December  27,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED — 10-11  50th  Avenue,  north  side, 
120.25  feet  east  of  Vernon  Boulevard,  Block  42,  Lot  36, 
Long  Island  City,  Borough  of  Queens. 

Alan  D.  Gershuny,  Executive  Director 
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MARCH  13,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  March  13,  1979,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

351-78-A 

APPLICANT — Basil  Gajdycz  for  136-40  Holding  Corpora¬ 
tion,  owner. 

SUBJECT — Application  May  12,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
cellar  apartment  without  adequate  adjacent  space. 
PREMISES  AFFECTED — 140  West  16th  Street,  south 
side,  275  feet  east  of  7th  Avenue,  Block  791,  Lot  68,  Bor¬ 
ough  of  Manhattan. 


924-78-A 

APPLICANT — Charles  M.  Spindler  Associates  for  Jack 
Lyons,  owner.  Shell  Oil  Company,  Long  Term  Lessee. 

SUBJECT — Application  October  20,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Proposed  conversion 
from  a  gasoline  service  station  to  self  service  gasoline 
service  station. 

PREMISES  AFFECTED— 249-15  Rockaway  Boulevard, 
southeast  corner  of  Riverside  Avenue,  Block  13895,  Lot  27, 
Hook  Creek,  Borough  of  Queens. 


925-78-A 

APPLICANT — Charles  M.  Spindler  Associates  for  Marga¬ 
ret  Distasio,  John  Banter,  Laura  Grieco,  owner.  Shell  Oil 
Company,  Long  Term  Lessee. 

SUBJECT — Application  October  20,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Proposed  conversion 
from  a  gasoline  service  station  to  self  service  gasoline 
service  station. 

PREMISES  AFFECTED — 50-72  Jamaica  Avenue,  south¬ 
west  corner  of  Pennsylvania  Avenue,  Block  3659,  Lots  4, 
14  and  15,  Borough  of  Brooklyn. 


951-78-A 

APPLICANT— Tucciarone  and  Di  Millia  for  Dr.  Anthony 
Bottone,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Proposed 
medical  offices  on  first  floor  of  frame  building  located 
within  the  fire  district. 

PREMISES  AFFECTED — 45-28  Parsons  Boulevard,  south¬ 
west  corner  of  Georgia  Road,  Block  5206,  Lot  22,  Flush¬ 
ing,  Borough  of  Queens. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  6,  1979,  10  A.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  January  23,  1979  were 
approved  as  printed  in  the  Bulletin  of  February  1,  1979, 
Volume  64,  Number  5. 


263-77-A 

APPLICANT — Jules  S.  Denora  for  Fiorbello  Construction 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  com¬ 
plete  which  expired  September  27,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 
#7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 2724  West  16th  Street,  west 
side,  358  feet  south  of  Hart  Place,  Block  6995,  Lot  81 
Tent.,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lorraine  Schoen. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  applica¬ 
tion  reopened  and  time  extended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  27,  1977  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  September  27,  1977  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  substantial  construciton  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  1036-75) 


264-77-A 

APPLICANT — Jules  S.  Denora  for  Fiorbello  Construction 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  September  27,  1978 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  proposed  use  of  dry- 
wells  for  the  disposal  of  storm  water  (Local  Law  #7)  ; 
previously  granted  on  condition. 

PREMISES  AFFECTED— 2726  West  16th  Street,  west 
side,  358  feet  south  of  Hart  Place,  Block  6996,  Lot  81  Tent., 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lorraine  Schoen. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  applica¬ 
tion  reopened  and  time  extended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  . .  0 


THE  RESOLUTION— 

^  Whereas,  this  application  was  granted  by  the  Board  on 
September  27,  1977  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  September  27,  1977  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  substantial  construciton  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  179-75) 


928-78-A 

APPLICANT — McGee  and  Morsellino  for  Rider  Operating 
Corporation,  owner;  Merit  Oil  Corporation,  lessee. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  October  20,  1978— proposed  conversion  from 
a  gasoline  service  station  to  self  service  gasoline  service 
station. 

PREMISES  AFFECTED— 250  East  138th  Street,  north¬ 
west  corner  of  Rider  Avenue,  Block  2320,  Lot  66,  Bor¬ 
ough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


736-76-BZ 

APPLICANT — Henry  George  Greene  for  UDC-Hanover, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December  20, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C5-5  5CR  district,  the  con¬ 
version  of  an  office  building  into  a  mixed  building  that 
creates  non-compliance  in  lot  area  per  room  and  the  park¬ 
ing  requirement. 

PREMISES  AFFECTED — 3  Hanover  Square,  northeast 
corner  of  William  Street,  Block  28,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Michael  G.  Auerbach. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  21,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  arid  amend  the  resolution  adopted  on  Decem¬ 
ber  21,  1976  as  amended  through  December  20,  1977  only  as 
to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 

(Alt.  657-76) 
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942-77-A 

APPLICANT — McGee  and  Morsellino  for  Save  Way  Al¬ 
bion  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  term  of  variance  which 
expires  July  18,  1983 — and  for  amendment — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  gasoline  service  station  to  self  service  gasoline  service 
station;  previously  granted  on  condition. 

PREMISES  AFFECTED — 77-33  Queens  Boulevard,  north¬ 
west  corner  of  Albion  Avenue,  Block  1536,  Lot  101,  Elm¬ 
hurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  February  20,  1979, 
at  10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


49-78-A 

APPLICANT — Jacob  Leff  for  Michael  Zaffarano,  owner; 
Tel-A-Gay,  Incorporated,  lessee. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  removal  of  matresses  and  beds  from 
cubicles  and  all  bamboo  decorations;  previously  granted 
on  condition. 

PREMISES  AFFECTED— 218  West  49th  Street  and  1607 
Broadway,  southwest  corner,  Block  1020,  Lots  43  and  20, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


405-68-BZ 

APPLICANT — Edwin  Storch  for  Adrian  Homes  Company, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  term  of  variance 
which  expired  October  22,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R5  district,  the  erection  of  a  one  story  building  for  use  as 
a  factory  with  loading  and  unloading. 

PREMISES  AFFECTED — 37-20  58th  Street,  west  side, 
175  feet  south  of  37th  Avenue,  Block  1212,  Lot  20,  Wood- 
side,  Borough  of  Queens.  Community  Board  #20. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


349-78-BZ 

APPLICANT — Atkin  and  Gibson  for  Handbank  Realty, 
owner.  Venice  Restaurant,  lessee. 

SUBJECT — Application  May  12,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  73-03  and  73-63 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district,  in 
an  existing  two  story  commercial  building,  the  erection 
of  an  enlargement  to  the  first  floor  restaurant  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED— 2105-09B  Williamsbridge  Road, 
west  side,  46.42  feet  north  of  Lydig  Avenue,  Block  4332, 
Lot  24,  Borough  of  the  Bronx.  Community  Board  #11BX. 


APPEARANCES— 

For  Applicant :  Thomas  Gibson. 

For  Opposition:  Josephine  Guarnacci,  Susan  Gambol,  Roy 
Gambol,  Ann  Roll,  John  Morra,  Ellen  Antolino,  Luisa 
Cardarelli,  Anni  and  Frank  Ferranti,  Ethel  Holzberg. 
ACTION  OF  BOARD — Laid  over  to  February  20,  1979,  at 
10  A.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


495-78-BZ 

APPLICANT — Sidney  L.  Spanier,  for  Tzemet  Associates, 
owner. 

SUBJECT — Application  June  29,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  an  Ml-5  (LMM)  district,  in  a  building  that 
exceeds  the  permitted  area,  the  conversion  from  warehouse 
into  loft  dwellings  that  has  less  than  the  required  yard 
depth  and  with  windows  that  open  on  a  deficient  yard  or 
court. 

PREMISES  AFFECTED— 466-470  Washington  Street, 
Southwest  corner  of  Canal  Street,  Block  595,  Lot  16,  Bor¬ 
ough  of  Manhattan.  Community  Board  #1M. 
APPEARANCES— 

For  Applicant :  Sheldon  Lobel,  Cve  Eisnstaat,  Czashka 
Ross,  Ralph  H.  Marx,  Sidney  L.  Spanier  and  Ktziah 
Spanier. 

For  Opposition:  None. 

For  Administration:  Steven  Stein  and  Suzanne  O’Keefe, 
C.P.C. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  20,  1979,  at 
10  A.M.,  for  decision;  hearing  closed. 


496-78-A 

APPLICANT — Sidney  L.  Spanier  for  Tzemet  Associates, 
owner. 

SUBJECT — Application  June  29,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  conversion 
to  loft  dwellings  is  contrary  to  Multiple  Dwelling  Law. 

PREMISES  AFFECTED — 466/470  Washington  Street, 
west  side,  60  feet  south  of  Canal  Street,  Block  595,  Lot  16, 
Borough  of  Manhattan. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  20,  1979,  at 
10  A.M.,  for  decision;  hearing  closed. 


680-78-BZ 

APPLICANT — Andrew  Di  Camillo  for  Frank  Rivera, 
owner. 

SUBJECT — Application  August  11,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  on  a  plot  with  a 
three  story  mixed  building  the  change  in  use  of  the  garage 
portion  into  an  accessory  funeral  establishment  facility. 

PREMISES  AFFECTED — 268  Brooklyn  Avenue  and  938 
Lincoln  Place,  southwest  corner,  Block  1263,  Lot  32,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #8BK. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition:  None. 
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THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  20,  1979,  at 
10  A.M.,  for  decision;  hearing  closed. 


685-78-BZ 

APPLICANT — Paul  G.  Mauch  for  Helena  La  Barca,  owner. 

SUBJECT — Application  August  15,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  73-125  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  change  in 
use  of  an  existing  one  story  building  from  a  dwelling  and 
doctor’s  office  into  a  medical  office  building. 

PREMISES  AFFECTED — 214-02  24th  Avenue,  southeast 
corner  of  Bell  Boulevard,  Block  6001,  Lot  55,  Bayside, 
Borough  of  Queens.  Community  Board  #11Q. 

APPEARANCES— 

For  Applicant:  Paul  G.  Mauch. 

For  Opposition :  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  27,  1979, 
at  10  A.M.,  for  decision;  additional  information;  hearing 
closed. 


686-78-A 

APPLICANT — Paul  G.  Mauch  for  Helena  La  Barca,  owner. 

SUBJECT — Application  August  15,  1978 —  appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  con¬ 
version  from  dwelling  and  doctor’s  office  to  a  community 
facility  building  in  a  class  4  structure. 

PREMISES  AFFECTED — 214-02  24th  Avenue,  southeast 
corner  of  Bell  Boulevard,  Block  6001,  Lot  55,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Paul  G.  Mauch. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  27,  1979, 
at  10  A.M.,  for  decision;  additional  information;  hearing 
closed. 


701-78-BZ 

APPLICANT — A.  H.  Salkowitz  and  Carl  Heimberger  for 
Seaview  Company,  C.  O.  Benjamin  Duhl,  owner.  Wald- 
baum’s  Incorporated,  lessee. 

SUBJECT — Application  August  15,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  and  R5  district,  within  an 
existing  shopping  center,  the  enlargement  in  area  of  the 
supermarket  portion  into  the  residence  district. 

PREMISES  AFFECTED — 1847  to  1887  Rockaway,  south¬ 
east  corner  of  Avenue  M,  Block  8281,  Lots  22,  24,  66  and 
67,  Borough  of  Brooklyn.  Community  Board  #18BK. 

APPEARANCES— 

For  Applicant:  Carl  Heimberger. 

ACTION  OF  BOARD — Laid  over  to  February  27,  1979, 
at  10  A.M.,  for  hearing. 


704-78-BZ 

APPLICANT — Wuest  and  Bailey  for  Mario  and  James 
Cazzara,  owner,  E.  E.  J.  and  R.  Moreus,  lessee. 

SUBJECT — Application  August  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  drive-in  refreshment 
stand. 

PREMISES  AFFECTED — 57-10  Main  Street,  southwest 
corner  of  Booth  Memorial  Avenue,  Block  6375,  Lot  9, 
Flushing,  Borough  of  Queens.  Community  Board  #7Q. 

APPEARANCES— 

For  Applicant:  Ralph  Wuest. 

For  Opposition:  Anthony  and  Mary  Karabaich. 

ACTION  OF  BOARD — Laid  over  to  February  20,  1979,  at 
10  A.M.,  for  continued  hearing;  additional  information. 


837-78-BZ 

APPLICANT — McGee  and  Morsellino  for  City  of  New 
York  H.  D.  A. 

SUBJECT — Application  September  19,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4  district,  the  erection  of  a 
twenty  story  housing  for  the  elderly  that  penetrates  the 
sky  exposure  plane  and  without  the  required  accessory 
parking. 

PREMISES  AFFECTED — 49  Fulton  Street,  northwest 
corner  of  Pearl  Street,  Block  95,  Lot  27,  Borough  of  Man¬ 
hattan.  Community  Board  #1M. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Clare  Garrity,  C.  B. 
#1M.,  The  Rev.  Burtran  Herlong,  Charles  W.  Pruitt, 
Ann  Forman  and  Muriel  Tillinghast 
For  Opposition :  Leonard  Bronstein,  Lillian  Grolitzer, 
Barbara  R.  Kurtz,  Bert  Rovics,  Edith  Kraff,  Muriel 
Richardson,  Helen  Solomon,  Harold  Kraff,  Stanley  Hal- 
perin  and  Lillian  Gould. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  13,  1979,  at 
10  A.M.,  for  decision,  hearing  closed. 


869-78-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman  Colin 
et  al.  for  New  York  University  Institute  of  Fine  Arts, 
owner. 

SUBJECT — Application  September  26,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  the  recon¬ 
struction  of  a  six  story  community  facility  structure  that 
increases  the  degree  of  non-compliance  in  lot  coverage 
and  rear  yard  encroachment. 

PREMISES  AFFECTED — 14  East  78th  Street,  south  side, 
220.11  feet  east  of  Fifth  Avenue,  Block  1392,  Lot  163, 
Borough  of  Manhattan.  Community  Board  #8M. 
APPEARANCES— 

For  Applicant:  Francis  R.  Angelino,  Michael  Forsti  and 
Dr.  Norbert  Baer. 

For  Opposition:  Richard  J.  Streets,  Jr. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

ACTION  OF  BOARD — Laid  over  to  February  13,  1979, 
at  10  A.M.,  for  decision;  hearing  closed. 
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881-78-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Carriage  House 
Associated,  owner. 

SUBJECT — Application  September  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  an  R8  district,  in 
conjunction  with  the  enlargement  in  area  of  an  existing 
two  story  building  the  use  of  the  second  floor  as  medical 
offices. 

PREMISES  AFFECTED — 153  East  69th  Street,  north  side, 
175  feet  east  of  Lexington  Avenue,  Block  1404,  Lot  27, 
Borough  of  Manhattan.  Community  Board  #8M. 
APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  Robert  J.  Rizz  and 
Donald  Lubin. 

For  Opposition :  Herbert  Wise  and  William  S.  Gannon. 
THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  . . .  0 

ACTION  OF  BOARD — Laid  over  to  February  20,  1979,  at 
10  A.M.,  for  decision;  hearing  closed. 


891-78-BZ 

APPLICANT — Steven  Adler  for  Noah  Friedland,  owner. 

Harris  and  Gladys  Diamant,  lessee. 

SUBJECT — Application  October  6,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  RIO  district, 
in  an  existing  fifteen  story  and  penthouse  multiple  dwelling, 
the  change  in  use  of  the  first  floor  doctor’s  offices  into  an 
art  gallery. 

PREMISES  AFFECTED— 35-39  West  72  Street,  north 
side,  200  feet  east  of  Columbus  Avenue,  Block  1125,  Lot  9, 
Borough  of  Manhattan.  Community  Board  #7M. 
APPEARANCES— 

For  Applicant:  Steven  Adler,  Gladys  and  Harris  Diamant. 
For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh  and  Commissioner  Cincotta  ....  4 
Negative:  Vice  Chairman  Agusta  and  Commissioner 

Wolf  .  2 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  23,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  6,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  14,  1978,  acting  on  Alt.  Applic.  #917/1978, 
reads : 

“Cl.  Proposed  change  of  use  from  doctor’s  office 
Use  Group  4  to  art  gallery  Use  Group  6  in  R-10  ZD  is 
not  permitted  as  of  right  as  per  Section  22-10  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  and  neigh¬ 
borhood  had  a  site  evaluation  by  a  committee  of  the  Board 
consisting  of  Commissioner  Harry  M.  Carroll,  P.E.  and 
Commissioner  John  J.  Walsh,  P.E. ;  and 
Whereas,  Community  Board  #7M.  has  recommended 
approval  of  this  application;  and 

Whereas,  the  first  floor  portion  is  not  compatible  for 
residential  occupancy;  and 

Whereas,  the  limited  art  gallery  will  not  create  an  adverse 
affect  on  the  community;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 


Sections  72-01  (b)  and  72-21  of  the  Zoning  Resolution,  and 
that  the  applicant  is  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Sections  72-01  (b)  and  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R-10  district,  in  an  existing 
15  story  and  penthouse  multiple  dwelling,  the  change  in  use 
of  the  first  floor  doctor’s  offices  into  an  art  gallery  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  as  they  apply  to  the  objection,  above  noted,  filed  with 
this  application,  marked  “Received  October  16,  1978”,  5 
sheets ;  and  on  further  condition  that  this  variance  shall  be 
limited  to  a  term  of  3  years ;  that  the  hours  of  operation  be 
limited  to  from  11  A.M.  to  6  P.M.  Monday  through  Friday, 
closed  Saturday  and  Sunday ;  that  the  identification  sign  shall 
comply  with  the  residential  sign  regulations ;  that  the  Build¬ 
ing  Department  shall  not  issue  a  building  permit  for  this 
alteration  for  at  least  31  days  from  the  date  of  certification 
of  this  resolution ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 

Adjourned:  1:35  P.M. 

Alan  D.  Gershuny,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  6,  1979,  2  P.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 


976-77-SA 

APPLICANT — Lear  Siegler,  Incorporated,  Bogen  Division, 
owner. 

SUBJECT — Application  December  20,  1977 — Audio  Evacua¬ 
tion  System  Consisting  of  Model  Nos.  LSCP-1,  LSZ-12, 
LSSV-12,  AFDS-2,  LSWS-1,  45-7032-01,  45-7033-01, 
LSHS-1,  LSJP-1  and  MT-60A,  MT-125B  or  MT-250  Ac¬ 
cessories  and  Options  include  LSPS,  LSTG  and  LSBR. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
976-77-SA — Lear  Siegler,  Incorporated,  Bogen  Division, 
Paramus,  New  Jersey,  filed  for  approval  of  Lear  Siegler 
Audio  Evacuation  System  under  the  provisions  of  Article  17 
and  RS  17  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Audio  evacuation  system. 
DESCRIPTION :  The  audio  evacuation  system  provides 
voice  communication  and  is  a  panic  control  system  for  a  Class 
E  fire  alarm  system.  The  system  is  modular,  which  makes  it 
adaptable  to  various  sizes  of  installations.  It  can  be  inter¬ 
faced  with  existing  alarm  and  detection  equipment.  The  sys¬ 
tem  is  supervised  for  A.C.  power  failure,  relay  power  failure, 
alarm  generator  failure,  amplifier  failure,  telephone  intercom 
line  failure,  and  restore  lamp  failure.  The  speakers  are 
supervised  for  pilferage  and  line  failure. 
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The  model  numbers  and  components  are  as  follow: 

Model  Component 

LSCP-1  Control  panel 

LSRZ-12  Automatic  zone  switchbank 

LSSV-12  Speaker  liner  supervision  panel 

AFDS-12  Automatic  failure  detector  and  substitute 

LSWS-1  Warden  station 

LAPS  Standby  power  supply 

LSTG  Standby  tone  generator 

LSBR  Auxiliary  relay  for  LSCP-1 

MT-60A  Booster  amplifier 

MT-125B  Booster  amplifier 

MT-250  Booster  amplifier 

45-7032-01  End  of  line  resistor 

45-7033-01  Speaker  capacitor 

INSPECTION  AND  TEST :  The  equipment  has  been 

tested  and  approved  by  Underwriters’  Laboratories  (File 

S2006)  and  has  been  recommended  for  approval  by  the 

Division  of  Fire  Prevention. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Lear  Siegler  Audio  Evacuation 
System,  with  components  as  listed  above,  as  a  communica¬ 
tion  system  for  Class  E  fire  alarm  system,  on  condition  that 
all  uses,  locations  and  installations  shall  comply  with  the 
applicable  requirements  of  Article  17  and  RS  17-3  of  the 
Building  Code  and  Chapter  19  of  the  Administrative  Code 
of  the  City  of  New  York  and  Fire  Prevention  Directives. 
The  equipment  and  its  literature,  catalogues,  bulletins,  and 
packaging  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  976-77-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 


(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

1103-78-SM 


APPLICANT — Simpson  Company,  owner. 

SUBJECT — Metal  joist  hangers  for  wood-to-wood  connec¬ 
tions. 

APPEARANCES— 

For  Applicant:  Harold  S.  Hillman,  Benjamin  Bernstein 
and  John  Batjer. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1103-78-SM — Simpson  Company,  San  Leandro,  California, 


filed  for  approval  of  Simpson  Strong-Tie  Joist  Hangers, 
Series,  U,  LU,  LUP,  HU,  HUTF,  JB  and  LB,  under  the 
provisions  of  Articles  9  and  10  and  RS  9  and  10  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Metal  joist  hangers  for  wood-to-wood 
connections. 

DESCRIPTION:  The  joist  hangers,  are  as  follow: 

U  Series :  Consists  of  U-shaped  hangers  formed  from  No. 
16  gauge  galvanized  steel.  The  hangers  have  a  seat  width 
equal  to  the  dressed  width  of  the  member  supported  and  are 
2  inches  deep.  The  sides  of  the  hanger  are  flanged  out  at 
right  angles  a  distance  of  £4  or  1/4  inches  to  permit  face 
nailing  to  the  supporting  headers.  The  sides  and  flanges  of 
the  hanger  are  predrilled  for  nails. 

LU  Series :  Consists  of  U-shaped  hangers  formed  from  No. 
18  gauge  galvanized  steel.  They  are  similar  to  the  U  series 
except  that  the  sides  and  flanges  have  an  irregular  shape  due 
to  the  removal  of  excess  metal.  One  and  one-half-inch  long, 
No.  9  gauge  nails  are  furnished  for  the  LU-24,  LU-26  and 
LU-210  Hangers. 

LUP  Series:  The  hangers  are  identical  to  the  LU  Series 
described  above  except  that  1-inch  long  by  3/16-inch  wide 
prongs  take  the  place  of  nails  for  the  joist  fastening  and  the 
header  nails  are  16d  common  2j4-inch  deformed  shank  nails. 
HU  and  HUTF  Series :  Consist  of  U-shaped  hangers  formed 
from  No.  11  gauge  steel  and  treated  with  a  linear  polymer 
paint  for  corrosion  resistance.  The  HUTF  Series  differs 
from  the  HU  Series  in  that  each  projecting  header  flange 
is  extended  and  bent  over  the  header  top  2j4  inches  to  re¬ 
ceive  two  16-penny  by  2j4-inch  long  common  nails. 

HTF  Series  Hangers:  The  hangers  are  18  gauge  commer¬ 
cial  quality,  galvanized  steel,  similar  in  shape  to  the  “U 
Series”  except  that  1%  inch-wide  header  flanges  are  extended 
and  bent  over  the  header  top  2 J4  inches  to  receive  two  16- 
penny  common  nails. 

JB  Joist  Hangers:  The  “JB”  joist  hangers  are  formed  from 
No.  18  gauge  galvanized  steel  in  six  sizes  covering  2-  by  6- 
inch  to  2-  by  16-inch  members.  The  hangers  are  punched 
flat  plate  material  bent  into  a  U-shaped  saddle  with  an  upper 
diagonal  portion  of  each  leg  of  the  U  section  bent  at  right 
angles  to  the  joist  so  as  to  lay  flat  against  the  face  of  the 
header.  The  hangers  have  a  seat  width  of  1-9/16  inch  and 
lengths  of  1%,  1J4,  2  and  2l/%  inch  for  the  JB-26  and  JB-210, 
JB-214  and  JB-216  respectively.  The  upper  tab  end  of  each 
saddle  leg  is  bent  horizontally  to  bear  on  the  top  of  the 
header  for  a  distance  of  1-5/16  inches.  Nail  holes,  matching 
the  shank  diameter  of  the  nails,  are  punched  in  the  hanger 
flange  against  the  face  of  the  header  and  one  hole  in  the  tab 
bearing  on  top  of  the  header.  A  prong  3/16  inch  wide  and 
1%  inches  long  bent  at  right  angles  in  the  center  is  driven 
into  each  side  of  the  joists. 

LB  Joist  Hangers:  Similar  to  JB  Joist  Hangers,  except  that 
they  are  formed  from  No.  14  gauge  galvanized  steel,  are 
secured  to  the  joists  with  lOd  nails  instead  of  3/16  inch 
prongs,  and  have  different  load  tables. 

INSPECTION  AND  TEST :  The  joist  hangers  have  been 
tested  and  approved  by  the  International  Conference  of  Build¬ 
ing  Officials  (Report  No.  1258).  The  report  and  Strong-Tie 
Catalog  No.  79H-2,  1979,  includes  load,  nailing,  and  dimen¬ 
sion  tables. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Simpson  Strong-Tie  Joist  Hangers, 
Series  U,  LU,  LUP,  HU,  HUTF,  UTF,  JB,  and  LB,  under 
the  provisions  of  Article  9  and  10  and  RS  9  and  10  of  the 
Building  Code  of  the  City  of  New  York  on  condition  that  all 
uses,  locations,  and  installations  of  the  connectors  shall  com¬ 
ply  with  the  applicable  requirements  of  the  Building  Code 
and  with  the  Tables  and  other  requirements  concerning  uses 
and  installations  included  in  the  International  Conference  of 
Building  Officials  Reports  cited  above.  The  joist  hangers 
and  their  literature,  catalogues,  bulletins,  and  packaging  shall 
be  permanently  labeled :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  1103-78-SM.” 
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Plans  submitted  to  the  Department  of  Buildings  shall 
include  detailed  descriptive  drawings. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corpo¬ 
rate  name,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1147-78-SA 


APPLICANT — Eng’s  Engineering  Service,  owner. 
SUBJECT — Fire  alarm  and  tank  alarm  systems. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1147-78-SA  :  Eng’s  Engineering  Service,  Bayside,  New  York, 
filed  for  approval  of  the  Model  A  Passive  Alarm  System  and 
Model  B  Remote  Sensing  and  Control  System  under  the  pro¬ 
visions  of  Article  17  and  RS  17-3  of  the  Building  Code  of  the 
City  of  New  York. 


PROPOSED  USE:  Fire  alarm  and  tank  alarm  systems. 
DESCRIPTION :  Model  A  Passive  Alarm  System  consists 
of  seven  major  assemblies  :  three  remotely  located  assemblies ; 
a  sensor  assembly,  a  code  multi-tone  transmitter  assembly, 
and  a  line  supervision  assembly;  and  four  assemblies  at  the 
display  location;  a  receiver  and  decoder,  alarm  detection, 
graphic  display,  and  panel  display.  Alarms,  locations  of  de¬ 
vices,  and  working  conditions  of  devices  are  transmitted  by 
three  sets  of  tones  over  dedicated  lines. 

Model  B  performs  all  of  the  functions  of  Model  A  and  in 
addition,  can  provide  two  way  communication,  remote  con¬ 
trol,  and  status  reporting.  Transmission  of  signals  can  be 
through  carrier  current  lines  in  addition  to  dedicated  lines. 


as  follow : 
Model 

Component 

S-1A 

Sensor  Assembly 

T-1A 

Coded  Multi-Tone  Transm 

LS-1A 

Assembly 

Line  Supervision  Assembly 

R-1A 

Receiver  and  Decoder 

AD-1A 

Alarm  Detection 

D-1A 

Graphic  Display 

D-2A 

Panel  Display 

D-21 

Panel  Display 

The  components  and  model  numbers  of  the  Model  B  Sys¬ 
tem  are  as  follow : 


Model 

S-1B 

COM-1B 

SOD-ID 

R/CONT-1B 

R/TR-1B 

L/TR-1B 

L/COM-1B 

L/CONT-1B 

D-1B 

D-2B 


Component 
Sensor  Assembly 
Remote  Communication  Assembly 
Sound  Generating  Device  Assembly 
Remote  Control  Circuit  and  Relays 
Remote  Duplex  Transceiver  Assembly 
Duplex  Transceiver  Assembly 
Communication  Assembly 
Control  Assembly 
Panel  Display 
Panel  Display 

INSPECTION  AND  TEST :  The  systems  have  been  recom¬ 
mended  for  approval  by  the  Division  of  Fire  Prevention  and 
all  electrical  components  have  been  tested  and  approved  by 
Underwriters’  Laboratories. 


RECOMMENDATIONS  :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  A  Passive  Alarm  System 
and  Model  B  Remote  Sensing  and  Control  System,  with 
components  as  listed  above  as  fire  alarm  and  tank  alarm 
systems,  on  condition  that  all  uses,  locations,  and  installations 
of  the  equipment  shall  comply  with  the  applicable  require¬ 
ments  of  the  Building  Code  and  Chapter  19  of  the  Administra¬ 
tive  Code  of  the  City  of  New  York  and  Fire  Prevention 
Directives.  The  system  components  and  literature,  catalogues, 
bulletins,  and  packaging  shall  be  permanently  labeled:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  1147-78-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  materials,  processes,  controls  and 
labeling  of  materials,  literature,  and  packaging  are  being 
maintained  as  were  in  effect  at  the  time  of  this  approval 
under  this  Calendar  Number.  Failure  to  notify  the  Board 
of  change  of  ownership,  change  of  corporate  name,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report 


17-79-SM 

APPLICANT — Uni-Flange  Corporation,  owner. 

SUBJECT — Mechanical  joint  for  pipes,  valves,  fittings. 
APPEARANCES— 

For  Applicant:  Robert  Closter. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
17-79-SM:  Uni-Flange  Corporation,  Northboro,  Massachu¬ 
setts,  filed  for  approval  of  the  Uni-Flange  Adapter  under 
the  provisions  of  Article  16  and  RS  16  of  the  Building  Code 
of  the  City  of  New  York. 
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PROPOSED  USE:  Mechanical  joint  for  pipes,  valves,  fit¬ 
tings. 

DESCRIPTION :  The  flanged  joint,  made  of  ductile  iron,  is 
used  for  4",  6"  and  8"  ductile  iron  and  steel  pipe,  valves, 
and  fittings  with  working  pressure  not  exceeding  150  psi. 
The  joints  include  setscrews  which  are  tightened  against 
the  pipe  barrel  to  provide  restraint  against  endwise  separation 
and  a  rubber  gasket  in  the  flange  to  seal  the  pipe  and  flange. 
The  setscrews  are  tightened  with  70  foot-pounds  of  torque. 
INSPECTION  AND  TEST :  The  joint  has  been  tested  and 
approved  by  Underwriters’  Laboratories  (File  EX3103). 
RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Uni-Flange  Adapter  under  the 
provisions  of  Article  16  and  RS  16  of  the  Building  Code 
of  the  City  of  New  York  on  condition  that  all  uses,  locations, 
and  installations  shall  comply  with  the  applicable  require¬ 
ments  of  the  Building  Code.  The  Uni-Flange  Adapters  and 
their  literature,  catalogues,  bulletins,  and  packaging  shall 
be  permanently  labeled :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  17-79-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  materials,  processes,  controls  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corpo¬ 
rate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  Material  in  accordance  with  the  above 
report. 


1125-78-SM 

APPLICANT — Revere  Copper  and  Brass  Incorporated, 
Rome  Division,  owner. 

SUBJECT— Water  tube. 

APPEARANCES— 

For  Applicant:  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

ACTION  OF  BOARD — Laid  over  to  February  20,  1979,  at 
2  P.M.,  for  decision  at  the  request  of  the  applicant. 


16-79-SM 

APPLICANT — Diamond  Expansion  Bolt  Company,  Divi¬ 
sion  of  General  Cable,  owner. 

SUBJECT — Anchors  inserted  in  masonry. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  February  20,  1979,  at 
2  P.M.,  for  hearing. 


39-79-SM 

APPLICANT — Walcon  Corporation,  owner. 

SUBJECT — Facing  units  and  liner  units  as  components  of 
two  hour  fire  rated  non-load  bearing  wall  assemblies. 
APPEARANCES— 

For  Applicant :  Ronld  Finamore. 

ACTION  OF  BOARD — Laid  over  to  February  20,  1979,  at 
2  P.M.,  for  hearing. 

373-78-A 

APPLICANT — Alphonse  J.  Calvanico,  P.E.  for  Joseph 
Sollazzo,  owner. 

SUBJECT — Application  May  19,  1978 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  on  a  legal  street.  Proposed  use  of  drywells  for 
the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 111  Eylandt  Street,  north  side, 
134.38  feet  west  of  Holdridge  Avenue,  Block  6378,  Lot  51, 
Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  2,  1978,  on  N.B.  Applic.  #696/78,  reads : 

“1.  Street  giving  access  to  the  proposed  building  is 
not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

1.  No  C.  of  O.  can  be  issued  as  per  Article  3, 
Section  36  of  the  General  City  Law  and, 

2.  Permit  may  not  be  issued  since  proposed 
construction  does  not  have  at  least  8%  of  the  total 
perimeter  of  the  building  fronting  directly  upon  a 
legally  mapped  street  or  frontage  space  and  therefore 
contrary  to  Section  C26-401.1  of  the  Administrative 
Code. 

2.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off-site 
per  Reference  Standard  RS-16,  Section  PI  110.2(c)  (2) 
Administrative  Building  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  2,  1978,  acting  on  N.B.  Applic.  #696/78,  Objection 
Nos.  1  part  1  and  2  and  2,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
3  inches  of  water  over  the  roof  area,  same  to  be  verified  by 
the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  dry  wells  are  to  be 
located  so  as  to  allow  on-site  runoff  to  occur  as  close  as 
possible  to  the  natural  flow  permitting  the  least  disruption 
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of  trees  and  natural  features ;  and  that  the  requirements  of 
Local  Law  #7/1974  are  also  waived  as  to  storm  water  falling 
on  the  street  on  which  this  building  fronts  (refer  to  Corpora¬ 
tion  Counsel  opinion  108,539,  dated  September  9,  1977)  ;  that 
Objection  Number  1  part  1  and  2,  is  granted  under  the  powers 
vested  in  the  Board  under  Section  36  of  the  General  City 
Law ;  on  further  condition  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  May  19,  1978”,  3 
sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

524-78-A 

APPLICANT — Peter  F.  Werner,  R.A.  for  Mr.  and  Mrs. 
George  Anderson,  owner. 

SUBJECT — Application  July  11,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — 14  Florence  Place,  south  side, 
111.25  feet  west  of  Seguine  Avenue,  Block  6720,  Lot  17, 
Princes  Bay,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Peter  F.  Werner. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  28,  1978,  on  N.B.  Applic.  #1375/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  Official  Map  of  the  City  of  New 
York.  Therefore: 

A.  No  C.  of  O.  can  be  issued  as  per  Article  3, 
Sec.  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8  percent  of  the  total  perimeter  of  the  building  front¬ 
ing  directly  upon  a  legally  mapped  street  or  frontage 
space  and  therefore  contrary  to  Sec.  C26-401.1  of 
the  Administrative  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superin¬ 
tendent,  dated  June  28,  1978,  acting  on  N.B.  Applic. 
#1375/77,  Objection  No.  1  A  and  B,  be  and  it  hereby  is 
modified  under  the  powers  vested  in  the  Board  by  Section  36 
of  the  General  City  Law,  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  sidewalk,  curb,  curb 
cut  and  pavement  to  the  middle  of  the  street  be  in  accordance 
with  the  standards  of  the  Department  of  Highways;  and 
that  the  building  shall  substantially  comply  with  drawings, 
marked  “Received  July  11,  1978”,  2  sheets,  and  “November 
21,  1978”,  one  sheet;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


690-78- A 

APPLICANT — Leonard  F.  Rothkrug  for  Madhu  Goradia, 
owner. 

SUBJECT — Application  August  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 221-21  Corbett  Road,  north 
side,  556  feet  north  of  37th  Avenue,  Block  6185,  Lot  1, 
Bayside,  Borough  of  Queens. 

APPEARANCES  — 

For  Applicant:  Leonard  F.  Rothkrug. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  4,  1978,  on  N.B.  Applic.  #60/78,  reads: 

“1.  100%  On  Site  Disposal  of  Storm  Water  for  the 
Proposed  School,  4520  Sq.  Ft.  in  Area,  with  the  Storm 
Sewer  located  more  than  500'  from  the  site,  is  contrary 
to  RS-16,  Par.  P110.2(c)(2)  and  (5)  which  limits  on 
site  disposal  to  50%  of  the  storm  water  falling  on  the 
lot,  with  the  remainder  which  falls  on  roofs,  terraces, 
outside  balconies,  paved  areas,  yards,  courts  and  court¬ 
yards  to  be  conveyed  by  enclosed  drainage  pipes  and 
building  storm  sewers  or  building  combined  sewers  to  a 
boundary  of  the  lot  abutting  a  street.  From  such  point, 
such  storm  water,  together  with  all  storm  water  falling 
on  all  streets  and  other  paved  areas  outside  of  such  lot 
constructed  or  altered  in  connection  with  the  construc¬ 
tion  of  such  building  for  the  primary  purpose  of  improv¬ 
ing  vehicular  or  pedestrian  access  thereto,  to  be  conveyed 
by  sewers  to  a  point  of  disposal  in  accordance  with 
RS-16,  Par.  P110.2(c)  (6)”. 
and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  4,  1978,  acting  on  N.B.  Applic.  #60/78,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  volume 
of  the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches 
of  water  over  the  roof  and  paved  areas  and  one  inch  over  the 
landscaped  area,  same  to  be  verified  by  the  Department  of 
Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it  rep¬ 
resents  not  more  than  25  percent  of  the  volume  required,  a 
minimum  of  75  percent  of  volume  to  be  within  the  dry  wells ; 
that  when  a  storm  sewer  is  constructed  in  the  street  fronting 
this  site,  the  structure  then  will  connect  to  such  sewer ;  that 
the  dry  wells  will  be  maintained  in  a  properly  operating 
manner;  that  the  requirements  of  Local  Law  #7/1974  are 
also  waived  as  to  storm  water  falling  on  the  street  on  which 
this  building  fronts  (refer  to  Corporation  Counsel  opinion 
108,539,  dated  September  9,  1977)  ;  and  on  further  condition 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  August  15,  1978”,  2  sheets  and  “December 
19,  1978”,  one  sheet;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


706-78-A 

APPLICANT — DeMert  and  Dougherty,  Incorporated, 
owner. 

SUBJECT — Application  August  25,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Heet”,  in  12  ounce  plastic  con¬ 
tainer  with  Snap-on  lid  with  foil  seal,  container  not  in 
compliance  with  the  Regulations  of  the  Administrative 
Code  of  the  City  of  New  York. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  13,  1978,  on  Folder  #122-1349  I.M.,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Heat’  a  Flammable  Mixture  with 
a  Hash  point  below  80°F  (TOC)  in  containers  as  fol¬ 
lows:  12  fl.  oz.  plastic  with  Snap-on  lid  with  foil  seal  is 
Disapproved.  Such  containers  are  not  in  compliance 
with  our  regulations  to  wit:  Sec.  C19-59.0.C  of  the  New 
York  City  Administrative  Code  requires  that  containers 
of  this  size  for  flammable  mixtures  be  of  metal  with  re¬ 
placeable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  Ap¬ 
peal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
August  13,  1978,  acting  on  Folder  Number  122-1349  I.M.,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  container  comply  with  draw¬ 
ing  filed  “January  29,  1979”,  1  sheet,  that  the  modification 
shall  apply  to  “Heet  Gas  Line  Anti  Freeze  in  12  ounce  con¬ 
tainer”  only ;  that  the  minimum  thickness  of  this  container 
shall  be  0.015  inches;  and  on  further  condition  that  the  label 
on  the  container  be  in  such  style  and  wording  as  is  satisfac¬ 
tory  to  the  Fire  Commissioner ;  that  any  descriptive  product 
information  about  this  item,  including  brochures,  catalogues, 
and  bulletins,  etc.,  as  well  as  all  product  labels,  packaging, 
and  where  possible,  the  item  itself  shall  include  the  wording 
“approved  by  the  New  York  City  Board  of  Standards  and 
Appeals  under  Calendar  Number  706-78-A”;  and  that  in  all 
other  respects,  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with. 


712-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  31,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 712  Laconia  Avenue,  southeast 
corner  of  Adams  Avenue,  Block  3684,  Lot  25,  Grant  City, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  on  N.B.  Applic.  #713/77,  reads: 

“10.  The  use  of  drywells  for  complete  disposal  of 
storm  water  when  no  storm  sewer  connection  is  feasible 
is  contrary  to  Section  P  110.2  (c)  of  RS  16.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  acting  on  N.B.  Applic.  #713/77,  Ob¬ 
jection  No.  10,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  2 
inches  of  water  over  the  entire  lot  area,  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
?s  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 


within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  August  31,  1978”,  2  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


713-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  31,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 716  Laconia  Avenue,  east  side, 
28.47  feet  south  of  Adams  Avenue,  Block  3684,  Lot  24, 
Grant  City,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  on  N.B.  Applic.  #714/77,  reads: 

“10.  The  use  of  drywells  for  complete  disposal  of 
storm  water  when  no  storm  sewer  connection  is  feasible 
is  contrary  to  Section  P  110.2  (c)  of  RS  16.” 

and 

W hereas,  a  site  evaluation  was  made  by  a  committee  of  the 
Board  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  acting  on  N.B.  Applic.  #714/77,  Ob¬ 
jection  No.  10,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  volume 
of  the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches 
of  water  over  the  entire  lot  area,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  prop¬ 
erly  operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  August  31,  1978”,  2 
sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


714-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  31,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 720  Laconia  Avenue,  east  side, 
56.91  feet  south  of  Adams  Avenue,  Block  3684,  Lot  23, 
Grant  City,  Borough  of  Staten  Island. 
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APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  on  N.B.  Applic.  #715/77,  reads: 

‘‘10.  The  use  of  drywells  for  complete  disposal  of 
storm  water  when  no  storm  sewer  connection  is  feasible 
is  contrary  to  Section  P  110.2  (c)  of  RS  16.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  acting  on  N.B.  Applic.  #715/77, 
Objection  No.  10,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  2 
inches  of  water  over  the  entire  lot  area,  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent  of 
the  volume  required,  a  minimum  of  75  percent  of  volume  to 
be  within  the  dry  wells ;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner ;  that  the  requirements 
of  Local  Law  #7/1974  are  also  waived  as  to  storm  water 
falling  on  the  street  on  which  this  building  fronts  (refer  to 
Corporation  Counsel  opinion  108,539,  dated  September  9, 
1977)  ;  and  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  “Received  August 
31,  1978”,  2  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


715-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  31,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 724  Laconia  Avenue,  east  side, 
85.25  feet  south  of  Adams  Avenue,  Block  3684,  Lot  22, 
Grant  City,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  on  N.B.  Applic.  #716/77,  reads: 

“10.  The  use  of  drywells  for  complete  disposal  of 
storm  water  when  no  storm  sewer  connection  is  feasible 
is  contrary  to  Section  P  110.2  (c)  of  RS  16.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  acting  on  N.B.  Applic.  #716/77, 
Objection  No.  10,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 


volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  entire  lot  area,  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the  vol¬ 
ume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  con¬ 
nect  to  such  sewer;  that  the  dry  wells  will  be  maintained 
in  a  properly  operating  manner;  that  the  requirements  of 
Local  Law  #7/1974  are  also  waived  as  to  storm  water  falling 
on  the  street  on  which  this  building  fronts  (refer  to  Corpora¬ 
tion  Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and 
on  further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  August  31,  1978”,  2 
sheets ;  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


7 16-78- A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  31,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 350  Adams  Avenue,  south  side, 
105.79  feet  east  of  Laconia  Avenue,  Block  3684.  Lot  26, 
Grant  City,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  on  N.B.  Applic.  #717/77,  reads: 

“10.  The  use  of  drywells  for  complete  disposal  of 
storm  water  when  no  storm  sewer  connection  is  feasible 
is  contrary  to  Section  P  110.2  (c)  of  RS  16.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  acting  on  N.B.  Applic.  #717/77, 
Objection  No.  10,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  2 
inches  of  water  over  the  entire  lot  area,  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  vol¬ 
ume  as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  con¬ 
nect  to  such  sewer ;  that  the  dry  wells  will  be  maintained  in 
a  properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  August  31,  1978”,  2 
sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

717-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Cor¬ 
poration,  owner. 
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SUBJECT — Application  August  31,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 352  Laconia  Avenue,  south  side, 
131.29  feet  east  of  Adams  Avenue,  Block  3684,  Lot  27, 
Grant  City,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  on  N.B.  Applic.  #718/77,  reads: 

“10.  The  use  of  drywells  for  complete  disposal  of 
storm  water  when  no  storm  sewer  connection  is  feasible 
is  contrary  to  Section  P  110.2  (c)  of  RS  16.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  acting  on  N.B.  Applic.  #718/77, 
Objection  No.  10,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  co'ndition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  entire  lot  area,  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corpora¬ 
tion  Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and 
on  further  condition  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  August  31,  1978”,  2 
sheets;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


718-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Corpo¬ 
ration,  owner. 

SUBJECT— Application  August  31,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 356  Adams  Avenue,  south  side, 
156.79  feet  east  of  Laconia  Avenue,  Block  3684,  Lot  28, 
Grant  City,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Hector  Ferreras 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  on  N.B.  Applic.  # 719/77,  reads: 

“10.  The  use  of  drywells  for  complete  disposal  of 
storm  water  when  no  storm  sewer  connection  is  feasible 
is  contrary  to  Section  P  110.2  (c)  of  RS  16.” 


and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  acting  on  N.  B.  Applic.  #719/77. 
Objection  No.  10,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  2 
inches  of  water  over  the  entire  lot  area,  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the  vol¬ 
ume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  August  31,  1978”,  2  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 

719-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Corpo¬ 
ration,  owner. 

SUBJECT — Application  August  31,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 358  Adams  Avenue,  south  side, 
182.29  feet  east  of  Laconia  Avenue,  Block  3684,  Lot  29, 
Grant  City,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 

Negative : .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  on  N.B.  Applic.  #720/77,  reads: 

“10.  The  use  of  drywells  for  complete  disposal  of 
storm  water  when  no  storm  sewer  connection  is  feasible 
is  contrary  to  Section  P  110.2  (c)  of  RS  16.” 
and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  acting  on  N.  B.  Applic.  #720/77,  Ob¬ 
jection  No.  10,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  entire  lot  area,  same  to  be  verified  by  the  De¬ 
partment  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume  re¬ 
quired,  a  minimum  of  75  percent  of  volume  to  be  within  the 
dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to  such 
sewer;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner;  that  the  requirements  of  Local  Law  #7/ 
1974  are  also  waived  as  to  storm  water  falling  on  the  street 
on  which  this  building  fronts  (refer  to  Corporation  Counsel 
opinion  108,539,  dated  September  9,  1977)  ;  and  on  further 
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condition  that  the  building  shall  substantially  conform  to 
drawings,  marked  “Received  August  31,  1978”,  2  sheets;  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


720-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  31,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 362  Adams  Avenue,  south  side, 
207.79  feet  east  of  Laconia  Avenue,  Block  3684,  Lot  31, 
Grant  City,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  on  N.B.  Applic.  #721/77,  reads: 

“10.  The  use  of  drywells  for  complete  disposal  of 
storm  water  when  no  storm  sewer  connection  is  feasible 
is  contrary  to  Section  P  110.2  (c)  of  RS  16.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  acting  on  N.B.  Applic.  #721/77, 
Objection  No.  10,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  2 
inches  of  water  over  the  entire  lot  area,  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the  vol¬ 
ume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  August  31,  1978”,  2 
sheets ;  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 

721-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Corpo¬ 
ration,  owner. 

SUBJECT — Application  August  31,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 364  Laconia  Avenue,  south  side, 
233.29  feet  east  of  Adams  Avenue,  Block  3684,  Lot  33, 
Grant  City,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Hector  Ferreras 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  on  N.B.  Applic.  #722/77,  reads: 

“10.  Tbe  use  of  drywells  for  complete  disposal  of 
storm  water  when  no  storm  sewer  connection  is  feasible 
is  contrary  to  Section  P  110.2  (c)  of  RS  16.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  acting  on  N.  B.  Applic.  #722/77, 
Objection  No.  10,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  2 
inches  of  water  over  the  entire  lot  area,  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  con¬ 
nect  to  such  sewer;  that  the  dry  wells  will  be  maintained  in 
a  properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corpora¬ 
tion  Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and 
on  further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  August  31,  1978”,  2 
sheets;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


722-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Corpo¬ 
ration,  owner. 

SUBJECT— Application  August  31,  1978 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 368  Adams  Avenue,  south  side, 
258.79  feet  east  of  Laconia  Avenue,  Block  3684,  Lot  35, 
Grant  City,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  on  N.  B.  Applic.  #723/77,  reads: 

“10.  The  use  of  drywells  for  complete  disposal  of 
storm  water  when  no  storm  sewer  connection  is  feasible 
is  contrary  to  Section  P  110.2  (c)  of  RS  16.” 
and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of  the 
Board  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  acting  on  N.  B.  Applic.  #723/77, 
Objection  No.  10,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  2 
inches  of  water  over  the  entire  lot  area,  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within  the 
dry  wells;  that  when  a  storm  sewer  is  constructed  in  the 
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street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer  -  that  the  dry  wells  will  be  maintained  in  a  prop¬ 
erly  operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waiver  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  August  31,  1978”,  2  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


723-78-A 

APPLICANT — Hector  Ferreras,  for  Bruco  Building  Corpo¬ 
ration,  owner. 

SUBJECT — Application  August  31,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 370  Adams  Avenue,  south  side, 
284.29  feet  east  of  Laconia  Avenue,  Block  3684,  Lot  37, 
Grant  City,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  on  N.B.  Applic.  #724/77,  reads: 

“10.  The  use  of  drywells  for  complete  disposal  of 
storm  water  when  no  storm  sewer  connection  is  feasible 
is  contrary  to  Section  P.  110.2  (c)  of  RS  16.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  acting  on  N.B.  Applic.  #724/77, 
Objection  No.  10,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  entire  lot  area,  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids 
of  selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent  of 
the  volume  required,  a  minimum  of  75  percent  of  volume  to 
be  within  the  dry  wells ;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner ;  that  the  requirements 
of  Local  Law  #7/1974  are  also  waived  as  to  storm  water 
falling  on  the  street  on  which  this  building  fronts  (refer  to 
Corporation  Counsel  opinion  108,539,  dated  September  9, 
1977)  ;  and  on  further  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  “Received  August  31, 
1978”,  2  sheets ;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


735-78-A 

APPLICANT — Nicholas  J.  Salvadeo  for  Frank  Vitarelli, 
owner. 

SUBJECT — Application  September  12,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Hunt  Lane,  south  side,  330.26 
feet  east  of  Buttonwood  Road,  Block  881,  Lot  295,  Dongan 
Hills,  Borough  of  Staten  Island. 


APPEARANCES— 

For  Applicant :  Nicholas  J.  Salvadeo. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  25,  1978,  on  N.B.  Applic.  #1242/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  New 
York,  therefore : 

A)  No  Certificate  of  Occupancy  can  be  issued 
as  per  Article  3,  Section  36  of  the  General  City  Law 
and 

B)  Proposed  construction  does  not  have  at  least 
eight  percent  of  the  total  perimeter  of  building 
fronting  directly  upon  a  legally  mapped  street  or 
frontage  space  and  therefore,  is  contrary  to  Section 
C26-401-1  of  the  Administrative  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  25,  1978,  acting  on  N.B.  Applic.  #1242/78, 
Objection  No.  1  A  and  B,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  on  further  condition  that 
the  easement  for  street  purposes  is  filed  and  made  known  to 
the  Corporation  Counsel ;  and  that  the  building  shall  substan¬ 
tially  comply  with  drawings,  marked  “Received  September 
12,  1978”,  2  sheets ;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


867-78-A 

APPLICANT — McGee  and  Morsellino  for  A.  Vartabedian 
and  Son,  Incorporated  and  Benjamin  Vartabedian,  owners, 
Merit  Nostrand,  Incorporated,  lessee. 

SUBJECT — Application  September  26,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  change  in 
use  from  gasoline  service  station  to  self  service  gasoline 
selling  station. 

PREMISES  AFFECTED — 2251  Nostrand  Avenue  east 
side,  153.8)4  feet  north  of  Avenue  “I”,  Block  7576,  Lots  14, 
16  and  17,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  D.  DeBenedictis 
and  S.  P.  Russo. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  30,  1978,  on  F.D.  Acct.  #E515207,  reads: 

“Please  be  advised  that  self  service  gasoline  stations 
are  prohibited  by  Chapt.  19-73.0-b  of  the  Administrative 
Code  and  therefore  your  request  for  the  aforementioned 
conversion  is  denied.” 

and 

Whereas,  a  letter  from  the  Fire  Commissioner,  dated 
August  30,  1978  reads :  “Please  be  advised  that  self-service 
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gasoline  stations  are  prohibited  by  Chapter  19-73.0  (b)  of 
the  Administrative  Code  and  therefore  your  request  for  the 
aforementioned  conversion  is  denied;”  and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  Section  C19-73.0.b2  of  the  Fire  Prevention  Code 
permits  the  use  and  installation  of  self-service  devices  in 
gasoline  service  stations  provided  that  such  devices  are 
operated  by  persons  holding  a  Certificate  of  Fitness  for  the 
dispensing  of  gasoline  or  diesel  fuel  for  motor  fuel ;  and 
Whereas,  it  is  required  that  at  all  times,  when  fuel  is 
dispensed,  the  person  holding  a  Certificate  of  Fitness  have 
control  over  fuel  dispensing  devices ;  and 

Whereas,  the  record  and  filed  plans  in  the  instant  appli¬ 
cation  indicate  that  safety  devices,  fuel  dispensing  devices  and 
consoles  are  under  the  direct  supervision  and  control  of  the 
person  holding  a  Certificate  of  Fitness  as  above  specified ;  and 
Whereas,  the  filed  plans  indicates  the  installation  of  Board 
of  Standards  and  Appeals  approved  automatic  dry  chemical 
suppression  system  utilizing  heat  activators  as  well  as  a 
manual  activator  control  and  a  fail  safe  electric  energy  device 
which  will  automatically  disconnect  the  complete  electrical 
system  to  the  self-service  dispensing  equipment  when  the  dry 
chemical  suppression  system  is  activated;  and 

Whereas,  the  filed  plans  indicate  the  control  booth  is 
located  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
August  30,  1978  be  and  it  hereby  is  modified  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  (1)  that 
a  trained  attendant  who  possesses  a  Certifictae  of  Fitness,  as 
above  described,  shall  be  on  duty  at  all  times  when  the  station 
is  open  for  business;  (2)  that  it  shall  be  the  attendant’s  duty 
to  require  the  engine  of  any  vehicle  be  shut  off  before  the 
start  of  the  fuel  operation,  and  to  prohibit  smoking  within 
the  immediate  area  of  the  fuel  operation;  (3)  that  it  shall  be 
the  attendant’s  duty  to  prevent  the  dispensing  of  fuel  into 
portable  containers;  (4)  that  signs  reading  “No  Smoking”, 
“Stop  Your  Engine”,  “It  Is  Unlawful  to  Dispense  Gasoline 
Into  Portable  Containers”  and  “The  Dispensing  of  Gasoline 
Shall  be  by  a  Person  Holding  a  Valid  Drivers  License  or  a 
Person  18  years  of  age  or  older”  shall  be  conspicuously 
posted  in  clear  view  of  the  customer  at  the  dispensing  island ; 
(5)  that  portable  fire  extinguishers,  acceptable  to  the  Fire 
Commissioner,  be  located  as  indicated  on  filed  plans;  (6) 
that  all  dispensing  devices  and  fire  suppression  systems  be 
approved  by  the  Board  of  Standards  and  Appeals;  (7)  that 
the  suppression  system  be  arranged  in  a  manner  so  as  to 
cover  an  area  around  each  pump  encompassed  by  a  circle 
having  a  radius  equal  to  the  maximum  extendable  length  of 
the  hose  and  nozzle  of  said  pump;  (8)  that  the  installation 
and  use  of  coin-operated  dispensing  devices  for  fuel  be  pro¬ 
hibited  ;  (9)  that  there  shall  be  constant  contact  between  the 
attendant  in  the  control  booth  and  the  dispensing  island  by 
means  of  a  voice  intercommunication  system  which  shall  be 
maintained  in  proper  operating  condition  at  all  times;  (10) 
that  all  controls,  devices,  fire  suppression  systems  and  fire 
fighting  equipment  be  maintained  in  good  operating  order  at 
all  times;  (11)  that  a  maintenance  log  shall  be  kept  on  the 
premises  as  per  direction  of  the  Fire  Commissioner;  (12) 
that  all  dispensing  nozzles  are  the  automatic  closing  type 
without  hold  open  latches,  (13)  that  a  list  of  emergency 
procedures  and  instructions  be  conspicuously  posted  in  the 
immediate  vicinity  of  the  attendant’s  principal  control  loca¬ 
tion,  said  instructions  shall  be  at  the  direction  of  the  Fire 
Commissioner;  (14)  that  the  dispensing  areas  shall,  at  all 
times,  be  well  lit  for  complete  visual  control;  (15)  that  the 
permit  to  operate  this  station  shall  be  for  a  term  of  five  (5) 
years  from  the  date  of  this  approval;  (16)  that  all  of  the 
conditions  set  forth  in  this  resolution  shall  be  conspicuously 
posted  in  the  attendant’s  booth;  (17)  that  the  six  foot 
masonry  wall  at  the  rear  of  the  property  be  painted;  on 


further  condition  that  the  building,  equipment,  devices  and 
controls  shall  substantially  conform  to  drawings,  marked 
received  “December  7,  1978”,  4  sheets  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


896-78-A 

APPLICANT — McGee  and  Morsellino  for  Bunker  Realty 
Corporation,  owner,  Save  Way  Bay,  Lessee. 

SUBJECT — Application  October  12,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
to  Self  Service  gasoline  station  is  contrary  to  Sec. 
19-73-O-B  of  the  Administrative  Code. 

PREMISES  AFFECTED — 951  Bay  Street,  northeast  corner 
of  William  Street,  Block  2822,  Lot  11,  St.  George,  Bor¬ 
ough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  D.  DeBeneditis  and 
S.  P.  Russo. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  letter  of  the  Fire  Commissioner,  dated  Sep¬ 
tember  20,  1978,  on  F.D.  Acct.  #E303167,  reads: 

“Please  be  advised  that  self  service  gasoline  stations 
are  prohibited  by  Chapter  19-73.0-b  of  the  Administrative 
Code  and  therefore  your  request  for  the  aforementioned 
convertion  is  denied.” 
and 

Whereas,  a  letter  from  the  Fire  Commissioner,  dated 
September  20,  1978  reads  :  “Please  be  advised  that  self-service 
gasoline  stations  are  prohibited  by  Chapter  19-73.0  (b)  of 
the  Administrative  Code  and  therefore  your  request  for  the 
aforementioned  conversion  is  denied;”  and 
Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  condiitons ;  and 
Whereas,  Section  C19-73.0.b2  of  the  Fire  Prevention  Code 
permits  the  use  and  installation  of  self-service  devices  in 
gasoline  service  stations  provided  that  such  devices  are  oper¬ 
ated  by  persons  holding  a  Certificate  of  Fitness  for  the  dis¬ 
pensing  of  gasoline  or  diesel  fuel  for  motor  fuel ;  and 

Whereas,  it  is  required  that  at  all  times,  when  fuel  is  dis¬ 
pensed,  the  person  holding  a  Certificate  of  Fitness  have  con¬ 
trol  over  fuel  dispensing  devices;  and 
Whereas,  the  record  and  filed  plans  in  the  instant  applica¬ 
tion  indicates  that  safety  devices,  fuel  dispensing  devices  and 
consoles  are  under  the  direct  supervision  and  control  of  the 
person  holding  a  Certificate  of  Fitness  as  above  specified ;  and 
Whereas,  the  filed  plans  indicates  the  installation  of  Board 
of  Standards  and  Appeals  approved  automatic  dry  chemical 
suppression  system  utilizing  heat  activators  as  well  as  a 
manual  activator  control  and  a  fail  safe  electric  energy  device 
which  will  automatically  disconnect  the  complete  electrical 
system  to  the  self-service  dispensing  equipment  when  the  dry 
chemical  suppression  system  is  activated;  and 
Whereas,  the  filed  plans  indicate  the  control  booth  is  lo¬ 
cated  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
September  20,  1978  be  and  it  hereby  is  modified  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  (1)  that 
a  trained  attendant  who  possesses  a  Certificate  of  Fitness,  as 
above  described,  shall  be  on  duty  at  all  times  when  the  station 
is  open  for  business;  (2)  that  it  shall  be  the  attendant’s  duty 
to  require  the  engine  of  any  vehicle  be  shut  off  before  the 
start  of  the  fuel  operation,  and  to  prohibit  smoking  within 
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the  immediate  area  of  the  fuel  operation;  (3)  that  it  shall  be 
the  attendant’s  duty  to  prevent  the  dispensing  of  fuel  into 
portable  containers;  (4)  that  signs  reading  “No  Smoking”, 
“Stop  Your  Engine”,  “It  Is  Unlawful  to  Dispense  Gasoline 
Into  Portable  Containers”  and  “The  Dispensing  of  Gasoline 
Shall  Be  by  a  Person  Holding  a  Valid  Drivers  License  or  a 
Person  18  years  of  age  or  older”  shall  be  conspicuously  posted 
in  clear  view  of  the  customer  at  the  dispensing  island;  (5) 
that  portable  fire  extinguishers,  acceptable  to  the  Fire  Com¬ 
missioner,  be  located  as  indicated  on  filed  plans ;  (6)  that  all 
dispensing  devices  and  fire  suppression  systems  be  approved 
by  the  Board  of  Standards  and  Appeals;  (7)  that  the  sup¬ 
pression  system  be  arranged  in  a  manner  so  as  to  cover  an 
area  around  each  pump  encompassed  by  a  circle  having  a 
radius  equal  to  the  maximum  extendable  length  of  the  hose 
and  nozzle  of  said  pump;  (8)  that  the  installation  and  use  of 
coin-operated  dispensing  devices  for  fuel  be  prohibited;  (9) 
that  there  shall  be  constant  contact  between  the  attendant  in 
the  control  booth  and  the  dispensing  island  by  means  of  a 
voice  intercommunication  system  which  shall  be  maintained  in 
proper  operating  condition  at  all  times;  (10)  that  all  con¬ 
trols,  devices,  fire  suppression  systems  and  fire  fighting  equip¬ 
ment  be  maintained  in  good  operating  order  at  all  times ; 
(11)  that  a  maintenance  log  shall  be  kept  on  the  premises  as 
per  direction  of  the  Fire  Commissioner;  (12)  that  all  dis¬ 
pensing  nozzles  are  the  automatic  closing  type  without  hold 
open  latches;  (13)  that  a  list  of  emergency  procedures  and 
instructions  be  conspicuously  posted  in  the  immediate  vicinity 
of  the  attendant’s  principal  control  location,  said  instructions 
shall  be  at  the  direction  of  the  Fire  Commissioner;  (14)  that 
the  dispensing  areas  shall,  at  all  times,  be  well  lit  for  complete 
visual  control;  (15)  that  the  permit  to  operate  this  station 
shall  be  for  a  term  of  five  (5)  years  from  the  date  of  this 
approval;  (16)  that  all  of  the  conditions  set  forth  in  this 
resolution  shall  be  conspicuously  posted  in  the  attendant’s 
booth ;  on  further  condition  that  the  building,  equipment,  de¬ 
vices  and  controls  shall  substantially  conform  to  drawings, 
marked  received  “December  7,  1978”,  4  sheets  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


897-78-A 

APPLICANT — McGee  and  Morsellino  for  Gerard  Operat¬ 
ing  Corporation,  owner,  Save  Way  Katonah,  Lessee. 
SUBJECT — Application  October  12,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
to  Self  Service  gasoline  station  is  contrary  to  Sec. 
19-73-O-B  of  the  Administrative  Code. 

PREMISES  AFFECTED— 285  East  233rd  Street,  north¬ 
west  corner  of  Katonah  Avenue,  Block  3374,  Lot  42, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  D.  DeBenedictis 
and  S.  P.  Russo. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  letter  of  the  Fire  Commissioner,  dated  Sep¬ 
tember  20,  1978,  on  F.D.  Acct.  #E540175,  reads: 

“Please  be  advised  that  self  service  gasoline  stations 
are  prohibited  by  Chapter  19-73.0-b  of  the  Administrative 
Code  and  therefore  your  request  for  the  aforementioned 
conversion  is  denied.” 

and 

Whereas,  a  letter  from  the  Fire  Commissioner,  dated  Sep¬ 
tember  20,  1978  reads:  “Please  be  advised  that  self-service 
gasoline  stations  are  prohibited  by  Chapter  19-73.0  (b)  of 
the  Administrative  Code  and  therefore  your  request  for  the 
aforementioned  conversion  is  denied ;”  and 


Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  Section  C19-73.0.b2  of  the  Fire  Prevention  Code 
permits  the  use  and  installation  of  self-service  devices  in 
gasoline  service  stations  provided  that  such  devices  are  oper¬ 
ated  by  persons  holding  a  Certificate  of  Fitness  for  the  dis¬ 
pensing  of  gasoline  or  diesel  fuel  for  motor  fuel ;  and 

Whereas,  it  is  required  that  at  all  times,  when  fuel  is 
dispensed,  tbe  person  holding  a  Certificate  of  Fitness  have 
control  over  fuel  dispensing  devices ;  and 

Whereas,  the  record  and  filed  plans  in  the  instant  appli¬ 
cation  indicate  that  safety  devices,  fuel  dispensing  devices 
and  consoles  are  under  the  direct  supervision  and  control  of 
the  person  holding  a  Certificate  of  Fitness  as  above  specified; 
and 

Whereas,  the  filed  plans  indicates  the  installation  of 
Board  of  Standards  and  Appeals  approved  automatic  dry 
chemical  suppression  system  utilizing  heat  activators  as  well 
as  a  manual  activator  control  and  a  fail  safe  electric  energy 
device  which  will  automatically  disconnect  the  complete  elec¬ 
trical  system  to  the  self-service  dispensing  equipment  when 
the  dry  chemical  suppression  system  is  activated ;  and 

Whereas,  the  filed  plans  indicate  the  control  booth  is 
located  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
September  20,  1978  be  and  it  hereby  is  modified  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  (1)  that 
a  trained  attendant  who  possesses  a  Certificate  of  Fitness,  as 
above  described,  shall  be  on  duty  at  all  times  when  the  station 
is  open  for  business;  (2)  that  it  shall  be  the  attendant’s  duty 
to  require  the  engine  of  any  vehicle  be  shut  off  before  the 
start  of  the  fuel  operation,  and  to  prohibit  smoking  within  the 
immediate  area  of  the  fuel  operation;  (3)  that  it  shall  be  the 
attendant’s  duty  to  prevent  the  dispensing  of  fuel  into  port¬ 
able  container;  (4)  that  signs  reading  “No  Smoking”, 
“Stop  Your  Engine”,  “It  Is  Unlawful  to  Dispense  Gasoline 
Into  Portable  Containers”  and  “The  Dispensing  of  Gasoline 
Shall  be  by  a  Person  Holding  a  Valid  Drivers  License  or  a 
Person  18  years  of  age  or  older”  shall  be  conspicuously 
posted  in  clear  view  of  the  customer  at  the  dispensing  island ; 
(5)  that  portable  fire  extinguishers,  acceptable  to  the  Fire 
Commissioner,  be  located  as  indicated  on  filed  plans ;  (6) 
that  all  dispensing  devices  and  fire  suppression  systems  be 
approved  by  the  Board  of  Standards  and  Appeals;  (7)  that 
the  suppression  system  be  arranged  in  a  manner  so  as  to 
cover  an  area  around  each  pump  encompassed  by  a  circle 
having  a  radius  equal  to  the  maximum  extendable  length  of 
the  hose  and  nozzle  of  said  pump;  (8)  that  the  installation 
and  use  of  coin-operated  dispensing  devices  for  fuel  be  pro¬ 
hibited;  (9)  that  there  shall  be  constant  contact  between 
the  attendant  in  the  control  booth  and  the  dispensing  island 
by  means  of  a  voice  intercommunication  system  which  shall 
be  maintained  in  proper  operating  condition  at  all  times ; 
(10)  that  all  controls,  devices,  fire  suppression  systems  and 
fire  fighting  equipment  be  maintained  in  good  operating  order 
at  all  times;  (11)  that  a  maintenance  log  shall  be  kept  on 
the  premises  as  per  direction  of  the  Fire  Commissioner;  (12) 
that  all  dispensing  nozzles  are  the  automatic  closing  type 
without  hold  open  latches;  (13)  that  a  list  of  emergency 
procedures  and  instructions  be  conspicuously  posted  in  the 
immediate  vicinity  of  the  attendant’s  principal  control  loca¬ 
tion,  said  instructions  shall  be  at  the  direction  of  the  Fire 
Commissioner;  (14)  that  the  dispensing  area  shall,  at  all 
times,  be  well  lit  for  complete  visual  control;  (15)  that  the 
permit  to  operate  this  station  shall  be  for  a  term  of  five  (5) 
years  from  the  date  of  this  approval;  (16)  that  all  of  the 
conditions  set  forth  in  this  resolution  shall  be  conspicuously 
posted  in  the  attendant’s  booth ;  on  further  condition  that  the 
building,  equipment,  devices  and  controls  shall  substantially 
conform  to  drawings,  marked  received  “January  30,  1979”,  4 
sheets  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 
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898-78- A 

APPLICANT— McGee  and  Morsellino  for  Gerard  Operating 
Corporation,  owner,  Save  Way  Bedford,  Lessee. 
SUBJECT — Application  October  12,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
to  Self  Service  gasoline  station  is  contrary  to  Sec. 
19-73-O-B  of  the  Administrative  Code. 

PREMISES  AFFECTED — 801  Bedford  Avenue,  southeast 
corner  of  Park  Avenue,  Block  1734,  Lot  70,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  D.  DeBenedictis  and 
S.  P.  Russo. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative  :  . . .  0 

THE  RESOLUTION— 


Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
September  18,  1978,  on  F.D.  Acct.  #E533215,  reads: 

“Please  be  advised  that  self  service  gasoline  stations 
are  prohibited  by  Chapter  19-73.0-b  of  the  Administrative 
Code  and  therefore  your  request  for  the  aforementioned 
conversion  is  denied.” 

and 

Whereas,  a  letter  from  the  Fire  Commissioner,  dated 
September  20,  1978  reads:  “Please  be  advised  that  self-service 
gasoline  stations  are  prohibited  by  Chapter  19-73.0  (b)  of 
the  Administrative  Code  and  therefore  your  request  for  the 
aforementioned  conversion  is  denied;”  and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  Section  C19-73.0.b2  of  the  Fire  Prevention  Code 
permits  the  use  and  installation  of  self-service  devices  in 
gasoline  service  stations  provided  that  such  devices  are 
operated  by  persons  holding  a  Certificate  of  Fitness  for  the 
dispensing  of  gasoline  or  diesel  fuel  for  motor  fuel;  and 
Whereas,  it  is  required  that  at  all  times,  when  fuel  is 
dispensed,  the  person  holding  a  Certificate  of  Fitness  have 
control  over  fuel  dispensing  devices ;  and 

Whereas,  the  record  and  filed  plans  in  the  instant  appli¬ 
cation  indicate  that  safety  devices,  fuel  dispensing  devices 
and  consoles  are  under  the  direct  supervision  and  control  of 
the  person  holding  a  Certificate  of  Fitness  as  above  specified ; 
and 

Whereas,  the  filed  plans  indicates  the  installation  of  Board 
of  Standards  and  Appeals  approved  automatic  dry  chemical 
suppression  system  utilizing  heat  activators  as  well  as  a 
manual  activator  control  and  a  fail  safe  electric  energy  device 
which  will  automatically  disconnect  the  complete  electrical 
system  to  the  self-service  dispensing  equipment  when  the 
dry  chemical  suppression  system  is  activated ;  and 
Whereas,  the  filed  plans  indicate  the  control  booth  is 
located  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
September  20,  1978  be  and  it  hereby  is  modified  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  (1)  that 
a  trained  attendant  who  possesses  a  Certificate  of  Fitness, 
as  above  described,  shall  be  on  duty  at  all  times  when  the 
station  is  open  for  business;  (2)  that  it  shall  be  the  attend¬ 
ant’s  duty  to  require  the  engine  of  any  vehicle  be  shut  off 
before  the  start  of  the  fuel  operation,  and  to  prohibit  smok¬ 
ing  within  the  immediate  area  of  the  fuel  operation;  (3)  that 
it  shall  be  the  attendant’s  duty  to  prevent  the  dispensing  of 
fuel  into  portable  containers;  (4)  that  signs  reading  “No 
Smoking”,  “Stop  Your  Engine”,  “It  Is  Unlawful  to  Dis¬ 


pense  Gasoline  Into  Portable  Containers”  and  “The  Dis¬ 
pensing  of  Gasoline  Shall  be  by  a  Person  Holding  a  Valid 
Drivers  License  or  a  Person  18  years  of  age  or  older”  shall 
be  conspicuously  posted  in  clear  view  of  the  customer  at  the 
dispensing  island;  (5)  that  portable  fire  extinguishers,  ac¬ 
ceptable  to  the  Fire  Commissioner,  be  located  as  indicated 
on  filed  plans ;  (6)  that  all  dispensing  devices  and  fire  sup¬ 
pression  systems  be  approved  by  the  Board  of  Standards 
and  Appeals;  (7)  that  the  suppression  system  be  arranged 
in  a  manner  so  as  to  cover  an  area  around  each  pump  en¬ 
compassed  by  a  circle  having  a  radius  equal  to  the  maximum 
extendable  length  of  the  hose  and  nozzle  of  said  pump;  (8) 
that  the  installation  and  use  of  coin-operated  dispensing  de¬ 
vices  for  fuel  be  prohibited;  (9)  that  there  shall  be  constant 
contact  between  the  attendant  in  the  control  booth  and  the 
dispensing  island  by  means  of  a  voice  intercommunication 
system  which  shall  be  maintained  in  proper  operating  condi¬ 
tion  at  all  times;  (10)  that  all  controls,  devices,  fire  sup¬ 
pression  systems  and  fire  fighting  equipment  be  maintained 
in  good  operating  order  at  all  times ;  (11)  that  a  maintenance 
log  shall  be  kept  on  the  premises  as  per  direction  of  the  Fire 
Commissioner;  (12)  that  all  dispensing  nozzles  are  the 
automatic  closing  type  without  hold  open  latches;  (13)  that 
a  list  of  emergency  procedures  and  instructions  be  con¬ 
spicuously  posted  in  the  immediate  vicinity  of  the  attendant’s 
principal  control  location,  said  instructions  shall  be  at  the 
direction  of  the  Fire  Commissioner;  (14)  that  the  dis¬ 
pensing  areas  shall,  at  all  times,  be  well  lit  for  complete 
visual  control;  (15)  that  the  permit  to  operate  this  station 
shall  be  for  a  term  of  five  (5)  years  from  the  date  of  this 
approval;  (16)  that  all  of  the  conditions  set  forth  in  this 
resolution  shall  be  conspicuously  posted  in  the  attendant’s 
booth ;  on  further  condition  that  the  building,  equipment, 
devices  and  controls  shall  substantially  conform  to  drawings, 
marked  received  “December  7,  1978”,  4  sheets  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


968-78-A 

APPLICANT— Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — Behan  Court,  east  side,  572.31 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  125,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria,  P.E. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

N egative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  31,  1978,  on  N.B.  Applic.  #1481/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

a.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

b.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 
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Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  31,  1978,  acting  on  N.B.  Applic.  #1481/78, 
Objection  No.  1  a  and  b  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City- 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted  on  condi¬ 
tion  that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the 
middle  of  the  street  be  in  accordance  with  the  standards  of 
the  Department  of  Highways ;  that  a  formal  agreement  be 
drafted  to  insure  that  the  owners,  owners’  successors,  heirs 
and  assigns  will  be  responsible  for  the  adequate  maintenance 
of  the  easement  as  well  as  the  maintenance  of  the  storm  and 
sanitary  drains  in  the  easement  in  order  to  protect  the  City’s 
interests ;  that  the  easement  for  street  purposes  is  filed  and 
made  known  to  the  Corporation  Counsel ;  that  the  20  foot 
easement,  located  at  the  southerly  end  of  the  property  which 
connects  the  Behan  Court  easement  with  Arc  Place  shall  be 
maintained  free,  clear  and  unobstructed  at  all  times;  that  the 
surface  be  striped  in  traffic  yellow  and  labeled  with  the  words 
“Fire  Lane” ;  that  signs  be  posted  indicating  no  parking  and 
no  standing  as  per  Traffic  Department  rules  and  regulations; 
that  street  lighting  shall  be  provided  as  required  on  legal 
streets ;  and  that  the  building  shall  substantially  comply  with 
drawings  marked  received  “February  2,  1979”,  1  sheet  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


969-78- A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — Behan  Court,  east  side,  596.81 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  127,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 

Negative : .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  31,  1978,  on  N.  B.  Applic.  #1482/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

a.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

b.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore,  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  31,  1978  acting  on  N.  B.  Applic.  #1482/78, 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 


of  the  Department  of  Highways ;  that  a  formal  agreement  be 
drafted  to  insure  that  the  owners,  owners’  successors,  heirs 
and  assigns  will  be  responsible  for  the  adequate  maintenance 
of  the  easement  as  well  as  the  maintenance  of  the  storm  and 
sanitary  drains  in  the  easement  in  order  to  protect  the  City’s 
interests ;  that  the  easement  for  street  purposes  is  filed  and 
made  known  to  the  Corporation  Counsel ;  that  the  20  foot 
easement,  located  at  the  southerly  end  of  the  property  which 
connects  the  Behan  Court  easement  with  Arc  Place  shall  be 
maintained  free,  clear  and  unobstructed  at  all  times ;  that  the 
surface  be  striped  in  traffic  yellow  and  labeled  with  the  words 
“Fire  Lane” ;  that  signs  be  posted  indicating  no  parking  and 
no  standing  as  per  Traffic  Department  rules  and  regulations; 
that  street  lighting  shall  be  provided  as  required  on  legal 
streets ;  and  that  the  building  shall  substantially  comply  with 
drawings  marked  received  “February  2,  1979”,  1  sheet  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


970-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — Behan  Court,  east  side,  695.42 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  130,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1485/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore: 

a.  A  Certificate  of  Occupancy  may  not  be  is¬ 
sued  per  Article  3,  Section  36  of  the  General  City 
Law. 

b.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore,  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
t'  e  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with 
the  City  Planning  Commission  and  has  reported  that  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978  acting  on  N.B.  Applic.  #1485/78, 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways;  that  a  formal  agree¬ 
ment  be  drafted  to  insure  that  the  owners,  owners’  succes¬ 
sors,  heirs  and  assigns  will  be  responsible  for  the  adequate 
maintenance  of  the  easement  as  well  as  the  maintenance  of 
the  storm  and  sanitary  drains  in  the  easement  in  order  to 
protect  the  City’s  interests;  that  the  easement  for  street 
purposes  is  filed  and  made  known  to  the  Corporation  Coun¬ 
sel;  that  the  20  foot  easement,  located  at  the  southerly  end 
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of  the  property  which  connects  the  Behan  Court  easement 
with  Arc  Place  shall  be  maintained  free,  clear  and  unob¬ 
structed  at  all  times;  that  the  surface  be  striped  in  traffic 
yellow  and  labeled  with  the  words  “Fire  Lane” ;  that  signs 
be  posted  indicating  no  parking  and  no  standing  as  per 
Traffic  Department  rules  and  regulations;  that  street  light¬ 
ing  shall  be  provided  as  required  on  legal  streets;  and  that 
the  building  shall  substantially  comply  with  drawings  marked 
received  “February  2,  1979”,  1  sheet  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


971-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — Behan  Court,  east  side,  720.03 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  132,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1486/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

a.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

b.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore,  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  27,  1978  acting  on  N.B.  Applic.  #1486/78, 
Objection  No.  1  a  and  b  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways;  that  a  formal  agreement 
be  drafted  to  insure  that  the  owners,  owners’  successors,  heirs 
and  assigns  will  be  responsible  for  the  adequate  maintenance 
of  the  easement  as  well  as  the  maintenance  of  the  storm  and 
sanitary  drains  in  the  easement  in  order  to  protect  the  City’s 
interests ;  that  the  easement  for  street  purposes  is  filed  and 
made  known  to  the  Corporation  Counsel ;  that  the  20  foot 
easement,  located  at  the  southerly  end  of  the  property  which 
connects  the  Behan  Court  easement  with  Arc  Place  shall  be 
maintained  free,  clear  and  unobstructed  at  all  times ;  that 
the  surface  be  striped  in  traffic  yellow  and  labeled  with  the 
words  “Fire  Lane” ;  that  signs  be  posted  indicating  no  park¬ 
ing  and  no  standing  as  per  Traffic  Department  rules  and 
regulations ;  that  street  lighting  shall  be  provided  as  required 
on  legal  streets ;  and  that  the  building  shall  substantially 
comply  with  drawings  marked  received  “February  2,  1979”,  1 


sheet  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


972-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — Behan  Court,  east  side,  744.53 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  133,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Erward  Lauria. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.  B.  Applic.  #1487/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

a.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

b.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore,  contrary  to  Section  C26-401-0 
of  the  Administrative  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  27,  1978  acting  on  N.  B.  Applic  #1487/78, 
Objection  No.  1  a  &  b  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on  con¬ 
dition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the 
middle  of  the  street  be  in  accordance  with  the  standards  of 
the  Department  of  Highways ;  that  a  formal  agreement  be 
drafted  to  insure  that  the  owners,  owners’  successors,  heirs 
and  assigns  will  be  responsible  for  the  adequate  maintenance 
of  the  easement  as  well  as  the  maintenance  of  the  storm  and 
sanitary  drains  in  the  easement  in  order  to  protect  the  City’s 
interests ;  that  the  easement  for  street  purposes  is  filed  and 
made  known  to  the  Corporation  Counsel;  that  the  20  foot 
easement,  located  at  the  southerly  end  of  the  property  which 
connects  the  Behan  Court  easement  with  Arc  Place  shall  be 
maintained  free,  clear  and  unobstructed  at  all  times ;  that  the 
surface  be  striped  in  traffic  yellow  and  labelled  with  the 
words  “Fire  Lane”  ;  that  signs  be  posted  indicating  no  parking 
and  no  standing  as  per  Traffic  Department  rules  and  regula¬ 
tions  ;  that  street  lighting  shall  be  provided  as  required  on 
legal  streets ;  and  that  the  building  shall  substantially  comply 
with  drawings  marked  received  “February  2,  1979”,  1  sheet, 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with1. 


973-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re- 
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proposed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— Behan  Court,  east  side,  769.03 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  134,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1488/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore : 

a.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

b.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  tsreet  or  frontage 
space  and  is  therefore,  contrary  to  Section  C26- 
401.0  of  the  Administrative  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  27,  1978  acting  on  N.B.  Applic.  #1488/78, 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
coiidition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  a  formal  agreement 
shall  be  drafted  to  insure  that  the  owners,  owners’  successors, 
heirs  and  assigns  will  be  responsible  for  the  adequate  main¬ 
tenance  of  the  easement  as  well  as  the  maintenance  of  the 
storm  and  sanitary  drains  in  the  easement  in  order  to  protect 
the  City’s  interests;  that  the  easement  for  street  purposes 
is  filed  and  made  known  to  the  Corporation  Counsel ;  that  the 
20  foot  easement,  located  at  the  southerly  end  of  the  property 
which  connects  the  Behan  Court  easement  with  Arc  Place 
shall  be  maintained  free,  clear  and  unobstructed  at  all  times ; 
that  the  surface  be  striped  in  traffic  yellow  and  labeled  with 
the  words  “Fire  Lane”;  that  signs  be  posted  indicating  no 
parking  and  no  standing  as  per  Traffic  Department  rules  and 
regulations ;  that  street  lighting  shall  be  provided  as  re¬ 
quired  on  legal  streets ;  and  that  the  building  shall  substan¬ 
tially  comply  with  drawings  marked  received  “February  2, 
1979”,  1  sheet  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


974-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Behan  Court,  east  side,  793.53 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  136,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1489/78,  reads : 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

a.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

b.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore,  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  27,  1978  acting  on  N.B.  Applic.  #1489/78, 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways;  that  a  formal  agreement 
be  drafted  to  insure  that  the  owner,  owners’  successors,  heirs 
and  assigns  will  be  responsible  for  the  adequate  maintenance 
of  the  easement  as  well  as  the  maintenance  of  the  storm  and 
sanitary  drains  in  the  easement  in  order  to  protect  the  City’s 
interests;  that  the  easement  for  street  purposes  is  filed  and 
made  known  to  the  Corporation  Counsel ;  that  the  20  foot 
easement,  located  at  the  southerly  end  of  the  property  which 
connects  the  Behan  Court  easement  with  Arc  Place  shall  be 
maintained  free,  clear  and  unobstructed  at  all  times ;  that  the 
surface  be  striped  in  traffic  yellow  and  labeled  with  the  words 
“Fire  Lane”;  that  signs  be  posted  indicating  no  parking  and 
no  standing  as  per  Traffic  Department  rules  and  regulations; 
that  street  lighting  shall  be  provided  as  required  on  legal 
streets;  and  that  the  building  shall  substantially  comply  with 
drawings  marked  received  “February  2,  1979”,  1  sheet  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


975-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — Behan  Court,  east  side,  818.03 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  137,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  Otcober  27,  1978,  on  N.B.  Applic.  #1490/78,  reads: 
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“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore: 

a.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

b.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore,  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with 
the  City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  27,  1979  acting  on  N.B.  Applic.  #1490/78, 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  a  formal  agreement  be 
drafted  to  insure  that  the  owners,  owners’  successors,  heirs 
and  assigns  will  be  responsible  for  the  adequate  maintenance 
of  the  easement  as  well  as  the  maintenance  of  the  storm  and 
sanitary  drains  in  the  easement  in  order  to  protect  the 
City’s  interests ;  that  the  easement  for  street  purposes  is  filed 
and  made  known  to  the  Corporation  Counsel ;  that  the  20 
foot  easement,  located  at  the  southerly  end  of  the  property 
which  connects  the  Behan  Court  easement  with  Arc  Place 
shall  be  maintained  free,  clear  and  unobstructed  at  all  times ; 
that  the  surface  be  striped  in  traffic  yellow  and  labeled  with 
the  words  “Fire  Lane” ;  that  signs  be  posted  indicating  no 
parking  and  no  standing  as  per  Traffic  Department  rules 
and  regulations ;  that  street  lighting  shall  be  provided  as 
required  on  legal  streets ;  and  that  the  building-  shall  sub¬ 
stantially  comply  with  drawings  marked  received  “February  2, 
1979”,  1  sheet  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


976-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED— Behan  Court,  east  side,  842.53 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  138,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1491/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

a.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

b.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 


space  and  is  therefore,  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  27,  1978,  acting  on  N.B.  Applic.  #1491/78, 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways;  that  a  formal  agreement 
be  drafted  to  insure  that  the  owners,  owners’  successors,  heirs 
and  assigns  will  be  responsible  for  the  adequate  maintenance 
of  the  easement  as  well  as  the  maintenance  of  the  storm  and 
sanitary  drains  in  the  easement  in  order  to  protect  the  City’s 
interests ;  that  the  easement  for  street  purposes  is  filed  and 
made  known  to  the  Corporation  Counsel ;  that  the  20  foot 
easement,  located  at  the  southerly  end  of  the  property  which 
connects  the  Behan  Court  easement  with  Arc  Place  shall  be 
maintained  free,  clear  and  unobstructed  at  all  times ;  that  the 
surface  be  striped  in  traffic  yellow  and  labeled  with  the  words 
“Fire  Lane” ;  that  signs  be  posted  indicating  no  parking  and 
no  standing  as  per  Traffic  Department  rules  and  regulations; 
that  street  lighting  shall  be  provided  as  required  on  legal 
streets ;  and  that  the  building  shall  substantially  comply  with 
drawings  marked  received  “February  2,  1979”,  1  sheet  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


977-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED— Behan  Court,  east  side,  867.03 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  139,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1492/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

a.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

b.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore,  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 
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Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1492/78, 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  a  formal  agreement 
be  drafted  to  insure  that  the  owners,  owners’  successors, 
l'.eirs  and  assigns  will  be  responsible  for  the  adequate  main¬ 
tenance  of  the  easement  as  well  as  the  maintenance  of  the 
storm  and  sanitary  drains  in  the  easement  in  order  to  pro¬ 
tect  the  City’s  interests ;  that  the  easement  for  street  pur¬ 
poses  is  filed  and  made  known  to  the  Corporation  Counsel ; 
that  the  20  foot  easement,  located  at  the  southerly  end  of 
the  property  which  connects  the  Behan  Court  easement  with 
Arc  Place  shall  be  maintained  free,  clear  and  unobstructed 
at  all  times ;  that  the  surface  be  striped  in  traffic  yellow 
and  labeled  with  the  words  “Fire  Lane” ;  that  signs  be 
posted  indicating  no  parking  and  no  standing  as  per  Traffic 
Department  rules  and  regulations ;  that  street  lighting  shall 
be  provided  as  required  on  legal  streets ;  and  that  the 
building  shall  substantially  comply  with  drawings  marked 
received  “February  2,  1979”,  1  sheet  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


978-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED— Behan  Court,  east  side,  891.53 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  140,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1493/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

a.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

b.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore,  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
Pity  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1493/78, 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified  under 
ffie  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  a  formal  agreement 
be  drafted  to  insure  that  the  owners,  owners’  successors. 


heirs  and  assigns  will  be  responsible  for  the  adequate  main¬ 
tenance  of  the  easement  as  well  as  the  maintenance  of  the 
storm  and  sanitary  drains  in  the  easement  in  order  to  pro¬ 
tect  the  City’s  interests ;  that  the  easement  for  street  pur¬ 
poses  is  filed  and  made  known  to  the  Corporation  Counsel ; 
that  tire  20  foot  easement,  located  at  the  southerly  end  of 
the  property  which  connects  the  Behan  Court  easement  with 
Arc  Place  shall  be  maintained  free,  clear  and  unobstructed 
at  all  times ;  that  the  surface  be  striped  in  traffic  yellow 
and  labeled  with  the  words  “Fire  Lane” ;  that  signs  be 
posted  indicating  no  parking  and  no  standing  as  per  Traffic 
Department  rules  and  regulations ;  that  street  lighting  shall 
be  provided  as  required  on  legal  streets ;  and  that  the 
building  shall  substantially  comply  with  drawings  marked 
received  “February  2,  1979”,  1  sheet  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


979-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED— Behan  Court,  east  side,  916.03 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  140,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1494/78,  reads: 

“1.  Tne  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

a.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

b.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore,  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1494/78, 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  a  formal  agreement 
be  drafted  to  insure  that  the  owners,  owners’  successors, 
heirs  and  assigns  will  be  responsible  for  the  adequate  main¬ 
tenance  of  the  easement  as  well  as  the  maintenance  of  the 
storm  and  sanitary  drains  in  the  easement  in  order  to  pro¬ 
tect  the  City’s  interests ;  that  the  easement  for  street  pur¬ 
poses  is  filed  and  made  known  to  the  Corporation  Counsel ; 
that  the  20  foot  easement,  located  at  the  southerly  end  of 
the  property  which  connects  the  Behan  Court  easement  with 
Arc  Place  shall  be  maintained  free,  clear  and  unobstructed 
at  all  times;  that  the  surface  be  striped  in  traffic  yellow 
and  labeled  with  the  words  “Fire  Lane”;  that  signs  be 
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posted  indicating  no  parking  and  no  standing  as  per  Traffic 
Department  rules  and  regulations;  that  street  lighting  shall 
be  provided  as  required  on  legal  streets ;  and  that  the 
building  shall  substantially  comply  with  drawings  marked 
received  “February  2,  1979’’,  1  sheet  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


980-78-A 

APPLICANT— Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — Behan  Court,  east  side,  940.53 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  143,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1495/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

a.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

b.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore,  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1979,  acting  on  N.B.  Applic.  #1495/78 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  a  formal  agreement  be 
drafted  to  insure  that  the  owners,  owners’  successors,  heirs 
and  assigns  will  be  responsible  for  the  adequate  maintenance 
of  the  easement  as  well  as  the  maintenance  of  the  storm  and 
sanitary  drains  in  the  easement  in  order  to  protect  the  City’s 
interests ;  that  the  easement  for  street  purposes  is  filed  and 
made  known  to  the  Corporation  Counsel;  that  the  20  foot 
easement,  located  at  the  southerly  end  of  the  property  which 
connects  the  Behan  Court  easement  with  Arc  Place  shall  be 
maintained  free,  clear  and  unobstructed  at  all  times ;  that  the 
surface  be  striped  in  traffic  yellow  and  labeled  with  the  words 
“Fire  Lane” ;  that  signs  be  posted  indicating  no  parking  and 
no  standing  as  per  Traffic  Department  rules  and  regulations; 
that  street  lighting  shall  be  provided  as  required  on  legal 
streets ;  and  that  the  building  shall  substantially  comply  with 
drawings  marked  received  “February  2,  1979”,  1  sheet  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


981-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 


SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED— Behan  Court,  east  side,  965.03 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  144,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1496/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

a.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

b.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore,  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1496/78, 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  a  formal  agreement 
be  drafted  to  insure  that  the  owners,  owners’  successors, 
heirs  and  assigns  will  be  responsible  for  the  adequate  main¬ 
tenance  of  the  easement  as  well  as  the  maintenance  of  the 
storm  and  sanitary  drains  in  the  easement  in  order  to  pro¬ 
tect  the  City’s  interests ;  that  the  easement  for  street  pur¬ 
poses  is  filed  and  made  known  to  the  Corporation  Counsel ; 
that  the  20  foot  easement,  located  at  the  southerly  end  of 
the  property  which  connects  the  Behan  Court  easement  with 
Arc  Place  shall  be  maintained  free,  clear  and  unobstructed 
at  all  times ;  that  the  surface  be  striped  in  traffic  yellow 
and  labeled  with  the  words  “Fire  Lane” ;  that  signs  be 
posted  indicating  no  parking  and  no  standing  as  per  Traffic 
Department  rules  and  regulations ;  that  street  lighting  shall 
be  provided  as  required  on  legal  streets ;  and  that  the 
building  shall  substantially  comply  with  drawings  marked 
received  “February  2,  1979”,  1  sheet  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


982-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Behan  Court,  east  side,  989.53 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  145,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1497/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore: 

a.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

b.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore,  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

W hereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  27,  1978  and  acting  on  N.B.  Applic.  #1497/78, 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  a  formal  agreement 
be  drafted  to  insure  that  the  owners,  owners’  successors, 
heirs  and  assigns  will  be  responsible  for  the  adequate  main¬ 
tenance  of  the  easement  as  well  as  the  maintenance  of  the 
storm  and  sanitary  drains  in  the  easement  in  order  to  pro¬ 
tect  the  City’s  interests ;  that  the  easement  for  street  pur¬ 
poses  is  filed  and  made  known  to  the  Corporation  Counsel ; 
that  the  20  foot  easement,  located  at  the  southerly  end  of 
the  property  which  connects  the  Behan  Court  easement  with 
Arc  Place  shall  be  maintained  free,  clear  and  unobstructed 
at  all  times ;  that  the  surface  be  striped  in  traffic  yellow 
and  labeled  with  the  words  “Fire  Lane” ;  that  signs  be 
posted  indicating  no  parking  and  no  standing  as  per  Traffic 
Department  rules  and  regulations;  that  street  lighting  shall 
be  provided  as  required  on  legal  streets ;  and  that  the 
building  shall  substantially  comply  with  drawings  marked 
received  “February  2,  1979”,  1  sheet  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


983-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — Behan  Court,  east  side,  1014.06 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  147,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1498/78,  reads: 


“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore : 

a.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

b.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore,  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  27,  1978  acting  on  N.B.  Applic.  #1498/78, 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified 
under  the  powers  vested  in  the  Board  by  Section  36  of  the 
General  City  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  sidewalk,  curb,  curb  cut  and 
pavement  to  the  middle  of  the  street  be  in  accordance  with 
the  standards  of  the  Department  of  Highways ;  that  a  formal 
agreement  be  drafted  to  insure  that  the  owners,  owners’ 
successors,  heirs  and  assigns  will  be  responsible  for  the 
adequate  maintenance  of  the  easement  as  well  as  the  main¬ 
tenance  of  the  storm  and  sanitary  drains  in  the  easement 
in  order  to  protect  the  City’s  interests ;  that  the  easement 
for  street  purposes  is  filed  and  made  known  to  the  Corpo¬ 
ration  Counsel ;  that  the  20  foot  easement,  located  at  the 
southerly  end  of  the  property  which  connects  the  Behan 
Court  easement  with  Arc  Place  shall  be  maintained  free, 
clear  and  unobstructed  at  all  times ;  that  the  surface  be 
striped  in  traffic  yellow  and  labeled  with  the  words  “Fire 
Lane” ;  that  signs  be  posted  indicating  no  parking  and  no 
standing  as  per  Traffic  Department  rules  and  regulations; 
that  street  lighting  shall  be  provided  as  required  on  legal 
streets ;  and  that  the  building  shall  substantially  comply  with 
drawings  marked  received  “February  2,  1979”,  1  sheet  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


984-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street ; 
proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  412.32 
feet  south  of  Behan  Court,  Block  4229,  Lot  149,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1499/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore : 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General 
City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
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directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  dry  wells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the 
property,  is  contrary  to  P110.2(c)  RS-16  A.C.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with 
the  City  Planning  Commission  and  has  reported  that  the 
City  Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1499/78, 
Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  volume  of  the  dry  wells  be  of  sufficient  capacity 
to  contain  3  inches  of  water  over  the  roof  and  paved  areas 
and  one  inch  over  the  unpaved  area,  same  to  be  verified  by 
the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent  of 
the  volume  required,  a  minimum  of  75  percent  of  volume  to 
be  within  the  dry  wells ;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner ;  and  that  the  require¬ 
ments  of  Local  Law  #7/1974  are  also  waived  as  to  storm 
water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Sep¬ 
tember  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  formal  agreement 
be  drafted  to  insure  that  the  owners,  owners’  successors, 
heirs  and  assigns  will  be  responsible  for  the  adequate  main¬ 
tenance  of  the  easement  as  well  as  the  maintenance  of  the 
storm  and  sanitary  drains  in  the  easement  in  order  to 
protect  the  City’s  interests ;  that  the  easement  for  street 
purposes  is  filed  and  made  known  to  the  Corporation  Coun¬ 
sel  ;  that  the  20  foot  easement,  located  at  the  southerly  end 
of  the  property  which  connects  the  Behan  Court  easement 
with  Arc  Place  shall  be  maintained  free,  clear  and  unob¬ 
structed  at  all  times ;  that  the  surface  be  striped  in  traffic 
yellow  and  labeled  with  the  words  “Fire  Lane” ;  that  signs 
be  posted  indicating  no  parking  and  no  standing  as  per  Traffic 
Department  rules  and  regulations ;  that  street  lighting  shall 
be  provided  as  required  on  legal  streets ;  on  further  condition 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  November  9,  1978”,  one  sheet,  and  “Feb¬ 
ruary  2,  1979”,  one  sheet:  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


985-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street ; 
proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  386.43 
feet  south  of  Behan  Court,  Block  4229,  Lot  151,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative . .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1500/78,  reads  : 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore : 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General 
City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the 
property,  is  contrary  to  PI  10.2(c)  RS-16  A.C.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with 
the  City  Planning  Commission  and  has  reported  that  the 
City  Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1500/78, 
Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  volume  of  the  dry  wells  be  of  sufficient  capacity 
to  contain  3  inches  of  water  over  the  roof  and  paved  areas 
and  one  inch  over  the  unpaved  area,  same  to  be  verified  by 
the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent  of 
the  volume  required,  a  minimum  of  75  percent  of  volume  to 
be  within  the  dry  wells ;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner ;  and  that  the  require¬ 
ments  of  Local  Law  #7/1974  are  also  waived  as  to  storm 
water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Sep¬ 
tember  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  formal  agreement 
be  drafted  to  insure  that  the  owners,  owners’  successors, 
heirs  and  assigns  will  be  responsible  for  the  adequate  main¬ 
tenance  of  the  easement  as  well  as  the  maintenance  of  the 
storm  and  sanitary  drains  in  the  easement  in  order  to 
protect  the  City’s  interests ;  that  the  easement  for  street 
purposes  is  filed  and  made  known  to  the  Corporation  Coun¬ 
sel  ;  that  the  20  foot  easement,  located  at  the  southerly  end 
of  the  property  which  connects  the  Behan  Court  easement 
with  Arc  Place  shall  be  mainained  free,  clear  and  unob¬ 
structed  at  all  times ;  that  the  surface  be  striped  in  traffic 
yellow  and  labeled  with  the  words  “Fire  Lane” ;  that  signs 
be  posted  indicating  no  parking  and  no  standing  as  per  Traffic 
Department  rules  and  regulations ;  that  street  lighting  shall 
be  provided  as  required  on  legal  streets ;  on  further  condition 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  November  9,  1978”,  one  sheet,  and  “Feb¬ 
ruary  2,  1979”,  one  sheet ;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


986-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re- 
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proposed  building  not  fronting  on  a  legally  mapped  street ; 
proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  351.79 
feet  south  of  Behan  Court,  Block  4229,  Lot  152,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative : .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1501/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore: 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General 
City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the 
property,  is  contrary  to  PI  10.2(c)  RS-16  A.C.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  applicant  has  discussed  this  layout  with 
the  City  Planning  Commission  and  has  reported  that  the 
City  Planning  Commission  has  no  objection. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1501/78, 
Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  volume  of  the  dry  wells  be  of  sufficient  capacity 
to  contain  3  inches  of  water  over  the  roof  and  paved  areas 
and  one  inch  over  the  unpaved  area,  same  to  be  verified  by 
the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent  of 
the  volume  required,  a  minimum  of  75  percent  of  volume  to 
be  within  the  dry  wells ;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner ;  and  that  the  require¬ 
ments  of  Local  Law  #7/1974  are  also  waived  as  to  storm 
water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Sep¬ 
tember  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  formal  agreement 
be  drafted  to  insure  that  the  owners,  owners’  successors, 
heirs  and  assigns  will  be  responsible  for  the  adequate  main¬ 
tenance  of  the  easement  as  well  as  the  maintenance  of  the 
storm  and  sanitary  drains  in  the  easement  in  order  to 
protect  the  City’s  interests ;  that  the  easement  for  street 
purposes  is  filed  and  made  known  to  the  Corporation  Coun¬ 
sel  ;  that  the  20  foot  easement,  located  at  the  southerly  end 
of  the  property  which  connects  the  Behan  Court  easement 
with  Arc  Place  shall  be  maintained  free,  clear  and  unob¬ 
structed  at  all  times ;  that  the  surface  be  striped  in  traffic 
yellow  and  labeled  with  the  words  “Fire  Lane” ;  that  signs 
be  posted  indicating  no  parking  and  no  standing  as  per  Traffic 
Department  rules  and  regulations ;  that  street  lighting  shall 


be  provided  as  required  on  legal  streets ;  on  further  condition 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  November  9,  1978”,  one  sheet,  and  “Feb¬ 
ruary  2,  1979”,  one  sheet;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


987-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— Behan  Court,  west  side,  325.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  153,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1502/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore: 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General 
City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the 
property,  is  contrary  to  P110.2(c)  RS-16  A.C.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  applicant  has  discussed  this  layout  with 
the  City  Planning  Commission  and  has  reported  that  the 
City  Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1502/78, 
Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  volume  of  the  dry  wells  be  of  sufficient  capacity 
to  contain  3  inches  of  water  over  the  roof  and  paved  areas 
and  one  inch  over  the  unpaved  area,  same  to  be  verified  by 
the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent  of 
the  volume  required,  a  minimum  of  75  percent  of  volume  to 
be  within  the  dry  wells ;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner ;  and  that  the  require¬ 
ments  of  Local  Law  #7/1974  are  also  waived  as  to  storm 
water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Sep¬ 
tember  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  formal  agreement 
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be  drafted  to  insure  that  the  owners,  owners’  successors, 
heirs  and  assigns  will  be  responsible  for  the  adequate  main¬ 
tenance  of  the  easement  as  well  as  the  maintenance  of  the 
storm  and  sanitary  drains  in  the  easement  in  order  to 
protect  the  City’s  interests ;  that  the  easement  for  street 
purposes  is  filed  and  made  known  to  the  Corporation  Coun¬ 
sel  ;  that  the  20  foot  easement,  located  at  the  southerly  end 
of  the  property  which  connects  the  Behan  Court  easement 
with  Arc  Place  shall  be  maintained  free,  clear  and  unob¬ 
structed  at  all  times ;  that  the  surface  be  striped  in  traffic 
yellow  and  labeled  with  the  words  “Fire  Lane” ;  that  signs 
be  posted  indicating  no  parking  and  no  standing  as  per  Traffic 
Department  rules  and  regulations ;  that  street  lighting  shall 
be  provided  as  required  on  legal  streets ;  on  further  condition 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  November  9,  1978”,  one  sheet,  and  “Feb¬ 
ruary  2,  1979”,  one  sheet;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


988-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street ; 
proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— Behan  Court,  west  side,  330.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  155,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

N  egative  : .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1503/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore: 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General 
City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the 
property,  is  contrary  to  P110.2(c)  RS-16  A.C.” 
and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1503/78, 
Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  volume  of  the  dry  wells  be  of  sufficient  capacity 
to  contain  3  inches  of  water  over  the  roof  and  paved  areas 
and  one  inch  over  the  unpaved  area,  same  to  be  verified  by 
the  Department  of  Buildings;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 


dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent 
of  the  volume  required,  a  minimum  of  75  percent  of  volume 
to  be  within  the  dry  wells ;  that  when  a  storm  sewer  is 
constructed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner;  and  that  the  require¬ 
ments  of  Local  Law  #7/1974  are  also  waived  as  to  storm 
water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Sep¬ 
tember  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
graiited  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  formal  agreement  be 
drafted  to  insure  that  the  owners,  owners’  successors,  heirs 
and  assigns  will  be  responsible  for  the  adequate  mainte¬ 
nance  of  the  easement  as  well  as  the  maintenance  of  the 
storm  and  sanitary  drains  in  the  easement  in  order  to  pro¬ 
tect  the  City’s  interests ;  that  the  easement  for  street  pur¬ 
poses  is  filed  and  made  known  to  the  Corporation  Counsel; 
that  the  20  foot  easement,  located  at  the  southerly  end  of 
the  property  which  connects  the  Behan  Court  easement  with 
Arc  Place  shall  be  maintained  free,  clear  and  unobstructed  at 
all  times ;  that  the  surface  be  striped  in  traffic  yellow  and 
labeled  with  the  words  “Fire  Lane” ;  that  signs  be  posted 
indicating  no  parking  and  no  standing  as  per  Traffic  Depart¬ 
ment  rules  and  regulations ;  that  street  lighting  shall  be  pro¬ 
vided  as  required  on  legal  streets ;  on  further  condition  that 
the  building  shall  substantially  conform  to  drawings,  marked 
“Received  November  9,  1978”,  one  sheet,  and  “February  2, 
1979”,  one  sheet;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


989-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT- — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street ; 
proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  275.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  156,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative : .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1504/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore: 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General 
City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the 
property,  is  contrary  to  PI  10.2(c)  RS-16  A.C.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
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the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1504/78, 
Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  volume  of  the  dry  wells  be  of  sufficient  capacity 
to  contain  3  inches  of  water  over  the  roof  and  paved  areas 
and  one  inch  over  the  unpaved  area,  same  to  be  verified  by 
the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent 
of  the  volume  required,  a  minimum  of  75  percent  of  volume 
to  be  within  the  dry  wells ;  that  when  a  storm  sewer  is 
constructed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner ;  and  that  the  require¬ 
ments  of  Local  Law  #7/1974  are  also  waived  as  to  storm 
water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Sep¬ 
tember  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  that  a  formal  agreement  be 
drafted  to  insure  that  the  owners,  owners’  successors,  heirs 
and  assigns  will  be  responsible  for  the  adequate  mainte¬ 
nance  of  the  easement  as  well  as  the  maintenance  of  the 
storm  and  sanitary  drains  in  the  easement  in  order  to  pro¬ 
tect  the  City’s  interests ;  that  the  easement  for  street  pur¬ 
poses  is  filed  and  made  known  to  the  Corporation  Counsel ; 
that  the  20  foot  easement,  located  at  the  southerly  end  of 
the  property  which  connects  the  Behan  Court  easement  with 
Arc  Place  shall  be  maintained  free,  clear  and  unobstructed  at 
all  times;  that  the  surface  be  striped  in  traffic  yellow  and 
labeled  with  the  words  “Fire  Lane” ;  that  signs  be  posted 
indicating  no  parking  and  no  standing  as  per  Traffic  Depart¬ 
ment  rules  and  regulations ;  that  street  lighting  shall  be  pro¬ 
vided  as  required  on  legal  streets ;  on  further  condition  that 
the  building  shall  substantially  conform  to  drawings,  marked 
“Received  November  9,  1978”,  one  sheet,  and  “February  2, 
1979”,  one  sheet;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


990-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street ;  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  250.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  157,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1505/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 


A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  P110.2  (c)  RS-16  A.C.” 
and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions  ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1505/78, 

Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby  is 

modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and  paved 

areas  and  one  inch  over  the  unpaved  area,  same  to  be  verified 

by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  and  that  the  requirements  of 
Local  Law  #7/1974  are  also  waived  as  to  storm  water 
falling  on  the  street  on  which  this  building  fronts  (refer  to 
Corporation  Counsel  opinion  108,539,  dated  September  9, 
1977)  ;  that  Objection  Number  1  A  and  B  is  granted  under 
the  powers  vested  in  the  Board  under  Section  36  of  the 
General  City  Law ;  that  a  formal  agreement  be  drafted  to 
insure  that  the  owners,  owners’  successors,  heirs  and  assigns 
will  be  responsible  for  the  adequate  maintenance  of  the 
easement  as  well  as  the  maintenance  of  the  storm  and 
sanitary  drains  in  the  easement  in  order  to  protect  the  City’s 
interests ;  that  the  easement  for  street  purposes  is  filed  and 
made  known  to  the  Corporation  Counsel ;  that  the  20  foot 
easement,  located  at  the  southerly  end  of  the  property  which 
connects  the  Behan  Court  easement  with  Arc  Place  shall  be 
maintained  free,  clear  and  unobstructed  at  all  times;  that 
the  surface  be  striped  in  traffic  yellow  and  labeled  with  the 
words  “Fire  Lane” ;  that  signs  be  posted  indicating  no 
parking  and  no  standing  as  per  Traffic  Department  rules 
and  regulations ;  that  street  lighting  shall  be  provided  as 
required  on  legal  streets ;  on  further  condition  that  the  build¬ 
ing  shall  substantially  conform  to  drawings,  marked  “Re¬ 
ceived  November  9,  1978”,  one  sheet,  and  “February  2,  1979”, 
one  sheet ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


991-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street;  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  225.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  159,  New  Dorp, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.  B.  Applic.  #1506/78,  reads: 
“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the 
property,  is  contrary  to  P110.2(c)  RS-16  A.C.” 
and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1506/78, 
Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  volume  of  the  dry  wells  be  of  sufficient  capacity  to 
contain  3  inches  of  water  over  the  roof  and  paved  areas  and 
one  inch  over  the  unpaved  area,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  and  that  the  requirements  of 
Local  Law  #7/1974  are  also  waived  as  to  storm  water 
falling  on  the  street  on  which  this  building  fronts  (refer  to 
Corporation  Counsel  opinion  108,539,  dated  September  9, 
1977)  ;  that  Objection  Number  1  A  and  B  is  granted  under 
the  powers  vested  in  the  Board  under  Section  36  of  the 
General  City  Law;  that  a  formal  agreement  be  drafted  to 
insure  that  the  owners,  owners’  successors,  heirs  and  assigns 
will  be  responsible  for  the  adequate  maintenance  of  the 
easement  as  well  as  the  maintenance  of  the  storm  and  sanitary 
drains  in  the  easement  in  order  to  protect  the  City’s  interests ; 
that  the  easement  for  street  purposes  is  filed  and  made  known 
to  the  Corporation  Counsel ;  that  the  20  foot  easement,  located 
at  the  southerly  end  of  the  property  which  connects  the 
Behan  Court  easement  with  Arc  Place  shall  be  maintained 
free,  clear  and  unobstructed  at  all  times ;  that  the  surface 
be  striped  in  traffic  yellow  and  labeled  with  the  words  “Fire 
Lane” ;  that  signs  be  posted  indicating  no  parking  and  no 
standing  as  per  Traffic  Department  rules  and  regulations; 
that  street  lighting  shall  be  provided  as  required  on  legal 
streets ;  on  further  condition  that  the  building  shall  substan¬ 
tially  conform  to  drawings,  marked  “Received  November  9, 
1978”,  one  sheet,  and  February  2,  1979”,  one  sheet ;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


992-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street;  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  200.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  160,  New  Dorp, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh1, 
Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 

Negative : .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1507/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible,  located  within  500  feet  of  the 
property,  is  contrary  to  P110.2  (c)  RS-16  A.C.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  applicant  has  discussed  this  layout  with 
the  City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #  1507/78, 
Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  volume  of  the  dry  wells  be  of  sufficient  capacity  to 
contain  3  inches  of  water  over  the  roof  and  paved  areas  and 
one  inch  over  the  unpaved  area,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner;  and  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  that 
Objection  Number  1  A  and  B  is  granted  under  the  powers 
vested  in  the  Board  under  Section  36  of  the  General  City 
Law;  that  a  formal  agreement  be  drafted  to  insure  that  the 
owners,  owners’  successors,  heirs  and  assigns  will  be  responsi¬ 
ble  for  the  adequate  maintenance  of  the  easement  as  well  as 
the  maintenance  of  the  storm  and  sanitary  drains  in  the 
easement  in  order  to  protect  the  City’s  interests;  that  the 
easement  for  street  purposes  is  filed  and  made  known  to  the 
Corporation  Counsel;  that  the  20  foot  easement,  located  at 
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the  southerly  end  of  the  property  which  connects  the  Behan 
Court  easement  with  Arc  Place  shall  be  maintained  free, 
clear  and  unobstructed  at  all  times ;  that  the  surface  be 
striped  in  traffic  yellow  and  labeled  with  the  words  “Fire 
Lane”;  that  signs  be  posted  indicating  no  parking  and  no 
standing  as  per  Traffic  Department  rules  and  regulations; 
that  street  lighting  shall  be  provided  as  required  on  legal 
streets;  on  further  condition  that  the  building  shall  substan¬ 
tially  conform  to  drawings,  marked  “Received  November  9, 
1978”,  one  sheet,  and  “February  2,  1979”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


993-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street;  proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— Behan  Court,  west  side,  175.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  161,  New  Dorp, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978  on  N.B.  Applic.  #1508/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore: 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the 
property;  is  contrary  to  P110.2(c)  RS-16  A.C.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1508/78, 
Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and 
paved  areas  and  one  inch  over  the  unpaved  area,  same  to  be 
verified  by  the  Department  of  Buildings ;  that  the  volume  of 
voids  of  selected  gravel  carefuly  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  repreesnts  not  more  than  25 
percent  of  the  volume  required,  a  minimum  of  75  percent 
of  volume  to  be  within  the  dry  wells ;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer ;  that  the  dry  wells 
will  be  maintained  in  a  properly  operating  manner ;  and  that 


the  requirements  of  Local  Law  #7/1974  are  also  waived 
as  to  storm  water  falling  on  the  street  on  which  this  build¬ 
ing  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  that  Objection  Number  1  A  and  B 
is  granted  under  the  powers  vested  in  the  Board  under  Sec¬ 
tion  36  of  the  General  City  Law ;  that  a  formal  agreement 
be  drafted  to  insure  that  the  owners,  owners’  successors, 
heirs  and  assigns  will  be  responsible  for  the  adequate  main¬ 
tenance  of  the  easement  as  well  as  the  maintenance  of  the 
storm  and  sanitary  drains  in  the  easement  in  order  to  protect 
the  City’s  interests ;  that  the  easement  for  street  purposes 
is  filed  and  made  known  to  the  Corporation  Counsel ;  that  the 
20  foot  easement,  located  at  the  southerly  end  of  the  property 
which  connects  the  Behan  Court  easement  with  Arc  Place 
shall  be  maintained  free,  clear  and  unobstructed  at  all  times ; 
that  the  surface  be  striped  in  traffic  yellow  and  labeled  with 
the  words  “Fire  Lane”;  that  signs  be  posted  indicating  no 
parking  and  no  standing  as  per  Traffic  Department  rules  and 
regulations ;  that  street  lighting  shall  be  provided  as  required 
on  legal  streets ;  on  further  condition  that  the  building  shall 
substantially  conform  to  drawings,  marked  “Received  No¬ 
vember  9,  1978”,  one  sheet,  and  “February  2,  1979”,  one  sheet; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


994-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street ;  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— Behan  Court,  west  side,  150.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  163,  New  Dorp, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf  .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1509/78,  reads  : 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore: 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the 
property;  is  contrary  to  P110.2(c)  RS-16  A.C.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1509/78, 
Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
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condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and  paved 
areas  and  one  inch  over  the  unpaved  area,  same  to  be 
verified  by  the  Department  of  Buildings ;  that  the  volume  of 
voids  of  selected  gravel  carefuly  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  repreesnts  not  more  than  25 
percent  of  the  volume  required,  a  minimum  of  75  percent 
of  volume  to  be  within  the  dry  wells ;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the 
structure  then  will  connect  to  such  sewer ;  that  the  dry  wells 
will  be  maintained  in  a  properly  operating  manner ;  and  that 
the  requirements  of  Local  Law  #7/1974  are  also  waived 
as  to  storm  water  falling  on  the  street  on  which  this  build¬ 
ing  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  that  Objection  Number  1  A  and  B 
is  granted  under  the  powers  vested  in  the  Board  under  Sec¬ 
tion  36  of  the  General  City  Law ;  that  a  formal  agreement 
be  drafted  to  insure  that  the  owners,  owners’  successors, 
heirs  and  assigns  will  be  responsible  for  the  adequate  main¬ 
tenance  of  the  easement  as  well  as  the  maintenance  of  the 
storm  and  sanitary  drains  in  the  easement  in  order  to  protect 
the  City’s  interests ;  that  the  easement  for  street  purposes 
is  filed  and  made  known  to  the  Corporation  Counsel ;  that  the 
20  foot  easement,  located  at  the  southerly  end  of  the  property 
which  connects  the  Behan  Court  easement  with  Arc  Place 
shall  be  maintained  free,  clear  and  unobstructed  at  all  times ; 
that  the  surface  be  striped  in  traffic  yellow  and  labeled  with 
the  words  “Fire  Lane” ;  that  signs  be  posted  indicating  no 
parking  and  no  standing  as  per  Traffic  Department  rules  and 
regulations ;  that  street  lighting  shall  be  provided  as  required 
on  legal  streets ;  on  further  condition  that  the  building  shall 
substantially  conform  to  drawings,  marked  “Received  No¬ 
vember  9,  1978”,  one  sheet,  and  “February  2,  1979”,  one  sheet; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


995-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street;  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  125.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  164,  New  Dorp, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1510/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible,  located  within  500  feet  of  the 
property,  is  contrary  to  P110.02  (c)  RS-16  A.C.” 


and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1510/78, 
Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  volume  of  the  dry  wells  be  of  sufficient  capacity  to 
contain  3  inches  of  water  over  the  roof  and  paved  areas  and 
one  inch  over  the  unpaved  area,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner;  and  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  that 
Objection  Number  1  A  and  B  is  granted  under  the  powers 
vested  in  the  Board  under  Section  36  of  the  General  City 
Law;  that  a  formal  agreement  be  drafted  to  insure  that  the 
owners,  owners’  successors,  heirs  and  assigns  will  be  responsi¬ 
ble  for  the  adequate  maintenance  of  the  easement  as  well  as 
the  maintenance  of  the  storm  and  sanitary  drains  in  the 
easement  in  order  to  protect  the  City’s  interests;  that  the 
easement  for  street  purposes  is  filed  and  made  known  to  the 
Corporation  Counsel ;  that  the  20  foot  easement,  located  at 
the  southerly  end  of  the  property  which  connects  the  Behan 
Court  easement  with  Arc  Place  shall  be  maintained  free, 
clear  and  unobstructed  at  all  times ;  that  the  surface  be 
striped  in  traffic  yellow  and  labeled  with  the  words  “Fire 
Lane”;  that  signs  be  posted  indicating  no  parking  and  no 
standing  as  per  Traffic  Department  rules  and  regulations; 
that  street  lighting  shall  be  provided  as  required  on  legal 
streets ;  on  further  condition  that  the  building  shall  substan¬ 
tially  conform  to  drawings,  marked  “Received  November  9, 
1978”,  one  sheet,  and  “February  2,  1979”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


996-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  tc 
Section  36,  Article  3,  General  City  Law,  re-  proposed  build¬ 
ing  not  fronting  on  a  legally  mapped  street;  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  100.76 
feet  south  of  Behan  Court,  Block  4229,  Lot  165,  New  Dorp, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1511/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 
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A.  A  Certificate  of  Occupancy  may  not  be  is¬ 
sued  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting  di¬ 
rectly  upon  a  legally  mapped  street  or  frontage  space 
and  is  therefore  contrary  to  Section  C26-401.0  of  the 
Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  PI  10.2(c)  RS-16  A.C.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1511/78, 
Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  volume  of  the  dry  wells  be  of  sufficient  capacity  to 
contain  3  inches  of  water  over  the  roof  and  paved  areas  and 
one  inch  over  the  unpaved  area,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  prop¬ 
erly  operating  manner ;  and  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  that 
Objection  Number  1  A  and  B  is  granted  under  the  powers 
vested  in  the  Board  under  Section  36  of  the  General  City 
Law ;  that  a  formal  agreement  be  drafted  to  insure  that  the 
owners,  owners’  successors,  heirs  and  assigns  will  be  respon¬ 
sible  for  the  adequate  maintenance  of  the  easement  as  well 
as  the  maintenance  of  the  storm  and  sanitary  drains  in  the 
easement  in  order  to  protect  the  City’s  interests ;  that  the 
easement  for  street  purposes  is  filed  and  made  known  to  the 
Corporation  Counsel ;  that  the  20  foot  easement,  located  at  the 
southerly  end  of  the  property  which  connects  the  Behan 
Court  easement  with  Arc  Place  shall  be  maintained  free,  clear 
and  unobstructed  at  all  times ;  that  the  surface  be  striped  in 
traffic  yellow  and  labeled  with  the  words  “Fire  Lane” ;  that 
signs  be  posted  indicating  no  parking  and  no  standing  as  per 
Traffic  Department  rules  and  regulations;  that  street  lighting 
shall  be  provided  as  required  on  legal  streets ;  on  further 
condition  that  the  building  shall  substantially  conform  to 
drawings,  marked  “Received  November  9,  1978”,  one  sheet, 
and  “February  2,  1979”,  one  sheet;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


997-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street;  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — Behan  Court,  west  side,  75.62 
feet  south  of  Behan  Court,  Block  4229,  Lot  167,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  _  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1512/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible,  located  within  500  feet  of  the 
property,  is  contrary  to  PI  10.2  (c)  RS-16  A.C.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1512/78, 
Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  volume  of  the  dry  wells  be  of  sufficient  capacity  to 
contain  3  inches  of  water  over  the  roof  and  paved  areas  and 
one  inch  over  the  unpaved  area,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner;  and  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  that 
Objection  Number  1  A  and  B  is  granted  under  the  powers 
vested  in  the  Board  under  Section  36  of  the  General  City 
Law;  that  a  formal  agreement  be  drafted  to  insure  that  the 
owners,  owners’  successors,  heirs  and  assigns  will  be  responsi¬ 
ble  for  the  adequate  maintenance  of  the  easement  as  well  as 
the  maintenance  of  the  storm  and  sanitary  drains  in  the 
easement  in  order  to  protect  the  City’s  interests;  that  the 
easement  for  street  purposes  is  filed  and  made  known  to  the 
Corporation  Counsel;  that  the  20  foot  easement,  located  at 
the  southerly  end  of  the  property  which  connects  the  Behan 
Court  easement  with  Arc  Place  shall  be  maintained  free, 
clear  and  unobstructed  at  all  times;  that  the  surface  be 
striped  in  traffic  yellow  and  labeled  with  the  words  “Fire 
Lane” ;  that  signs  be  posted  indicating  no  parking  and  no 
standing  as  per  Traffic  Department  rules  and  regulations; 
that  street  lighting  shall  be  provided  as  required  on  legal 
streets;  on  further  condition  that  the  building  shall  substan¬ 
tially  conform  to  drawings,  marked  “Received  November  9, 
1978”,  one  sheet,  and  “February  2,  1979”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 

998-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 
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SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street;  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— Behan  Court,  west  side,  48.48 
feet  south  of  Behan  Court,  Block  4229,  Lot  168,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1513/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  is¬ 
sued  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting  di¬ 
rectly  upon  a  legally  mapped  street  or  frontage  space 
and  is  therefore  contrary  to  Section  C26-401.0  of  the 
Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible  located  within  500  feet  of  the  prop¬ 
erty,  is  contrary  to  P110.2  (c)  RS-16  A.C.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1513/78, 
Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  volume  of  the  dry  wells  be  of  sufficient  capacity  to 
contain  3  inches  of  water  over  the  roof  and  paved  areas  and 
one  inch  over  the  unpaved  area,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minium  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  con¬ 
nect  to  such  sewer ;  that  the  dry  wells  will  be  maintained  in 
a  properly  operating  manner;  and  that  the  requirements  of 
Local  Law  #7/1974  are  also  waived  as  to  storm  water  falling 
on  the  street  on  which  this  building  fronts  (refer  to  Corpo¬ 
ration  Counsel  opinion  108,539,  d^ted  September  9,  1977)  ; 
that  Objection  Number  1  A  and  B  is  granted  under  the 
powers  vested  in  the  Board  under  Section  36  of  the  General 
City  Law ;  that  a  formal  agreement  be  drafted  to  insure  that 
the  owners,  owners’  successors,  heirs  and  assigns  will  be  re¬ 
sponsible  for  the  adequate  maintenance  of  the  easement  as 
well  as  the  maintenance  of  the  storm  and  sanitary  drains  in 
the  easement  in  order  to  protect  the  City’s  interests;  that 
the  easement  for  street  purposes  is  filed  and  made  known  to 
the  Corporation  Counsel ;  that  the  20  foot  easement,  located 
at  the  southerly  end  of  the  property  which  connects  the 
Behan  Court  easement  with  Arc  Place  shall  be  maintained 
free,  clear  and  unobstructed  at  all  times;  that  the  surface 
be  striped  in  traffic  yellow  and  labeled  with  the  words  “Fire 


Lane” ;  that  signs  be  posted  indicating  no  parking  and  no 
standing  as  per  Traffic  Department  rules  and  regulations; 
that  street  lighting  shall  be  provided  as  required  on  legal 
streets;  on  further  condition  that  the  building  shall  substan¬ 
tially  conform  to  drawings,  marked  “Received  November  9, 
1978”,  one  sheet,  and  “February  2,  1979”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


999-78- A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street;  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — Behan  Court,  southwest  corner 
of  Behan  Court,  Block  4229,  Lot  169,  New  Dorp,  Borough 
of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1514/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewer  into  which 
discharge  is  feasible,  located  within  500  feet  of  the 
property,  is  contrary  to  P110.2  (c)  RS-16  A.C.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with 
the  City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1514/78, 
Objection  Nos.  1  A  and  B  and  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  volume  of  the  dry  wells  be  of  sufficient  capacity  to 
contain  3  inches  of  water  over  the  roof  and  paved  areas  and 
one  inch  over  the  unpaved  area,  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner;  and  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977;  that 
Objection  Number  1  A  and  B  is  granted  under  the  powers 
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vested  in  the  Board  under  Section  36  of  the  General  City- 
Law  ;  that  a  formal  agreement  be  drafted  to  insure  that  the 
owners,  owners’  successors,  heirs  and  assigns  will  be  responsi¬ 
ble  for  the  adequate  maintenance  of  the  easement  as  well  as 
the  maintenance  of  the  storm  and  sanitary  drains  in  the 
easement  in  order  to  protect  the  City’s  interests;  that  the 
easement  for  street  purposes  is  filed  and  made  known  to  the 
Corporation  Counsel;  that  the  20  foot  easement,  located  at 
the  southerly  end  of  the  property  which  connects  the  Behan 
Court  easement  with  Arc  Place  shall  be  maintained  free, 
clear  and  unobstructed  at  all  times;  that  the  surface  be 
striped  in  traffic  yellow  and  labeled  with  the  words  “Fire 
Lane”;  that  signs  be  posted  indicating  no  parking  and  no 
standing  as  per  Traffic  Department  rules  and  regulations; 
that  street  lighting  shall  be  provided  as  required  on  legal 
streets;  on  further  condition  that  the  building  shall  substan¬ 
tially  conform  to  drawings,  marked  “Received  November  9, 
1978”,  one  sheet,  and  “February  2,  1979”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


1001-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36  of  General  City  Law,  re-  Proposed  building 
not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Behan  Court,  east  side,  627.32 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  128,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1483/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore: 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  acting  on  N.B.  Applic.  #1483/78, 
Objection  No.  1  A  and  B,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  a  formal  agreement 
be  drafted  to  insure  that  the  owners,  owners’  successors, 
heirs  and  assigns  will  be  responsible  for  the  adequate  main¬ 
tenance  of  the  easement  as  well  as  the  maintenance  of  the 
storm  and  sanitary  drains  in  the  easement  in  order  to  protect 
the  City’s  interests ;  that  the  easement  for  street  purposes 
is  filed  and  made  known  to  the  Corporation  Counsel ;  that  the 


20  foot  road,  located  at  the  southerly  end  of  the  property 
which  connects  the  Behan  Court  easement  with  Arc  Place 
shall  be  maintained  free,  clear  and  unobstructed  at  all  times ; 
that  the  surface  be  striped  in  traffic  yellow  and  labeled  with 
the  words  “Fire  Lane”;  that  signs  be  posted  indicating  no 
parking  and  no  standing  as  per  Traffic  Department  rules  and 
regulations ;  that  street  lighting  shall  be  provided  as  required 
on  legal  streets ;  that  the  building  shall  substantially  comply 
with  drawings,  marked  “Received  February  2,  1979”,  one 
sheet ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


1002-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  of  General  City  Law,  re-  Proposed  building 
not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— Behan  Court,  east  side,  669.64 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  129,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  27,  1978,  on  N.B.  Applic.  #1484/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore: 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  applicant  has  discussed  this  layout  with  the 
City  Planning  Commission  and  has  reported  that  the  City 
Planning  Commission  has  no  objection. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  27.  1978,  acting  on  N.B.  Applic.  #1484/78, 
Objection  No.  1  A  and  B,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted  on 
coiidition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  a  formal  agreement 
be  drafted  to  insure  that  the  owners,  owners’  successors, 
heirs  and  assigns  will  be  responsible  for  the  adequate  main¬ 
tenance  of  the  easement  as  well  as  the  maintenance  of  the 
storm  and  sanitary  drains  in  the  easement  in  order  to  protect 
the  City’s  interests ;  that  the  easement  for  street  purposes 
is  filed  and  made  known  to  the  Corporation  Counsel;  that  the 
20  foot  road,  located  at  the  southerly  end  of  the  property 
which  connects  the  Behan  Court  easement  with  Arc  Place 
shall  be  maintained  free,  clear  and  unobstructed  at  all  times ; 
that  the  surface  be  striped  in  traffic  yellow  and  labeled  with 
the  words  “Fire  Lane”;  that  signs  be  posted  indicating  no 
parking  and  no  standing  as  per  Traffic  Department  rules  and 
regulations ;  that  street  lighting  shall  be  provided  as  required 
on  legal  streets ;  that  the  building  shall  substantially  comply 
with  drawings,  marked  “Received  February  2,  1979”,  one 
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sheet;  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


1071-78-A 

APPLICANT — Nicholas  J.  Salvadeo  for  Gencrim  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 2627  Hylan  Boulevard,  north¬ 
west  corner  of  Beach  Avenue,  Block  4228,  Lot  37,  Borough 
of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Nicholas  J.  Salvadeo. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  13,  1978,  on  N.B.  Applic.  #1152/78,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  dis¬ 
posal  of  storm  water  where  no  public  storm  sewers  into 
which  discharge  is  feasible  are  located  within  500  feet 
of  the  property  is  contrary  to  Section  PI  10.2  (c),  RS-16 
of  the  Administrative  Code.” 
and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  13,  1978,  acting  on  N.B.  Applic.  #1152/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  2 
inches  of  water  over  the  entire  lot  area,  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  con¬ 
nect  to  such  sewer ;  that  the  dry  wells  will  be  maintained  in 
a  properly  operating  manner ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling 
on  the  street  on  which  this  building  fronts  (refer  to  Corpo¬ 
ration  Counsel  opinion  108,539,  dated  September  9,  1977)  ; 
and  on  further  condition  that  tbe  building  shall  substantially 
conform  to  drawings,  marked  “Received  November  9,  1978”, 
6  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


1000-78-A 

APPLICANT — Lauria  Associates  for  Edward  McCarthy, 
owner. 

SUBJECT — Application  November  9.  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 2  Arc  Place,  east  side,  417.75 
feet  north  of  Tysens  Lane,  Block  4229,  Lot  27,  New  Dorp, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Ed  Lauria,  P.E. 


ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 

677-78-A 

APPLICANT — Atkin  and  Gibson  for  Agustino  Onoriti, 
owner. 

SUBJECT — Application  August  10,  1978 — review  of  a 
decision  of  the  Borough  Superintendent  dated  June  29, 
1977. 

PREMISES  AFFECTED— 2135  Williamsbridge  Road, 
west  side,  212.5  feet  south  of  Pelham  Parkway,  Block  4332, 
Lot  14,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  Gibson. 

ACTION  OF  BOARD — Laid  over  to  February  20,  1979, 
at  2  P.M.,  for  continued  hearing,  additional  information 
to  be  submitted. 


692-78-A 

APPLICANT — David  Nathanson  d/b/a  MLN  Associates, 
owner. 

SUBJECT — Application  August  17,  1978 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Installation  of  sprinkler 
system. 

PREMISES  AFFECTED— 589/599  East  New  York  Avenue 
and  548/554  Lefferts  Avenue,  southwest  corner,  Block  1332, 
Lot  38,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  David  A.  Field  and  George  D.  Kelly. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  27,  1979,  at 
2  P.M.,  for  continued  hearing,  additional  information  to  be 
submitted. 


871-78-A 

APPLICANT — Lama  and  Vassalotti  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  September  27,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  change 
of  use  from  automotive  service  station  to  self  service  gaso¬ 
line  service  station. 

PREMISES  AFFECTED — 256  McGuinness  Boulevard, 
southeast  corner  of  Kent  Street,  Block  2560,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  Vassalotti. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1979, 
at  2  P.M.,  for  hearing. 


878-78-A 

APPLICANT — Radiator  Specialty  Company,  owner. 

SUBJECT — Application  September  28,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  Flam¬ 
mable  mixture  known  as  “Tite-Seal  Gasket  Cement  Com¬ 
pound”  in  a  two  (2)  ounce  plastic  containers  with  metal 
screw  cap  with  dubber,  container  not  in  compliance  with 
Regulations  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  Harvey  G.  Larson. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 


238 


MINUTES 


THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  20,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


879-7S-A 

APPLICANT — Radiator  Specialty  Company,  owner. 

SUBJECT — Application  September  28,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  Flam¬ 
mable  mixture  known  as  “Windshield  Washer  Solvent”  in 
a  six  (6)  ounce  plastic  bottle  with  metal  screw  cap,  not  in 
compliance  with  Regulation  of  the  Administrative  Code  of 
New  York  City. 

APPEARANCES— 

For  Applicant :  Harvey  G.  Larson. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD— Laid  over  to  February  20,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


880-78-A 

APPLICANT — Radiator  Specialty  Company,  owner. 

SUBJECT — Application  September  28,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  Flam¬ 
mable  mixture  known  as  “Lube-Zit”  in  a  one  (1)  gallon 
plastic  container,  container  not  in  compliance  with  Regu¬ 
lations  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  Harvey  G.  Larson. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 


THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  20,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


895-78-A 

APPLICANT — McGee  and  Morsellino  for  Gerard  Operating 
Corporation,  owner,  Save  Way  Neptune,  Lessee. 
SUBJECT — Application  October  12,  1978 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Proposed  Conversion 
to  Self  Service  Gasoline  Station  is  contrary  to  Sec. 
19-73-O-B  of  the  Administrative  Code. 

PREMISES  AFFECTED— 1620/1628  Neptune  Avenue, 
southeast  corner  of  West  17th  Street,  Block  7021,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  D.  De  Benedictis 
and  S.  P.  Russo. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 


Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — Hearing  reopened  and  laid  over  to 
February  13,  1979,  at  2  P.M.,  for  decision;  hearing  closed. 

Adjourned:  4:15  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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709-78-BZ 

537-77-A 

394-73-BZ 

724-78-BZ 

538-77-A 

71-77-BZ 

733-78-BZ 

539-77-A 

482-77-BZ 

859-78-A 

540-77-A 

505-77-BZ 

885-78-BZ 

541-77-A 

164-60-BZ 

522-78-B  Z 

542-77-A 

849-66-BZ 

711-78-BZ 

543-77-A 

505-77-BZ 

837-78-BZ 

544-77-A 

967-77-BZ 

869-78-BZ 

49-78-A 

223-78-A 

1051-21-BZ — 

492-78-A 

Vol.  IV 

115-78-BZ 

60-37-BZ — 

550-78-BZ 

Vol.  IV 

647-78-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Febru¬ 
ary  13,  1979,  Affecting  Calendar  Numbers — 

671-78-A 

249-78-A 

907-78-A 

739-78-A 

468-77-A 

9 16-78- A 

858-78-A 

437-78-A 

930-78-A 

876-78-A 

725-78-A 

942-78-A 

895-78-A 

726-78-A 

1072-78-A 

926-78-A 

753-78-A 

1078-78-A 

927-78-A 

871-78-A 

89-27-SR 

929-78-A 

877-78-A 

Correction  Affecting  Calendar  Number — 


Telephone — 566-5174. 


581-78-A 
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New  Cases  filed  up  to  February  13, 1979 

Cal.  No.  Dept.  Premises  Affected 

101-79-A— B.M.— 109-123  West  56th  Street,  118  West  57th 
Street,  west  side,  150  feet  west  of  Avenue  of  the  Americas, 
Block  1009,  Lots  16,  17,  18,  19,  9016  9017,  9018  and  9019, 
Borough  of  Manhattan,  re-  Refusal  to  revoke  two  build¬ 
ing  permits  issued  in  violation  of  the  Z.R. 


102-79-BZ — B.M.  206-214  East  24th  Street  south  side, 
97.7  feet  east  of  Third  Avenue,  Block  904,  Lot  43,  Bor¬ 
ough  of  Manhattan.  Community  Board  #6M.  Alt. 
#1126/78.  re-  Proposed  enlargement  Cont.  to  Sec.  23- 
142Z.R.,  23-223Z.R.,  23-632Z.R.,  and  36-30Z.R. 


103-79-BZ — B.Q. — 25-30  44th  Street,  west  side,  300  feet 
south  of  25th  Avenue,  Block  702,  Lot  56,  Astoria,  Bor¬ 
ough  of  Queens.  Community  Board  #1Q.  N.B.  #340/78. 
re-  Proposed  side  yard  in  an  R-5  Cont.  to  Sec.  23-462Z.R. 


104-79-BZ — B.Q. — 25-32  44th  Street,  west  side,  325  feet 
south  of  25th  Avenue,  Block  702,  Lot  57,  Astoria,  Bor¬ 
ough  of  Queens.  Community  Board  #1Q.  N.B.  #341/78. 
re-  Proposed  side  yard  in  an  R-5  Cont.  to  Sec.  23-462Z.R. 


105-79-BZ — B.B. — 8802  Ft.  Hamilton  Parkway,  southwest 
corner  of  88th  Street  Block  6068,  Lot  30,  Borough  of 
Brooklyn.  Community  Board  #10BK.  N.B.  #11/79.  re- 
Proposed  erection  of  a  two  story  and  basement  dwelling 
in  R-6  district,  Cont.  to  Sec.  114-101,  114-103,  114-113,  and 
114-12Z.R. 


106-79-BZ— -B.B. — 8804  Ft.  Hamilton  Parkway,  west  side, 
22  feet  south  of  88th  Street,  Block  6068,  Lot  31,  Borough 
of  Brooklyn.  Community  Board  #10BK.  N.B.  #12/79. 
re-  Proposed  erection  of  a  two  story  and  basement  dwell¬ 
ing  in  R-6  dist.  Cont.  to  Sec.  114-101,  114-103,  114-113,  and 
114-12Z.R. 


107-79-BZ — B.B. — 8808  Ft.  Hamilton  Parkway,  west  side, 
48  feet  south  of  88th  Street,  Block  6068,  Lot  32,  Borough 
of  Brooklyn.  Community  Board  #10BK.  N.B.  #13/79. 
re-  Proposed  erection  of  a  two  story  and  basement  dwell¬ 
ing  in  R-6  dist.  Cont.  to  Sec.  114-101,  114-103,  114-113, 
and  114-12Z.R. 


108-79-BZ — B.B. — 8812  Ft.  Hamilton  Parkway,  west  side, 
74  feet  south  of  88th  Street,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #10BK.  N.B.  #14/79.  re-  Proposed  erec¬ 
tion  of  a  two  story  and  basement  dwelling  in  R-6  dist. 
Cont.  to  Sec.  114-101,  114-103,  114-113,  and  114-12Z.R. 


109-79-SM — Local  Fire  Alarm  Annunciator  Console — 
LFA  2112  and  2122,  Manufactured  by  Von  Duprin,  Elec¬ 
tronic  Security  Product. 


110-79- A — F.D. — Packaging  of  flammable  mixture  known 
as  “Spirit  Light  Charcoal  Starter”,  in  1  gallon  round  plas¬ 
tic  container  with  child  resistant  cap,  container  not  in 
compliance  with  the  Administrative  Code. 


111-79-A — B.S.I. — 458  Stafford  Avenue,  south  side,  320.00 
feet  east  of  Nippon  Avenue,  Block  6317,  Lot  12,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1207/78.  re-  storm 
water  disposal  Local  Law  #7. 


112-79- A — B.S.I. — 33  Lebyard  Place,  north  side,  300.00 
feet  west  of  Parkinson  Avenue,  Block  3222,  Lot  20,  Gras¬ 
mere,  Borough  of  Staten  Island,  N.B.  #2129/78.  re-  storm 
water  disposal  Local  Law  #7. 


113-79-A—  B.S.I.— 37  Ledyard  Place,  north  side,  330.29 
feet  west  of  Parkinson  Avenue,  Block  3222,  Lot  22,  Gras¬ 
mere,  Borough  of  Staten  Island,  N.B.  #2130/78.  re¬ 
storm  water  disposal  Local  Law  #7. 


114-79-A — B.S.I. — 15  Tuckahoe  Avenue,  east  side,  345.00 
feet  north  of  Eylandt  Street,  Block  6574,  Lot  18,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1229/78.  re-  Sec. 
36,  General  City  Law,  building  not  fronting  on  a  legal 
street,  and  re-  storm  water  disposal  Local  Law  #7. 


115-79-A — -B.S.I. — 25  Tuckahoe  Avenue,  east  side,  245.00 
feet  north  of  Eylandt  Street,  Block  6574,  Lot  13,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1229/78.  re-  Sec. 
36,  General  City  Law,  building  not  fronting  on  a  legal 
street,  and  re-  storm  water  disposal  Local  Law  #7. 


116-79-A — B.S.I. — 35  Tuckahoe  Avenue,  east  side,  145.00 
feet  north  of  Hylandt  Street,  Block  6574,  Lot  8,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1231/78.  re-  Sec. 
36,  General  City  Law,  building  not  fronting  on  a  legal 
street,  and  re-  storm  water  disposal  Local  Law  #7. 


117-79- A — B.S.I. — 45  Tuckahoe  Avenue,  east  side,  45.00 
feet  north  of  Eylandt  Street,  Block  6574,  Lot  3,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1232/78,  re-  Sec. 
36,  General  City  Law,  building  not  fronting  on  a  legal 
street,  and  re-  storm  water  disposal,  Local  Law  #7. 


118-79- A — B.S.I. — 190  Kingdom  Avenue,  west  side,  140 
feet  south  of  Eylandt  Street,  Block  6572,  Lot  41,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1233/78,  re-  Sec. 
36,  General  City  Law,  building  not  fronting  on  a  legal 
street,  and  re-  storm  water  disposal,  Local  Law  #7. 


119-79-A — B.S.I. — 73  Tuckahoe  Avenue,  east  side,  100.00 
feet  south  of  Eylandt  Street,  Block  6572,  Lot  25,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1234/78,  re-  Sec. 
36,  General  City  Law,  building  not  fronting  on  a  legal 
street,  and  re-  storm  water  disposal  Local  Law  #7. 


120-79-A — B.S.I. — 81  Tuckahoe  Avenue,  east  side,  180 
feet  south  of  Eylandt  Street,  Block  6572,  Lot  21,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1235/78,  re-  Sec.  36, 
General  City  Law,  building  not  fronting  on  a  legal  street, 
and  re-  storm  water  disposal  Local  Law  #7. 


121-79-A — -B.S.I. — 40  Tuckahoe  Avenue,  west  side,  105 
feet  south  of  Eylandt  Street,  Block  6573,  Lot  45,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1239/78,  re-  Sec.  36, 
36,  General  City  Law  building  not  fronting  on  a  legal 
street,  and  re-  storm  water  disposal  Local  Law  #7. 


122-79-A — B.S.I. — 86  Tuckahoe  Avenue,  west  side,  220.00 
south  of  Eylandt  Street,  Block  6573,  Lot  45,  Huguenot, 
Borough  of  Staten  Island,  N.B.  #1239/78,  re-  Sec.  36, 
General  City  Law,  building  not  fronting  on  a  legal  street, 
and  re-  storm  water  disposal,  Local  Law  #7. 


123-79-A— -B.S.I. — 186  Kingdom  Avenue,  west  side,  100 
feet  south  of  Eylandt  Street,  Block  6572,  Lot  39,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1237/78,  re-  Sec. 
36,  General  City  Law  building  not  fronting  on  a  legal 
street,  and  re-  storm  water  disposal,  Local  Law  #7. 


124-79-A — B.S.I. — 194  Kingdom  Avenue,  west  side,  180 
feet  south  of  Eylandt  Street,  Block  6572,  Lot  44,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1238/78,  re-  Sec. 
36,  General  City  Law,  building  not  fronting  on  a  legal 
street,  and  re-  storm  water  disposal,  Local  Law  #7. 


125-79-A — B.S.I. — 77  Tuckahoe  Avenue,  east  side,  140 
feet  south  of  Eylandt  Street,  Block  6572,  Lot  23,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #1240/78,  re-  Sec. 
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36,  General  City  Law  building  not  fronting  on  a  legal 
street,  and  re-  storm  water  disposal,  Local  Law  #7. 


126-79-A — B.M. — 341-349  West  50th  Street,  north  side, 
125  feet  east  of  Ninth  Avenue,  Block  1041,  Lots  6  and 
11,  Borough  of  Manhattan,  Alt.  #359/78,  re-  rear  yard 
with  access  thereto,  and  size  of  courts,  to  light  and  ven¬ 
tilate  new  living  rooms,  Cont.  to  Sec.  26  Multiple  Dwell¬ 
ing  Law. 


127-79-BZ — B.M. — 63/69  Cooper  Square,  east  side,  42.5 
feet  north  of  East  7th  Street,  Block  463,  Lots  3,  4,  5  and 
6,  Borough  of  Manhattan,  Community  Board  #3M,  N.B. 
#31/78,  re-  Proposed  building  Cont.  to  Sec.  23-142Z.R. 
23-223 Z.R.,  23-47Z.R.,  23-861Z.R.  and  33-432Z.R. 


128-79-A — B.M.  63/69  Cooper  Square,  east  side,  42.5 
feet  north  of  East  7th  Street,  Block  463,  Lots  3,  4,  5  and 
6,  Borough  of  Manhattan,  N.B.  #31/78,  re-  Proposed 
floor  area  at  mezzanine  levels  Cont.  to  Sec.  C26-606.2 
AC.  and  Egress  balconies  comply  with  Sec.  C26-604.2 
AC,  and  Sec.  C26-408.1. 


129-79-BZ — B.Q. — 172-47  Baisley  Boulevard,  west  side, 
142.32  feet  south  of  Merrill  Street,  Block  12390,  Lot  121, 
Jamaica,  Borough  of  Queens,  Community  Board  #12Q. 
Alt.  #1162/78,  re-  Proposed  building  occupied  by  a  non- 
conforming  use  group  16,  within  R3-2  Cont.  Sec.  22.00, 
and  52.22Z.R. 


130-79-BZ — B.X.  1854-56  Westchester  Avenue,  south¬ 
west  corner  of  Laland  Avenue,  Block  3766,  Lot  48,  Bor¬ 
ough  of  Bronx,  Community  Board  #9BX.  Alt.  #288/78, 
re-  Proposed  use  from  stores  U.G.6  to  eating  and  drinking 
establishment  in  C2-2  dist.  Cont.  Sec.  32-10Z.R.  and 
33-121Z.R. 


131-79-BZ — B.Q. — 162-01  92nd  Street,  southeast  corner  of 
162nd  Avenue,  Block  10466,  Lot  1,  Howard  Beach,  Bor¬ 
ough  of  Queens.  Community  Board  #10Q.  re-  Proposed 
Medical  Center  in  an  R2  dist.  Cont.  Sec.  22-1 1Z.R.,  24-36- 
Z.R.,  24-35Z.R.  and  25-31Z.R.. 


132-79-A — B.S.I. — 57  Stafford  Avenue,  northwest  corner 
of  Carlton  Boulevard  Block  5715,  Lot  1,  Borough  of 
Staten  Island.  N.B.  #21/79,  re-  storm  water  disposal, 
Local  Law  #7.  , 


133-79-A — B.S.I. — 55  Stafford  Avenue,  northwest  corner 
of  Carlton  Boulevard,  Block  5712,  Lot  89,  Borough  of 
Staten  Island,  N.B.  #22/79,  re-  storm  water  disposal, 
Local  Law  #7. 


134-79-A — B.S.I. — 51  Stafford  Avenue,  west  side,  53.09 
feet  north  Carlton  Boulevard,  Block  5715,  Lot  87,  Bor¬ 
ough  of  Staten  Island,  N.B.  #23/79,  re-  storm  water 
disposal,  Local  Law  #7. 


135-79-A — B.S.I. — 49  Stafford  Avenue,  west  side,  79.17 
feet  north  of  Carlton  Boulevard,  Block  5715,  Lot  85,  Bor¬ 
ough  of  Staten  Island,  N.B.  #24/79,  re-  storm  water  dis¬ 
posal  Local  Law  #7. 


136-79-A — -B.S.I. — 47  Stafford  Avenue,  west  side,  105.24 
feet  north  of  Carlton  Boulevard,  Block  5715,  Lot  83,  Bor¬ 
ough  of  Staten  Island,  N.B.  #25/79,  re-  storm  water  dis¬ 
posal  Local  Law  #7. 


137-79-A — B.S.I. — 45  Stafford  Avenue,  west  side,  131.32 
feet  north  of  Carlton  Boulevard,  Block  5715,  Lot  81,  Bor¬ 
ough  of  Staten  Island,  N.B.  #26/79,  re-  storm  water  dis¬ 
posal  Local  Law  #7. 


138-79-A — B.S.I. — 41  Stafford  Avenue,  west  side,  157.39 
feet  north  of  Carlton  Boulevard,  Block  5715,  Lot  79, 
Borough  of  Staten  Island,  N.B.  #27/79,  re-  storm  water 
disposal  Local  Law  #7. 


139-79-A — B.S.I. — 39  Stafford  Avenue,  west  side,  183.47 
feet  north  of  Carlton  Boulevard,  Block  5715,  Lot  77, 
Borough  of  Staten  Island,  N.B.  #28/79,  re-  storm  water 
disposal  Local  Law  #7. 


140-79-A — B.S.I. — 37  Stafford  Avenue,  west  side,  209.54 
feet  north  of  Carlton  Boulevard,  Block  5715,  Lot  75, 
Borough  of  Staten  Island,  N.B.  #29/79,  re-  storm  water 
disposal  Local  Law  #7. 


141-79-A — B.S.I. — 35  Stafford  Avenue,  west  side,  235.62 
feet  north  of  Carlton  Boulevard,  Block  5715,  Lot  73, 
Borough  of  Staten  Island,  N.B.  #30/79,  re-  storm  water 
disposal  Local  Law  #7. 


142-79-A — B.S.I. — 31  Stafford  Avenue,  west  side,  261.69 
feet  north  of  Carlton  Boulevard,  Block  5715,  Lot  71, 
Borough  of  Staten  Island,  N.B.  #31/79,  re-  storm  water 
disposal  Local  Law  #7. 


143-79-A — B.S.I. — 29  Stafford  Avenue,  west  side,  287.77 
feet  north  of  Carlton  Boulevard,  Block  5715,  Lot  69, 
Borough  of  Staten  Island,  N.B.  #32/79,  re-  storm  water 
disposal  Local  Law  #7. 


144-79-A — B.S.I. — 27  Stafford  Avenue,  west  side,  313.84 
feet  north  of  Carlton  Boulevard,  Block  5715,  Lot  67, 
Borough  of  Staten  Island,  N.B.  #33/79,  re-  storm  water 
disposal  Local  Law  #7. 


145-79-A — B.S.I. — 25  Stafford  Avenue,  west  side,  339.92 
feet  north  of  Carlton  Boulevard,  Block  5715,  Lot  65, 
Borough  of  Staten  Island,  N.B.  #34/79,  re-  storm  water 
disposal  Local  Law  #7. 


146-79-BZ — B.Q. — 210-01/21  Jamaica  Avenue,  northeast 
corner  of  210th  Street,  Block  10543,  Lot  3,  Queens  Vil¬ 
lage,  Borough  of  Queens,  Community  Board  #13Q.  Alt. 
#1231/78,  re-  Proposed  enlargement  of  the  existing  build¬ 
ing  and  the  change  of  use  of  an  existing  gasoline  service 
station,  Cont.  Cal.  #929-57-B.Z. 


147-79-A — B.S.I. — 47  Shift  Place,  southeast  corner  of 
Powell  Street,  Block  6085,  Lot  190,  Huguenot,  Borough 
of  Staten  Island,  N.B.  #1461/78,  re-  storm  water  disposal 
Local  Law  #7. 


148-79-A — B.S.I. — 37  Shift  Place,  south  west  corner  of 
Dahlia  Street,  Block  6085,  Lot  180,  Huguenot,  Borough 
of  Staten  Island,  N.B.  #1462/78,  re-  storm  water  disposal 
Local  Law  #7. 


149-79-A — B.S.I. — 17  Shift  Place,  southwest  corner  of 
Dahlia  Street,  Block  6085,  Lot  92,  Huguenot,  Borough  of 
Staten  Island,  N.B.  #1463/78,  re-  storm  water  disposal 
Local  Law  #7. 


150-79-A — B.S.I. — 7  Shift  Place,  southwest  corner  of 
Huguenot  Avenue,  Block  6085,  Lot  85,  Huguenot,  Bor¬ 
ough  of  Staten  Island,  N.B.  #1464/78,  re-  storm  water 
disposal  Local  Law  #7. 


151-79-A — B.S.I. — 400  Huguenot  Avenue,  west  side,  69.24 
feet  south  of  Shift  Place,  Block  6085,  Lot  80,  Huguenot, 
Borough  of  Staten  Island,  N.B.  #1465/78,  re-  storm 
water  disposal  Local  Law  #7. 
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Staten  Island,  N.B.  #1466/78,  re-  storm  water  disposal 
Local  Law  #7. 


153-79-A — B.S.I. — 80  Dahlia  Street,  west  side,  69.01  feet 
south  of  Shift  Place,  Block  6085,  Lot  175,  Huguenot,  Bor¬ 
ough  of  Staten  Island,  N.B.  #1467/78,  re-  storm  water 
disposal  Local  Law  #7. 


154-79- A — B.S.I. — 46  Rye  Avenue,  southwest  corner  of 
Van  Brunt  Street,  Block  5628,  Lot  29,  Eltingville,  Bor¬ 
ough  of  Staten  Island,  N.B.  #1756/78,  re-  storm  water 
disposal  Local  Law  #7. 


155-79-A — B.S.I. — 9  Van  Brunt  Street,  east  side,  40.00  feet 
south  of  Rye  Avenue,  Block  5628,  Lot  30,  Eltingville, 
Borough  of  Staten  Island,  N.B.  #1757/78,  re-  storm 
water  disposal  Local  Law  #7. 


RESTORED  TO  DOCKET 

49-78-A — B.M. — 218  West  49th  Street  and  1607  Broad¬ 
way,  southwest  corner,  Block  1020,  Lots  20  and  43,  Bor¬ 
ough  of  Manhattan,  reopened  and  restored  by  motion  of 
the  Board  to  amend  the  resolution  adopted  on  November 
21st,  1978. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q.- — Department  of  Buildings,  Queens;  B.S.I. — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


MARCH  13,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  morning,  March  13,  1979,  at  10  o’clock  at  80  Lafa¬ 
yette  Street,  9th  floor,  New  York,  N.Y.  10013,  on  the  follow¬ 
ing  matters : 

SPECIAL  ORDER  CALENDAR 
528-31-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Jacob  Horr  and 
Sophie  Horr,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  12,  1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7f  and  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  local  retail  use  district, 
the  extension  and  reconstruction  of  existing  gasoline  service 
station,  to  include  lubritorium,  auto  laundry,  motor  vehicle 
repair  shop,  boiler  room  and  office. 

PREMISES  AFFECTED— 70-38  to  70-48  Kissena  Boule¬ 
vard  and  153-11  to  153-19  70th  Road,  northwest  corner, 
Block  6656,  Lot  52,  Flushing,  Borough  of  Queens.  Com¬ 
munity  Board  #8Q. 


1004-61-A 

APPLICANT — Richard  I.  Pezenik  for  Elm  Coated  Fabrics, 
Division  of  Kalex  Chemical  Products,  Incorporated,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expires  May  3,  1979 — 
appeal  from  an  order  and  a  decision  of  the  Fire  Com¬ 
missioner  re-  installation  of  storage  tanks  for  plasticizers ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 206-224  Steward  Avenue,  east 
side,  from  Meadow  Street  to  Metropolitan  Avenue,  Block 
2952,  Lot  1,  Borough  of  Brooklyn. 


211-78-BZ 

APPLICANT — Bachrach  and  Block  for  Young  Israel  of 
Staten  Island,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  Borough  Super¬ 
intendent,  to  permit  in  an  R3-2  district,  the  construction  of 
an  extension  to  a  Community  facility  structure  that  en¬ 
croaches  on  the  required  front  and  side  yards  and  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED— 835  Forest  Hills  Road,  south¬ 
east  corner  of  Willowbrook  Road,  a/k/a  15  Uxbridge 
Street,  Block  1987,  Lot  59,  Willowbrook,  Borough  of 
Staten  Island.  Community  Board  #2S.I. 


74-76-A 

APPLICANT — Leonard  F.  Rothkrug  for  Julius  Fiorillo, 
Julius  F.  X.  Fiorillo  and  Douglas  P.  Fiorillo,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  March  14,  1979 
— filed  pursuant  to  Section  35  and  Section  36  (2)  of  the 
General  City  Law  re-  proposed  accessory  parking  in  the 
bed  of  a  mapped  street,  waiver  from  requirements  that 
Delafield  Avenue  be  improved  as  a  street ;  previously 
granted  on  condition. 

PREMISES  AFFECTED — 5686  Riverdale  Avenue,  east 
side,  80.50  feet  south  of  West  259th  Street,  Block  5862  and 
5863,  Lots  33,  37,  44,  129,  130,  134,  143,  145,  147  and  148, 
Borough  of  The  Bronx. 


106-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-02  78th  Street,  west  side, 
270.62  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  21, 
Woodhaven,  Borough  of  Queens. 


107-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-04  78th  Street,  west  side, 
290.08  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  22, 
Woodhaven,  Borough  of  Queens. 


108-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 
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PREMISES  AFFECTED— 87-06  78th  Street,  west  side, 
309.52  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  23, 
Woodhaven,  Borough  of  Queens. 


109-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously- 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-08  78th  Street,  west  side, 
328.96  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  24, 
Woodhaven,  Borough  of  Queens. 


110-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-10  78th  Street,  west  side, 
348.40  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  25, 
Woodhaven,  Borough  of  Queens. 


111-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-12  78th  Street,  west  side, 
348.34  feet  north  of  88th  Avenue,  Block  8908,  Lot  26, 
Woodhaven,  Borough  of  Queens. 


112-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-14  78th  Street,  west  side, 
328.90  feet  north  of  88th  Avenue,  Block  8908,  Lot  27, 
Woodhaven,  Borough  of  Queens. 


113-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 


Resolution,  permitting  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-16  78th  Street,  west  side, 
309.46  feet  north  of  88th  Avenue,  Block  8908,  Lot  28, 
Woodhaven,  Borough  of  Queens. 


114-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-18  78th  Street,  west  side, 
290  feet  north  of  88th  Avenue,  Block  8908,  Lot  29,  Wood¬ 
haven,  Borough  of  Queens. 


115-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-19  77th  Street,  east  side,  290 
feet  north  of  88th  Avenue,  Block  8908,  Lot  56,  Woodhaven, 
Borough  of  Queens. 


116-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-17  77th  Street,  east  side, 
309.46  feet  north  of  88th  Avenue,  Block  8908,  Lot  57, 
Woodhaven,  Borough  of  Queens. 


117-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-15  77th  Street,  east  side, 
328.90  feet  north  of  88th  Avenue,  Block  8908,  Lot  58, 
Woodhaven,  Borough  of  Queens. 


118-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 
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SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expires  April  18,  1979 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three  story, 
three  family  dwelling  that  will  create  non-compliance  in 
the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-13  77th  Street,  east  side, 
348.34  feet  north  of  88th  Avenue,  Block  8908,  Lot  59, 
Woodhaven,  Borough  of  Queens. 


119-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expires  April  18,  1979 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three  story, 
three  family  dwelling  that  will  create  non-compliance  in 
the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-11  77th  Street,  east  side, 
337.34  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  60, 
Woodhaven,  Borough  of  Queens. 


120-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expires  April  18,  1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three  story, 
three  family  dwelling  that  will  create  non-compliance  in 
the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-09  77th  Street,  east  side, 
317.90  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  61, 
Woodhaven,  Borough  of  Queens. 


121-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expires  April  18,  1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three  story, 
three  family  dwelling  that  will  create  non-compliance  in 
the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-07  77th  Street,  east  side, 
298.26  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  62, 
Woodhaven,  Borough  of  Queens. 


122-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of  a 
three  story,  three  family  dwelling  that  will  create  non-com¬ 
pliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED — 87-05  77th  Street,  east  side, 
278.82  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  63, 
Woodhaven,  Borough  of  Queens. 


123-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED — 87-03  77th  Street,  east  side, 
259.36  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  64, 
Woodhaven,  Borough  of  Queens. 


4-53-BZ — Vol.  II 

APPLICANT — Walter  T.  Gorman  for  Texaco,  Incorporat¬ 
ed,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  term  of  variance  which 
expired  October  6,  1978 ;  and  for  amendment — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion  under  Section  7f  of  the  Zoning  Resolution,  permitting 
in  a  retail  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  office,  car  wash,  lubritorium,  sale 
of  accessories. 

PREMISES  AFFECTED — 2703  East  T'remont  Avenue, 
northeast  corner  of  St.  Raymonds  Avenue  and  southeast 
corner  of  Williamsbridge  Road  and  St.  Raymonds  Avenue, 
Block  4076,  Lot  12,  Borough  of  The  Bronx.  Community 
Board  #9BX. 


ZONING  CASES 

888-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Budget  Wines  and 
Liquors,  Incorporated,  owner. 

SUBJECT — Application  October  6,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-50  of 
the  Zoning  Resolution,  to  permit  in  a  C8-1  district  the 
enlargement  in  area  and  reconstruction  of  an  existing  build¬ 
ing  into  a  two  story  and  cellar  office  building  that  exceeds 
the  permitted  floor  area  ratio  and  encroaches  on  the  re¬ 
quired  yard  along  a  district  boundary. 

PREMISES  AFFECTED — 2460  Flatbush  Avenue,  west 
side,  200  feet  north  of  Avenue  U,  Block  8542,  Lot  65,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #18BK. 


900-78-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Joseph 
Romano,  owner. 

SUBJECT — Application  October  12,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  district  the  erection  of  a 
one  story  building  for  use  as  a  commercial  vehicle  storage 
establishment 

PREMISES  AFFECTED — 237-239  Smith  Street,  east  side, 
20  feet  north  of  Douglass  Street,  Block  409,  Lots  2  and  3, 
Borough  of  Brooklyn.  Community  Board  #6BK. 


1079-78-BZ 

APPLICANT — M.  Martin  Elkind  for  G  and  V  Construction, 
Incorporated,  owner. 

SUBJECT — Application  November  16,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
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ing  Resolution,  to  permit  in  an  R5  district  the  erection  of  a 
three  story,  three  family  dwelling  that  encroaches  on  the 
required  side  yard. 

PREMISES  AFFECTED— 68-13  64th  Street,  east  side, 
100.09  feet  south  of  64th  Avenue,  Block  3627,  Lot  22, 
Ridgewood,  Borough  of  Queens.  Community  Board  #5Q. 


1151-78-BZ 

APPLICANT — Sheldon  Lobel  for  Ragamon  Enterprises, 
Incorporated,  owner. 

SUBJECT — Application  December  27,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  M3-1  district  in  an  existing 
four  story  mixed  building,  the  enlargement  in  area  and  the 
change  of  the  first  and  second  floor  from  manufacturing 
uses  into  apartments,  the  third  and  fourth  floor  apartments 
to  remain. 

PREMISES  AFFECTED— 10-11  50th  Avenue,  north  side, 
120.25  feet  east  of  Vernon  Boulevard,  Block  42,  Lot  36, 
Long  Island  City,  Borough  of  Queens.  Community  Board 

#1Q. 


1152-78-A 

APPLICANT — Sheldon  Lobel  for  Ragamon  Enterprises, 
Incorporated,  owner. 

SUBJECT — Application  December  27,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED— 10-11  50th  Avenue,  north  side, 
120.25  feet  east  of  Vernon  Boulevard,  Block  42,  Lot  36, 
Long  Island  City,  Borough  of  Queens. 


967-77-BZ 

APPLICANT — Sheldon  Lobel  for  Romford  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  December  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9  district,  the  amendment 
to  a  new  building  application  that  creates  non-compliance 
in  lot  area  per  room. 

PREMISES  AFFECTED— 301/303  East  83rd  Street  and 
1602/1614  Second  Avenue,  northeast  corner,  Block  1546, 
Lots  1  and  50,  Borough  of  Manhattan.  Community  Board 

#8M. 

Laid  over  from  February  13,  1979,  for  hearing. 

223-78-A 

APPLICANT — Sheldon  Lobel  for  Romford  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  April  4,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  review  and  inter¬ 
pretation  of  zoning  matter. 

PREMISES  AFFECTED— 301/303  East  83rd  Street  and 
1614  Second  Avenue,  northeast  corner  of  East  83rd  Street 
and  Second  Avenue,  Block  1546,  Lots  1,  and  50,  Borough  of 
Manhattan. 

Laid  over  from  February  13,  1979,  for  hearing. 

492-78-A 

APPLICANT — Irving  E.  Minkin,  P.E.,  Acting  Commis¬ 
sioner  of  Department  of  Buildings. 

OWNER  OF  PREMISES— H.  J.  Kalikow  and  Company, 
Incorporated. 

SUBJECT — Application  June  28,  1978 — for  Revocation  of 
Certificate  of  Occupancy  #78511. 


PREMISES  AFFECTED— 301/303  83rd  Street  and  1602/ 
1610  Second  Avenue,  northeast  corner,  Block  1546,  Lots 
1-5,  62,  Borough  of  Manhattan. 

Laid  over  from  February  13,  1979,  for  hearing. 

Alan  D.  Gershuny,  Executive  Director 


MARCH  13,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  March  13,  1979,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

351-78-A 

APPLICANT — Basil  Gajdycz  for  136-40  Holding  Corpora¬ 
tion,  owner. 

SUBJECT — Application  May  12,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
cellar  apartment  without  adequate  adjacent  space. 
PREMISES  AFFECTED— 140  West  16th  Street,  south 
side,  275  feet  east  of  7th  Avenue,  Block  791,  Lot  68,  Bor¬ 
ough  of  Manhattan. 


924-78-A 

APPLICANT — Charles  M.  Spindler  Associates  for  Jack 
Lyons,  owner.  Shell  Oil  Company,  Long  Term  Lessee. 

SUBJECT— Application  October  20,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Proposed  conversion 
from  a  gasoline  service  station  to  self  service  gasoline 
service  station. 

PREMISES  AFFECTED— 249-15  Rockaway  Boulevard, 
southeast  corner  of  Riverside  Avenue,  Block  13895,  Lot  27, 
Hook  Creek,  Borough  of  Queens. 


925-78-A 

APPLICANT — Charles  M.  Spindler  Associates  for  Marga¬ 
ret  Distasio,  John  Banter,  Laura  Grieco,  owner.  Shell  Oil 
Company,  Long  Term  Lessee. 

SUBJECT — Application  October  20,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Proposed  conversion 
from  a  gasoline  service  station  to  self  service  gasoline 
service  station. 

PREMISES  AFFECTED — 50-72  Jamaica  Avenue,  south¬ 
west  corner  of  Pennsylvania  Avenue,  Block  3659,  Lots  4, 
14  and  15,  Borough  of  Brooklyn. 


951-78-A 

APPLICANT — Tucciarone  and  Di  Millia  for  Dr.  Anthony 
Bottone,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Proposed 
medical  offices  on  first  floor  of  frame  building  located 
within  the  fire  district. 

PREMISES  AFFECTED — 15-28  Parsons  Boulevard,  south¬ 
west  corner  of  Georgia  Road,  Block  5206,  Lot  22,  Flush¬ 
ing,  Borough  of  Queens. 

Alan  D.  Gershuny,  Executive  Director 


MARCH  20,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  morning  March  20,  1979,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 
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493-73-A 

APPLICANT — Atkin  and  Gibson  for  JBR  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  October  23,  1978 — appeal  from  a  decision  of 
the  Borough  Superintendent  re-  cellar  apartment,  Multiple 
Dwelling  Law;  previously  granted  on  condition. 

PREMISES  AFFECTED— 328  West  83rd  Street,  south 
side,  81.414  feet  east  of  Riverside  Drive,  Block  1245,  Lot  40, 
Borough  of  Manhattan. 


60-74-BZ 

APPLICANT — Tufo,  Johnston,  Zuccotti  and  Allegaert  for 
34th  Street  South  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
C5-3  and  Cl-9  district,  the  erection  of  a  20  story  and 
penthouse  multiple  dwelling  that  exceeds  the  permitted 
tower  coverage  and  floor  area  ratio  and  has  less  than  the 
required  lot  area  per  room  and  accessory  parking. 

PREMISES  AFFECTED — 115-125  East  34th  Street,  north 
side,  183.6  feet  east  of  Park  Avenue,  Block  890,  Lots  11, 
12,  13,  14,  15  and  16,  Borough  of  Manhattan.  Community 
Board  #6M. 


635-49-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Joseph  Bonanno, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  3,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  a  change  in 
occupancy  from  storage  of  fruit  and  truck  garage,  pre¬ 
viously  granted  by  the  Board,  to  ornamental  iron  works 
factory  with  accessory  welding  and  garage  for  two  trucks 
in  the  open  yard. 

PREMISES  AFFECTED — 78  Butler  Street,  south  side, 
150  feet  east  of  Smith  Street,  Block  409,  Lot  14,  Borough 
of  Brooklyn.  Community  Board  #6BK. 


439-75-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Scala  Cuffee 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  11,  1979 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R7-1  district,  the  erection  of 
a  one  story  building  for  use  as  an  eating  and  drinking 
establishment. 

PREMISES  AFFECTED — 2247  Southern  Boulevard,  790- 
798  Garden  Street,  northwest  corner,  Block  3112,  Lots  38 
and  41,  Borough  of  The  Bronx. 


238-73-A 

APPLICANT — Larry  Meltzer  of  Northville  Petroleum 
Carriers,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  term  of  variance  which 
expired  July  24,  1978;  and  for  amendment — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  transportation  of 


fuel  oil  in  tank  trucks  through  city  streets  not  in  conform¬ 
ity  with  the  requirements  of  the  Administrative  Code  of 
City  of  New  York;  previously  granted  on  condition. 


ZONING  CASES 

488-78-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Bleecker  Tower 
Tenants  Corporation,  owners. 

SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml -5  district,  the  conversion  of 
a  building  that  exceeds  the  permitted  area  from  manufac¬ 
turing  use  into  stores  and  joint  living  working  quarters 
for  artists. 

PREMISES  AFFECTED — 644  Broadway,  northeast  cor¬ 
ner  of  Bleecker  Street,  Block  529,  Lot  1,  Borough  of  Man¬ 
hattan.  Community  Board  #2M. 


889-78-BZ 

APPLICANT — Harry  Soled  for  Beth  Jacob  of  Flatbush, 
owner. 

SUBJECT — Application  October  6,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  (OP)  district,  the  en¬ 
largement  in  area  of  an  existing  two  family  dwelling  and 
the  conversion  into  a  parochial  school  that  creates  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  side  and 
rear  yard  encroachment  and  without  the  required  loading 
berth. 

PREMISES  AFFECTED — 1831  Ocean  Parkway,  east  side, 
246.7  feet  south  of  Avenue  R,  Block  6682,  Lot  85,  Borough 
of  Brooklyn.  Community  Board  #15BK. 


903-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  West  11th  Street 
Apartments,  owner. 

SUBJECT — Application  October  17,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-5  district,  the  conversion 
of  an  existing  federal  detention  center  into  a  multiple 
dwelling. 

PREMISES  AFFECTED— 373  West  11th  Street  and  427/ 
431  West  Street,  northeast  corner,  Block  638,  Lot  1,  Bor¬ 
ough  of  Manhattan.  Community  Board  #2M. 


946-78-BZ 

APPLICANT — Kenneth  H.  Koons  for  676  Hunts  Point 
Realty  Corporation,  owner. 

SUBJECT — Application  October  31,  1978— appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C2-4  district, 
the  construction  and  maintenance  of  an  automobile  wreck¬ 
ing  establishment  with  accessory  dismantling  and  sale  of 
parts. 

PREMISES  AFFECTED — 676  Hunts  Point  Avenue, 
southeast  corner  of  Spofford  Avenue,  Block  2766,  Lot  145, 
Borough  of  The  Bronx.  Community  Board  #2BX. 

Alan  D.  Gershuny,  Executive  Director 


MARCH  20,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon ,  March  20,  1979,  at  2  o’clock  at  80  Lafay- 
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ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

904-78-A 

APPLICANT — Jerome  H.  Levitt  for  Anthony  Scotto  and 
Edward  Taglianetti,  owner. 

SUBJECT — Application  October  16,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 4465  Arthur  Kill  Road,  north 
side,  583  feet  east  of  Kreischer  Street,  Block  7590,  Lot  64, 
Tottenville,  Borough  of  Staten  Island. 


952-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  Com¬ 
bustible  mixture  known  as  “Quaker  Maid  Anti-Freeze 
Coolant”  in  one  gallon  polyethylene  bottle  with  child  proof 
plastic  cap  with  heat  sealed  metal  foil,  container  not  in 
compliance  with  the  regulation  of  the  Administrative  Code 
of  the  City  of  New  York. 


953-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Pennzoil  Anti-Freeze  and 
Coolant”  in  one  gallon  polyethylene  bottle  with  child  proof 
plastic  cap,  container  not  in  compliance  with  the  regulation 
of  the  Administrative  Code  of  the  City  of  New  York. 


954- 78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Quaker  State  Anti-Freeze  and 
Coolant  Concentrate”  in  one  gallon  polyethylene  bottle 
with  child  proof  plastic  cap,  container  not  in  compliance 
with  the  regulation  of  the  Administrative  Code  of  the  City 
of  New  York. 

955- 78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Big  A  Anti-Freeze  and  Cool¬ 
ant”  in  one  gallon  polyethylene  bottle  with  child-proof 
cap,  container  not  in  compliance  with  the  regulation  of 
the  Administrative  Code  of  the  City  of  New  York. 


956-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “GM  Permanent  Type  Anti- 
Freeze  Coolant”  in  one  gallon  polyethylene  bottle  with 
child-proof  cap,  container  not  in  compliance  with  the 
regulation  of  the  Administrative  Code  of  the  City  of  the 
City  of  New  York. 


957-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “NAPA  Permanent  Anti- 
Freeze  and  Summer  Coolant”  in  one  gallon  polyethylene 
bottle  with  child-proof  plastic  cap,  container  not  in  com¬ 
pliance  with  the  regulation  of  the  Administrative  Code  of 
the  City  of  New  York. 


958-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Kendall  Anti-Freeze  Summer 
Coolant  All-Season”  in  one  gallon  polyethylene  bottle 
with  child-proof  cap,  container  not  in  compliance  with  the 
regulations  of  the  Administrative  Code  of  the  City  of 
New  York. 


959-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Mobil  Permazone  Anti-Freeze 
and  Coolant”  in  one  gallon  polyethylene  bottle  with  child¬ 
proof  plastic  cap  with  heat  sealed  foil  liner,  container  not 
in  compliance  with  the  regulation  of  the  Administrative 
Code  of  the  City  of  New  York. 


960-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Firestone  Frigitone  Anti- 
Freeze  and  Summer  Coolant”  in  one  gallon  polyethylene 
bottle  with  child-proof  cap,  container  not  in  compliance 
with  the  regulation  of  the  Administrative  Code  of  the  City 
of  New  York. 


961- 78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Sno-Flo  Year  Round  Protec¬ 
tion  Anti-Freeze  and  Coolant”  in  one  gallon  polyethylene 
bottle  with  child  proof  plastic  cap,  container  not  in  compli¬ 
ance  with  the  regulation  of  the  Administrative  Code  of  the 
City  of  New  York. 

962- 78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  Fire  Commissioner  re-  Packaging  of  combusti¬ 
ble  mixture  known  as  “UDS  Year  Round  Anti-Freeze  and 
Coolant”  in  one  gallon  polyethylene  bottle  with  child  proof 
plastic  cap,  container  not  in  compliance  with  the  regulation 
of  the  Administrative  Code  of  the  City  of  New  York. 
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963-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Valvoline  Permanent  Anti- 
Freeze  and  Summer  Coolant”  in  one  gallon  polyethylene 
bottle  with  child  proof  plastic  cap,  container  not  in  compli¬ 
ance  with  the  regulation  of  the  Administrative  Code  of  the 
City  of  New  York. 


964-78- A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Western  Auto  Permanent  Anti- 
Freeze  and  Summer  Coolant”  in  one  gallon  polyethylene 
bottle  with  child  proof  plastic  cap,  container  not  in  compli¬ 
ance  with  the  regulation  of  the  Administrative  Code  of  the 
City  of  New  York. 


965-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “J.  C.  Penny  Anti-Freeze 
Summer  Coolant”  in  one  gallon  polyethylene  bottle  with 
child-proof  plastic  cap,  container  not  in  compliance  with 
the  regulation  of  the  Administrative  Code  of  the  City  of 
New  York. 


966-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Mr.  Motor  Concentrated  All 
Season  Anti-Freeze  and  Summer  Coolant”  in  one  gallon 
polyethylene  bottle  with  child-proof  plastic  cap,  container 
not  in  compliance  with  the  regulation  of  the  Administrative 
Code  of  the  City  of  New  York. 


1073-78-A 

APPLICANT — A.  H.  Salkowitz  and  Carl  Heimberger  for 
Allied  Manor  Road  Company,  owner. 

SUBJECT — Application  November  13,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 800  Manor  Road,  west  side,  120 
feet  north  of  Manor  Road,  Block  752,  Lot  1,  Castleton 
Corners,  Borough  of  Staten  Island. 


1074-78-A 

APPLICANT — Leonard  F.  Rothkrug  for  Pamela  Equities 
Corporation,  owner. 

SUBJECT — Application  November  14,  1978— appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Multiple 
Dwelling  Law. 

PREMISES  AFFECTED — 39  Whitehall  Street,  southeast 
corner  of  Pearl  Street,  Block  8,  Lot  32,  Borough  of 
Manhattan. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  13,  1979,  10  A.  M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  January  30,  1979  were 
approved  as  printed  in  the  Bulletin  of  February  8,  1979, 
Volume  64,  Number  6. 


532-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979— appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm  water 
(Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 92  Tillman  Street,  south  side, 
94.97  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  345, 
Todt  Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  10,  1978,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
10,  1978  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  197-77) 

533-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm  water 
(Local  Law  #7)  ;  previously  granted  on  condition. 
PREMISES  AFFECTED — 169  LaGuardia  Avenue,  south¬ 
east  corner  of  Tillman  Street,  Block  696,  Lot  338,  Todt 
Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  10,  1978,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
10,  1978  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  791-77) 


534-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — Appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  re-  proposed  use  of  drywells  for  disposal  of  storm 
water  (Local  Law  #7)  ;  previously  granted  on  condition. 
PREMISES  AFFECTED — 175  LaGuardia  Avenue,  east 
side,  63.35  feet  south  of  Tillman  Street,  Block  696,  Lot  335, 
Todt  Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  10,  1978,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
10,  1978  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  793-77) 


535-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideraiton — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — Appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm 
water  (Local  Law  #7)  ;  previously  granted  on  condition. 
PREMISES  AFFECTED — 181  LaGuardia  Avenue,  north¬ 
east  corner  of  Lincoln  Avenue,  Block  696,  Lot  332,  Todt 
Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  . . .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  10,  1978,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
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10,  1978  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  794-77) 


536-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  proposed  building  not  fronting  on  a  legally 
mapped  street  and  proposed  use  of  drywells  for  the  disposal 
of  storm  water  (Local  Law  #7)  ;  previously  granted  on 
condition. 

PREMISES  AFFECTED— 93  Lincoln  Street,  north  side, 
97.96  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  328, 
Todt  Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD— Application  reopened  and  time 
extended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  10,  1978,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
10,  1978  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  795-77) 


537-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  proposed  building  not  fronting  on  a  legally 
mapped  street  and  proposed  use  of  drywells  for  the  disposal 
of  storm  water  (Local  Law  #7)  ;  previously  granted  on 
condition. 

PREMISES  AFFECTED— 94  Lincoln  Street,  south  side, 
100  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  274, 
Todt  Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  10,  1978,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
10,  1978  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  796-77) 


538-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete — expired  January  10,  1979 — 
appeal  from  a  decision  of  the  Borough  Superintendent  re¬ 
proposed  use  of  drywells  for  disposal  of  storm  water 
(Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 193  LaGuardia  Avenue,  south¬ 
east  corner  of  Lincoln  Avenue,  Block  696,  Lot  269,  Todt 
Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  10,  1978,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
10,  1978  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  797-77) 


539-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  re-  proposed  use  of  drywells  for  disposal  of  storm 
water  (Local  Law  #7)  ;  previously  granted  on  condition. 
PREMISES  AFFECTED — 201  LaGuardia  Avenue,  north¬ 
east  corner  of  CroakAvenue,  Block  696,  Lot  266,  Todt 
Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION—  . 

Whereas,  this  application  was  granted  by  the  Board  on 
January  10,  1978,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
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10,  1978,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  798-77) 


540-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  re-  proposed  use  of  drywells  for  disposal  of  storm 
water  (Local  Law  #7)  ;  previously  granted  on  condition. 
PREMISES  AFFECTED — 205  LaGuardia  Avenue,  north¬ 
east  corner  of  Croak  Avenue,  Block  696,  Lot  263,  Todt 
Hill,  Borough  of  Staten  Island. 

APPEARANCES — 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  10,  1978,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
10,  1978,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  799-77) 


541-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — filed  pursuant  to  Section  36,  Article  3  of  the  Gen¬ 
eral  City  Law  re-  proposed  building  not  fronting  on  a 
legally  mapped  street  and  proposed  use  of  drywells  for 
the  disposal  of  storm  water  (Local  Law  #7)  ;  previously 
granted  on  condition. 

PREMISES  AFFECTED — 93  Croak  Avenue,  north  side, 
100  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  255, 
Todt  Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  10,  1978,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 


10,  1978  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  800-77) 


542-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — filed  pursuant  to  Section  36,  Article  3  of  the  Gen¬ 
eral  City  Law  re-  proposed  building  not  fronting  on  a 
legally  mapped  street  and  proposed  use  of  drywells  for 
the  disposal  of  storm  water  (Local  Law  #7)  ;  previously 
granted  on  condition. 

PREMISES  AFFECTED — 88  Croak  Avenue,  south  side, 
79.50  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  210, 
Todt  Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  10,  1978,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
10,  1978  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  801-77) 


543-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  re-  proposed  use  of  drywells  for  the  disposal  of 
storm  water  (Local  Law  # 7 )  ;  previously  granted  on 
condition. 

PREMISES  AFFECTED — 85  Boulivar  Street,  northeast 
corner  of  LaGuardia  Avenue,  Block  696,  Lot  200,  Todt 
Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  10,  1978,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
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10,  1978  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution. 
(N.B.  802-77) 


544-77-A 

APPLICANT— Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superinten¬ 
dent  re — proposed  use  of  drywells  for  disposal  of  storm 
water  (Local  Law  #7)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED— 965  Manor  Road,  east  side,  40.1 
feet  south  of  Croak  Avenue,  Block  698,  Lot  7,  Todt  Hill, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board 
on  January  10,  1978,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
10,  1978  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  803-77) 


49-78-A 

APPLICANT — Jacob  Leff  for  Michael  Zaffarno,  owner; 

Tel-A-Gay,  Incorporated,  lessee. 

SUBJECT — Application  for  consideration — to  reopen  and 
restore  to  the  docket  by  the  Board  to  amend  the  resolution 
dated  November  21,  1978 — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  removal  of  mattresses  and  beds 
from  cubicles  and  all  bamboo  decorations ;  previously 
granted  on  condition. 

PREMISES  AFFECTED— 218  West  49th  Street  and  1607 
Broadway,  southwest  corner,  Block  1020,  Lots  43  and  20, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  docket  by  the  Board  to  amend  the  resolution  dated 
November  21,  1978. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice-Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  restore  to  the  docket  the  resolution  adopted 
on  November  21,  1978,  only  as  to  amend  the  resolution,  to 
include  the  condition  (new  matter  in  italics)  “.  .  .  .  that  all 
mattresses  be  removed  until  an  approved  automatic  sprinkler 
system  is  installed  and  signed  off  by  the  Department  of 


Buildings  or  fire  watch  guards  and  security  officers  shall  be 
on  premises  twenty -four  hours  a  day,  seven  (7)  days  a  week, 
in  accordance  with  the  fire  department  procedures. 


1051-21-BZ — Vol.  IV 

APPLICANT — Lama  and  Vassalotti  for  Victor  and  Alfred 
Algretti,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  17, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7i  of  the  Zoning 
Resolution,  permitting  on  a  plot  partly  in  business  and 
partly  in  residence  use  district,  the  erection  and  maintenace 
of  a  one  story  extension  to  an  existing  building  and  extend 
the  present  use  of  garage  for  trucks  and  repair  shop  to 
include  body  and  fender  work,  incidental  painting  and 
spraying,  welding  and  storage  of  parts. 

PREMISES  AFFECTED— 1820-1832  Cropsey  Avenue  and 
231-245  Bay  19th  Street,  southeast  corner,  Block  6464,  Lot 
16,  Borough  of  Brooklyn.  Community  Board  #11BK. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  Community  Board  #11BK.  was  notified  by  the 
applicant  on  December  18,  1978  and  no  response  was  received. 

Whereas,  this  application  was  granted  by  the  Board  as 
a  Vol.  II  on  March  17,  1959,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
February  13,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  17, 
1959  as  amended  through  June  3,  1969  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  ten  years  from  March  17,  1979, 
to  permit  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects; 
and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained  within  one  year  from  the  date  of  this  amended 
resolution.”  (Alt.  853-58) 


60-37-BZ— Vol.  IV 

APPLICANT — Larry  Meltzer  for  148  Jamaica  Avenue  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  November  6.  1973 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tion  7h  of  the  Zoning  Resolution,  permitting  in  a  business 
and  residence  use  district,  that  portion  of  the  premises 
where  unbuilt  upon,  to  the  rear  of  the  store  building,  to  be 
occupied  for  the  parking  of  motor  vehicles  of  the  pleasure 
car  type  belonging  to  the  employees  and  patrons  of  the 
stores. 

PREMISES  AFFECTED — 32-11  to  32-21  Newton  Avenue 
and  28-36  to  28-58  33rd  Street,  Block  619,  Lot  1,  Astoria, 
Borough  of  Queens.  Community  Board  #1Q. 
APPEARANCES— 

For  Applicant:  Ronald  Ogur. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 
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MINUTES 


THE  VOTE — 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  Community  Board  #1Q.  recommended  ap¬ 
proval,  received  September  28,  1978,  and 
Whereas,  this  application  was  granted  by  the  Board  as 
a  Vol.  II  on  July  23,  1957,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
February  13,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  23,  1957  as  amended  through 
October  21,  1969  only  as  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  on  condition  that  the 
gates  shall  be  repaired  where  required,  that  a  full  width 
sidewalk  shall  be  installed,  remove  barbwire  from  the 
fence,  that  bumpers  shall  be  installed  where  required, 
that  the  dumpster  shall  be  relocated  to  a  proper  location, 
and  that  all  weeds  shall  be  removed  from  the  parking 
lot  area;  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects, 
and  that  a  new  Certificate  of  Occupancy  shall  be  obtained 
within  one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  84-69) 


154-50-BZ— Vol.  II 

APPLICANT — Walter  T.  Gorman  for  Shell  Oil  Company, 
long  term  lessee;  R.  Kisch  and  F.  Schaftel,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7f  and  7i  of  the  Zoning  Resolution,  permitting  in  a  business 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium  auto  laundry,  motor  vehicle 
repairs,  sale  of  auto  accessories,  storage  and  office  and 
parking  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 5213-5229  Flatlands  Avenue, 
1260-1264  East  53rd  Street,  northwest  corner  and  5212 
Avenue  J.  Block  7800,  Lot  39,  Borough  of  Brooklyn. 
Community  Board  #18BK. 

APPEARANCES— 

For  Applicant :  Carl  A.  Sulfaro. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf _ 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as  a 
Vol.  II  on  March  13,  1971  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  11, 
1950  as  amended  through  July  21,  1970  by  adding  thereto: 
‘‘that  the  existing  ground  signs  advertising  the  brand  of 
gasoline  on  sale,  may  also  include  the  wording  ‘auto 
care’ ;  substantially  as  shown  on  revised  drawings  of  pro¬ 
posed  conditions  marked  ‘Received  October  31,  1978’ — 
two  sheets ;  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(E.S.  481-78  &  582-78) 


208-53-BZ 

APPLICANT — Walter  T.  Gorman  for  Getty  Oil  Company 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  26, 
1979  and  for  amendment — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7f,  7h  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium  car  wash  (non-auto¬ 
matic),  storage  and  sales  of  accessories,  motor  vehicle 
repairs  and  office  and  permitting  the  parking  of  cars  await¬ 
ing  to  be  serviced. 

PREMISES  AFFECTED— 5801-5829  Flatlands  Avenue  and 
965-977  East  58th  Street,  northeast  corner  and  892-896  East 
59th  Street,  Block  7762,  Lot  1,  Borough  of  Brooklyn.  Com¬ 
munity  Board  #18BK. 

APPEARANCES— 

For  Applicant :  Carl  A.  Sulfaro. 

ACTION  OF  BOARD — Application  reopened,  term  of  vari¬ 
ance  extended  and  resolution  amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  Community  Board  #18BK  was  notified  by  the 
applicant  on  October  17,  1978  and  no  response  was  received; 
and 

Whereas,  this  application  was  granted  by  the  Board  on 
January  26,  1954,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  13,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
26,  1954  as  amended  through  July  8,  1969  by  adding  thereto: 
“that  this  variance  shall  continue  for  a  term  of  ten  years 
from  the  date  of  this  amended  resolution;  and  that  this 
gasoline  service  station  shall  substantially  conform  to 
revised  drawings  of  proposed  conditions,  marked  ‘Re¬ 
ceived  December  27,  1978’,  two  sheets,  on  condition  that 
the  northeasterly  portion  of  the  lot  shall  be  kept  clean 
and  all  weeds  removed ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained  within  one  year  from  the  date  of  this  amended 
resolution.”  (N.B.  159-53) 


457-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Jacob  Blei  and 
Kate  Trachtman,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  17, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  and  7e  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  proposed  parking  of  motor  vehicles,  accessory  and 
consumer  parking,  accessory  loading  and  unloading  in  con¬ 
junction  with  adjoining  factory. 

PREMISES  AFFECTED — 152-154  India  Street,  south  side, 
150  feet  east  of  Manhattan  Avenue,  Block  2541,  Lots  12 
and  13,  Borough  of  Brooklyn.  Community  Board  #1BK. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 
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MINUTES 


THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  Community  Board  #1BK  was  notified  by  the 
applicant  on  November  21,  1978  and  no  response  was  received; 
and 

Whereas,  this  application  was  granted  by  the  Board  on 
December  4,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  13,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
4,  1956  as  amended  through  October  30,  1973  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .;  on  condition  that 
bumpers  shall  be  maintained  along  the  west  lot  line,  that 
the  sidewalks  and  curbs  shall  be  repaired  and  maintained, 
that  the  fences  shall  be  made  more  than  50  percent  opaque, 
and  that  the  barb  wire  shall  be  removed  from  the  fence; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects;  and  that  a 
new  Certificate  of  Occupancy  shall  be  obtained  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  1433-56) 


405-68-BZ 

APPLICANT — Edwin  Storch  for  Adrian  Homes  Company, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  term  of  variance 
which  expired  October  22,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R5  district,  the  erection  of  a  one  story  building  for  use  as 
a  factory  with  loading  and  unloading. 

PREMISES  AFFECTED— 37-20  58th  Street,  west  side,  175 
feet  south  of  37th  Avenue,  Block  1212,  Lot  20,  Woodside, 
Borough  of  Queens.  Community  Board  #2Q. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  Community  Board  #2Q  was  notified  by  the 
applicant  on  December  21,  1978  and  no  response  was  received; 
and 

Whereas,  this  application  was  granted  by  the  Board  on 
October  22,  1968  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  13,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  October  22,  1968  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  on  condition  that  the 
sidewalk  area  shall  be  kept  cleaned  and  maintained  at 
all  times;  that  other  than  as  herein  amended  the  resolu¬ 


tion  above  cited  shall  be  complied  with  in  all  respects, 
and  that  a  new  Certificate  of  Occupancy  shall  be  obtained 
within  one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  1403-67) 


394-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Paul  and  Nunzia 
Petrone,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  29, 
1979 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  conversion  of 
an  accessory  five  car  garage  to  an  automobile  repair  shop. 

PREMISES  AFFECTED— 211-21  and  211-27  45th  Road, 
north  side,  200  feet  east  of  211th  Road,  Block  1713,  Lots 
46  and  47,  Bayside,  Borough  of  Queens.  Community  Board 
#11Q. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Mandingo  Tshaka. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  29,  1974,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
February  13,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
29,  1974  as  amended  through  October  24,  1978  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (Alt.  343-73) 


71-77-BZ 

APPLICANT — Paul  Gugliotta  for  Flower  Tenants  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  November  15,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
Ml -6  district,  in  an  existing  fourteen  story  building,  the 
conversion  of  the  second  through  fourteenth  floor  from 
commercial  use  into  joint  living/working  quarter. 

PREMISES  AFFECTED— 46-50  West  29th  Street,  south 
side,  91.8  feet  east  of  Avenue  of  Americas,  Block  830,  Lot 
74,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Helmut  Beron. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 
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MINUTES 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  15,  1977,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  15,  1977  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  1116-76) 


482-77-BZ 

APPLICANT — Max  M.  Simon  for  Holiday  Inns  of  America 
(Franchise:  New  York  Motel  Enterprises,  Incorporated), 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  November  29, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  at  an  existing  hotel 
the  enlargement  in  area  of  the  first  floor  lobby  area  that 
increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED— 423-437  West  56th  Street,  north 
side,  275  feet  east  of  10th  Avenue,  426  West  57th  Street, 
Block  1066,  Lots  12,  13,  14,  15,  16,  17,  18,  19,  46,  47,  48, 
49,  50,  51  and  148,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Norman  A.  Levy. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  29,  1977,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  29,  1977  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (Alt. 
326-77) 


505-77-BZ 

APPLICANT — Harold  Herman  for  Solita  N.  Herman 
(Trustee),  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which1  expired  January  17, 
1979— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  enlargement 
by  four  additional  stores  on  an  existing  five  story  garage 
structure  and  the  conversion  into  a  multiple  dwelling 
that  creates  non-compliance  in  floor  area  ratio,  open  space 
ratio,  lot  area  per  room  and  penetration  of  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 423-425  East  76th  Street,  north 
side,  250  feet  west  of  York  Avenue,  Block  1471,  Lot  13, 
Borough  of  Manhattan.  Community  Board  #8M. 
APPEARANCES— 

For  Applicant :  Harold  Herman. 


ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  17,  1978,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
17,  1978  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (Alt. 
129-77) 


164-60-BZ 

APPLICANT — Arthur  Levine  for  Catherine  Bartley,  Mary 
Bartley,  Virginia  Bartley  and  Albina  Bartley,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  January  10,  1976 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Sections  7e,  7f  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  retail  use  district  the  erection  and  maintenance  of  a 
gasoline  service  station,  auto  washing,  non-automatic,  lu¬ 
brication,  office  sale  of  auto  accessories,  minor  auto  repairs 
with  hand  tools  only,  parking  and  storage  of  more  than 
five  motor  vehicles,  and  a  ground  sign. 

PREMISES  AFFECTED— 100-16  to  100-24  (100-20  offi¬ 
cial)  Metropolitan  Avenue,  southeast  corner  of  70th  Road, 
Block  3895,  Lot  32,  Forest  Hills,  Borough  of  Queens. 
Community  Board  #5Q. 

APPEARANCES — 

For  Applicant:  Arthur  Levine. 

ACTION  OF  BOARD — Laid  over  to  March  27,  1979,  at 
10  A.M.,  Special  Order  Calendar,  for  decision;  hearing 
closed. 


849-66-BZ 

APPLICANT — Charles  M.  Spindler  Associates  for  Shell 
Oil  Company ;  long  term  lessee ;  Ben-Dor  Corporation  and 
Rofar  Realty  Corporation,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  72-211  and  73-212  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  C4-1  district,  the  erection  of  an  automotive 
service  station  with  accessory  uses  and  accessory  signs  that 
encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED— 2820  Hylan  Boulevard,  north¬ 
east  corner  of  Tysens  Lane,  Block  3980,  Lot  1  (formerly 
Part  of  Lot  1),  New  Dorp,  Borough  of  Staten  Island. 
Community  Board  #2S.I. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Laid  over  to  February  27,  1979, 
at  10  A.M.,  Special  Order  Calendar,  for  deferred  decision; 
new  plans ;  hearing  closed. 


505-77-BZ 

APPLICANT — Harold  Herman  for  Solita  N.  Herman 
Trustee),  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R8  district,  the  enlargement  by  four  additional  stores  on 
an  existing  five  story  garage  structure  and  the  conversion 
into  a  multiple  dwelling  that  creates  non-compliance  in 
floor  area  ratio,  open  space  ratio,  lot  area  per  room  and 
penetration  of  the  sky  exposure  plane. 

PREMISES  AFFECTED— 423-425  East  76th  Street,  north 
side,  250  feet  west  of  York  Avenue,  Block  1471,  Lot  13, 
Borough  of  Manhattan.  Community  Board  #8M. 
APPEARANCES— 

For  Applicant:  Harold  Herman. 

ACTION  OF  BOARD — Laid  over  to  February  20,  1978,  at 
10  A.M.,  Special  Order  Calendar,  for  hearing;  additional 
information. 


967-77-BZ 

APPLICANT — Sheldon  Lobel  for  Romford  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  December  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -9  district,  the  amendment 
to  a  new  building  application  that  creates  non-compliance 
in  lot  area  per  room. 

PREMISES  AFFECTED— 301/303  East  83rd  Street  and 
1602/1614  Second  Avenue,  northeast  corner,  Block  1546, 
Lots  1  and  50,  Borough  of  Manhattan.  Community  Board 
#8M. 

APPEARANCES— 

For  Applicant:  Joel  M.  Schwartz. 

For  Administration:  John  Karfmon,  C.P.C. 

ACTION  OF  BOARD — Laid  over  to  March  13,  1979,  at 
10  A.M.,  for  hearing  at  the  request  of  the  Law  Department. 


223-78-A 

APPLICANT — Sheldon  Lobel  for  Romford  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  April  4,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  review  and  inter¬ 
pretation  of  zoning  matter. 

PREMISES  AFFECTED— 301-303  East  83rd  Street,  and 
1614  Second  Avenue,  northeast  corner  of  East  83rd  Street 
and  Second  Avenue,  Block  1546,  Lots  1  and  50,  Borough 
of  Manhattan. 

ACTION  OF  BOARD — Laid  over  to  March  13,  1979,  at 
10  A.M.,  for  hearing  at  the  request  of  the  Law  Department 


492-78-A 

APPLICANT — Irving  E.  Minkin,  P.E.,  Acting  Commis¬ 
sioner  of  Department  of  Buildings. 

OWNER  OF  PREMISES — H.  J.  Kalikow  and  Company, 
Incorporated. 

SUBJECT1 — Application  June  28,  1978 — for  Revocation  of 
Certificate  of  Occupancy  #78511. 

PREMISES  AFFECTED— 301/303  East  83rd  Street  and 
1602/1610  Second  Avenue,  northeast  corner,  Block  1546, 
Lots  1-5  and  62,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Owner:  Joel  M.  Schwartz. 

For  Administration:  John  Karfmon,  C.P.C. 

ACTION  OF  BOARD — -Laid  over  to  March  13,  1979,  at 
10  A.M.,  for  hearing  at  the  request  of  the  Law  Department. 


115-78-BZ 

APPLICANT — Sheldon  Lobel  for  Ivan  Natchev  and  Jacque¬ 
line  Natchev,  owners. 

SUBJECT — Application  February  16,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  the  maintenance  of 
an  automobile  laundry  that  has  less  than  the  required 
reservoir  space. 

PREMISES  AFFECTED — 244  Flatbush  Avenue  Extension, 
southwest  corner  of  Gold  Street,  Block  2060,  Lots  8  and  12, 
Borough  of  Brooklyn.  Community  Board  #2BK. 
APPEARANCES— 

For  Applicant:  Sheldon  Lobel,  Jacqueline  and  Ivan 
Natchev. 

For  Opposition:  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


ACTION  OF  BOARD— Laid  over  to  February  20,  1979, 
at  10  A.M.,  for  decision,  hearing  closed. 


550-78-BZ 

APPLICANT — Rampulla  Associates  for  Louis  Crispi, 
owner. 

SUBJECT— Application  July  19,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  story  and  basement  enlargement  to  an  existing  banquet 
hall,  restaurant  and  cabaret  establishment. 

PREMISES  AFFECTED — 67  Olympia  Boulevard,  north 
side,  230.38  feet  west  of  Piava  Avenue,  Block  3281,  Lot  10, 
South  Beach,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 

APPEARANCES— 

For  Applicant:  Philip  J.  Rampulla  and  Louis  Crispi. 

For  Opposition:  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  27,  1979, 
at  10  A.M.,  for  decision,  hearing  closed. 

647-78-BZ 

APPLICANT— Ludwig  P.  Bono  for  Nicholas  Fasanella, 
owner. 

SUBJECT — Application  August  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction 
and  maintenance  of  a  public  parking  lot  including  com¬ 
mercial  vehicle  storage. 

PREMISES  AFFECTED— 1696  Banyer  Place  and  945 
Croes  Avenue,  southwest  corner,  Block  3660,  Lot  27, 
Borough  of  The  Bronx.  Community  Board  #9BX. 

APPEARANCES— 

For  Applicant:  Ludwig  P.  Bono. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at 
10  A.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


673-78-BZ 

APPLICANT — Diffendale  and  Kubec  for  Anzo  Assocates, 
Incorporated,  owner. 
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SUBJECT — Application  August  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  Rl-2  (SRO)  dis¬ 
trict,  on  a  plot  with  less  than  the  required  lot  area,  the 
erection  of  a  one  family  dwelling  that  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED — 5  Koch  Boulevard,  northwest 
corner  of  Retford  Avenue,  Block  5333,  Lot  36,  Eltingville, 
Borough  of  Staten  Island.  Community  Board  #3S.I. 

APPEARANCES— 

For  Applicant:  Peter  W.  Diffendale. 

For  Opposition :  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 


ACTION  OF  BOARD — Laid  over  to  February  27,  1979,  at 
10  A.M.,  for  decision,  hearing  closed. 


674-78-BZ 

APPLICANT — Diffendale  and  Kubec  for  Anzo  Associates, 
Incorporated,  owner. 

SUBJECT — Application  August  9,  1978— decision  of  the 
Borough  Superintendent,  under  Section  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  Rl-2  (SRO)  dis¬ 
trict,  on  a  plot  with  less  than  the  required  lot  area,  the 
erection  of  a  one  family  dwelling. 

PREMISES  AFFECTED— 65  Koch  Boulevard,  northwest 
corner  of  Preston  Avenue,  Block  5333,  Lot  42,  Eltingville, 
Borough  of  Staten  Island.  Community  Board  #3S.l. 

APPEARANCES— 

For  Applicant:  Peter  W.  Diffendale. 

For  Opposition :  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  27,  1979,  at 
10  A.M.,  for  decision,  hearing  closed. 


695-78-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Roy-Al  Company, 
owner. 

SUBJECT — Application  August  18,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-4  district,  the  enlargement  in 
floor  area  and  the  change  in  use  of  an  existing  manufactur¬ 
ing  building  into  a  multiple  dwelling. 

PREMISES  AFFECTED— 341  West  11th  Street/721 
Washington  Street,  northeast  corner,  Block  634,  Lot  47, 
Borough  of  Manhattan.  Community  Board  #2M. 
APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff,  Alan  S.  Kisseloff, 
Roy  Kahmian  and  Seymour  Churgin. 

For  Opposition :  Richard  S.  Kaye,  C.B.  #2M.,  Philip  G. 
Cavanaugh,  Jeffrey  A.  Joerger  and  David  Starkweather. 
ACTION  OF  BOARD — Laid  over  to  February  27,  1979, 
at  10  A.M.,  for  continued  hearing,  additional  information 
to  be  submitted. 


696-78- A 

APPLICANT — Samuel  J.  Kisseloff  for  Roy-Al  Company, 
owner. 


SUBJECT — Application  August  18,  1978 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple 
Dwelling  Law. 

PREMISES  AFFECTED— 341  West  11th  Street,  northeast 
corner  of  Washington  Street,  Block  634,  Lot  47,  Borough 

of  Manhattan. 

ACTION  OF  BOARD— Laid  over  to  February  27,  1979,  at 
10  A.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


709-78-BZ 

APPLICANT — Weinberg  and  Kirshenbaum  for  St.  Fin- 
barr’s  Roman  Catholic  Church,  owner,  Colonial  Mansion, 
Contract  Vendee. 

SUBJECT — Application  August  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  use  of  a  portion 
of  a  lot  presently  occupied  as  a  playground  as  an  accessory 
off-site  parking  facility  for  a  catering  establishment. 

PREMISES  AFFECTED — 1849  Bath  Avenue,  northeast 
corner  of  Bay  20th  Street,  Block  6405,  Lot  1,  Borough  of 
Brooklyn.  Community  Board  #11 BK. 

APPEARANCES— 

For  Applicant:  Harold  Weinberg,  P.E. 

For  Opposition:  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman 

Augusta,  Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative  .  0 


ACTION  OF  BOARD — Laid  over  to  February  27,  1979,  at 
10  A.M.,  for  decision;  additional  information;  hearing 
closed. 


724-78-BZ 

APPLICANT — Larry  Meltzer  for  Jobico  Realty  Corpora¬ 
tion,  owner.  Lorean  Enterprises  Incorporated,  lessee. 

SUBJECT — Application  September  1,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  within  an 
existing  two  story  store  and  office  building,  the  addition  to 
the  uses  of  the  first  floor  restaurant  to  include  limited 
cabaret. 

PREMISES  AFFECTED— 1702/1710  Sheepshead  Bay 
Road,  1620/1630  Voorhies  Avenue,  southwest  corner,  Block 
8770,  Lot  9,  Borough  of  Brooklyn.  Community  Board 

#15BK. 

APPEARANCES— 

For  Applicant :  Ronald  Ogur. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  27,  1979,  at 
10  A.M.,  for  decision,  hearing  closed. 


733-78-BZ 

APPLICANT — L.  Shutkind  and  J.  Marini  for  Francesco 
Armenio,  owner. 

SUBJECT — Application  September  11,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  maintenance 
of  an  enlargement  to  a  two  family  dwelling  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio,  lot 
area  per  room  and  side  yard  encroachment. 

PREMISES  AFFECTED— 1543  East  Gun  Hill  Road,  north 
side,  185.63  feet  east  of  Mickle  Avenue,  Block  4786,  Lot  30, 
Borough  of  The  Bronx.  Community  Board  #12BX. 
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APPEARANCES— 

For  Applicant:  Joseph  Marini,  P.E. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  6,  1979,  at 
10  A.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


859-78-A 

APPLICANT — Joseph  Marini  for  Francesco  Armenio, 

owner. 

SUBJECT — Application  September  21,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED— 1543  East  Gun  Hill  Road,  north 
side,  185.68  feet  east  of  Mickle  Avenue,  Block  4786,  Lot  30, 
Borough  of  The  Bronx. 

APPEARANCES — 

For  Applicant:  Joseph  Marini,  P.E. 

ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at 
10  A.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


885-78-BZ 

APPLICANT — John  D.  Castagnello  for  DGN  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  October  5,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-6  district,  in  an  existing  five 
story  building,  the  conversion  of  the  second  through  fifth 
floors  from  manufacturing  use  into  apartment. 
PREMISES  AFFECTED — 120  and  122  West  25th  Street, 
south  side,  225  feet  west  of  Avenue  of  the  Americas,  Block 
800,  Lot  53,  Borough  of  Manhattan.  Community  Board 
#4M. 

APPEARANCES— 

For  Applicant:  John  D.  Castagnello,  P.C.  and  Seymour 
Chur  gin. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at  10 
A.M.,  for  continued  hearing,  additional  information  to  be 
submitted. 


522-78-BZ 

APPLICANT — Stein,  Davidoff,  Malito  and  Katz  for  Otto 
Chicas  Corporation,  owner. 

SUBJECT — Application  July  7,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  in  an  existing 
six  story  building,  the  use  of  the  first  floor  and  mezzanine 
as  a  retail  store. 

PREMISES  AFFECTED— 117  East  115th  Street,  north 
side,  155  feet  east  of  Park  Avenue,  Block  1643,  Lot  8, 
Borough  of  Manhattan.  Community  Board  #11M. 
APPEARAN  CES — 

For  Applicant:  Howard  E.  Druckman. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD.  Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  30,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  13,  1979;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  9,  1978,  acting  on  Alt.  Applic.  #540/1978,  reads: 

“1.  A  commercial  use  (U.G.  6)  is  not  permitted  as 
of  right  in  a  residential  district,  Section  22-00  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  had  a  site 
and  neighborhood  evaluation  by  a  committee  of  the  Board 
consisting  of  Commissioner  Harry  M.  Carroll,  P.E.  and 
Commissioner  John  J.  Walsh,  P.E. ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R7-2  district,  in  an  existing  six  story 
building,  the  use  of  the  first  floor  and  mezzanine  as  a  retail 
store  on  condition  that  all  work  shall  substantially  conform  to 
drawings  as  they  apply  to  the  objection,  above  noted,  filed 
with  this  application,  marked  “Received  July  7,  1978”,  2 
sheets,  and  “December  4,  1978”,  6  sheets;  and  on  further 
condition  that  this  variance  shall  be  limited  to  a  term  of  5 
years;  that  all  windows  above  the  first  floor  be  securely 
blocked  and  maintained  closed;  that  all  apartments  remain 
vacant  until  approved  by  the  Department  of  Buildings;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


711-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Davmar  Estates, 
Incorporated,  owner. 

SUBJECT — Application  August  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  in  an  existing  two 
story  and  basement  mixed  building  the  conversion  of  the 
doctors  offices  in  the  cellar  into  apartments  that  creates 
non-compliance  in  floor  area  ratio  and  lot  area  per  room. 
PREMISES  AFFECTED — 22  Bay  Terrace,  southwest 
corner  of  Amboy  Road,  Block  5090,  Lot  35,  Great  Kills, 
Borough  of  Staten  Island.  Community  Board  #3S.I. 
APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


W hereas,  a  public  hearing  was  held  on  this  application 
on  January  30,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  13,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  1,  1978,  acting  on  Alt.  Applic.  #30/1978,  reads: 

“1.  The  proposed  change  of  occupancy  of  cellar 
medical  offices  to  apartments  in  a  building  located  in  an 
R3-2  zoning  district  creates  a  F.A.R.  of  141.17  which  is 
contrary  to  Section  23-141  of  the  Zoning  Resolution. 

2.  The  proposed  change  of  occupancy  of  cellar 
medical  offices  to  apartments  in  a  building  located  in  an 
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R3-2  zoning  district  creates  an  actual  lot  area  per  room 
of  less  than  375  sq.  ft.  contrary  to  Section  23-222  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  had  a  site 
and  neighborhood  evaluation  by  a  committee  of  the  Board 
consisting  of  Commissioner  John  J.  Walsh,  P.E.  and 
Commissioner  John  B.  Cincotta;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  limited  to  the  objection  cited,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  Section  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  in  an 
existing  two  story  and  basement  mixed  building,  the  conver¬ 
sion  of  the  doctors’  offices  in  the  cellar  into  apartments 
that  creates  noncompliance  in  floor  area  ratio  and  lot  area 
per  room  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  as  they  apply  to  the  objection  above  noted, 
filed  with  this  application,  marked  “Received  August  29, 
1978”,  5  sheets;  and  on  further  condition  that  the  cellar 
apartments  comply  fully  with  the  Multiple  Dwelling  Law 
and  the  Housing  and  Maintenance  Code;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


837-78-BZ 

APPLICANT — McGee  and  Morsellino  for  City  of  New 
York  H.D.A. 

SUBJECT — Application  September  19,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-4  district,  the  erection  of 
a  twenty  story  housing  for  the  elderly  that  pentrates  the 
sky  exposure  plane  and  without  the  required  accessory 
parking. 

PREMISES  AFFECTED — 49  Fulton  Street,  northwest 
corner  of  Pearl  Street,  Block  95,  Lot  27,  Borough  of  Man¬ 
hattan.  Community  Board  #1M. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Leonard  Bronstein,  Edith  Kraft  and 
Bert  Rovics. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  6,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  13,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  13,  1978,  acting  on  N.B.  Applic.  #26/1978, 
reads : 

“1.  Proposed  front  wall  exceeding  85  feet  in  height 
is  contrary  to  Section  34-10  and  23-632  Z.R. 

2.  Provide  proper  number  of  parking  spaces  as 
per  Section  36-352  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  had  a  site 
and  neighborhood  evaluation  by  a  committee  of  the  Board 
consisting  of  Commissioner  Harry  M.  Carroll,  P.E.  and 
Commissioner  John  J.  Walsh,  P.E. ;  and 


Whereas,  approval  of  this  application  was  recommended 
by  Community  Board  #1,  New  York  City  Department  of 
the  Aged,  City  Planning  Commission  and  the  Mayor’s 
Office  for  the  Handicapped ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4  district,  the  erection  of  a 
20-story  housing  for  the  elderly  that  penetrates  the  sky 
exposure  plane  and  without  the  required  accessory  parking 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  as  they  apply  to  the  objection,  above  noted,  filed 
with  this  application,  marked  “Received  September  19, 
1978”,  11  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  reso¬ 
lution. 


869-78-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman  Colin 
et  al.  for  New  York  University  Institute  of  Fine  Arts, 
owner. 

SUBJECT — Application  September  26,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  the  recon¬ 
struction  of  a  six  story  community  facility  structure  that 
increases  the  degree  of  non-compliance  in  lot  coverage 
and  rear  yard  encroachment. 

PREMISES  AFFECTED— 14  East  78th  Street,  south  side, 
220.11  feet  east  of  Fifth  Avenue,  Block  1392,  Lot  163, 
Borough  of  Manhattan.  Community  Board  #8M. 
APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  Francis  R. 
Angelino. 

For  Opposition:  Shakeel  Sippiqui. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  23,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  6,  1979;  then  to  February  13, 
1979;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  15,  1978,  acting  on  Alt.  Applic.  #773/1978, 
reads : 

“7.  Proposed  enlargement  increases  the  degree  of 
non-compliance  contrary  to  Sec.  54-31  ZR  within  an  R8 
District,  where  the  lot  coverage  is  exceeded  contrary  to 
Sec.  24-11  ZR. 

8.  Proposed  enlargement  increases  the  degree  of 
non-compliance  contrary  to  Sec.  54-31  ZR  within  an  R8 
District,  where  the  minimum  required  rear  yard  is  not 
provided  contrary  to  Sec.  24-36  ZR.” 

and 

Whereas,  the  premises  and  surrounding  area  had  site 
and  neighborhood  evaluation  by  a  committee  of  the  Board 
consisting  of  Commissioner  Harry  M.  Carroll,  P.E.  and 
Commissioner  John  J.  Walsh,  P.E. ;  and 
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Whereas,  this  application  has  received  the  approval  and 
designation  as  a  landmark  structure  with  the  facade  to  re¬ 
main  unchanged;  and 

Whereas,  Community  Board  # 8  has  recommended  ap¬ 
proval  of  this  application  by  unanimous  vote;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  limited  to  the  objection  cited,  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  the  reconstruc¬ 
tion  of  a  six  story  community  facility  structure  that  increases 
the  degree  of  non-compliance  in  lot  coverage  and  rear  yard 
encroachment  on  condition  that  all  work  shall  substantially 
conform  to  drawings  as  they  apply  to  the  objection,  above 
noted,  filed  with  this  application,  marked  “Received  Septem¬ 
ber  26,  1978”,  6  sheets,  and  “January  30,  1978”,  one  sheet; 
and  on  further  condition  that  there  shall  be  no  further  or 
future  encroachments  into  the  rear  yard  than  herein  pro¬ 
posed;  that  no  Building  Department  permit  shall  be  issued 
for  at  least  31  days  from  the  date  of  this  resolution;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 

Adjourned:  12:50  P.M. 

Alan  D.  Gershuny,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  13,  1979,  2  P.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 


671-78-A 

APPLICANT — Murphy  and  Maviglia  for  Munters  Corpo¬ 
ration,  owner. 

SUBJECT — Application  August  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  (Material  and  Equip¬ 
ment  Acceptance  Division)  re-  Tests  indicates  asbestos 
sheets  impregnated  with  chlorinated  rubber,  smoked  and 
charred  during  test. 

APPEARANCES— 

For  Applicant:  Charles  F.  Murphy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Department  of  Buildings, 
dated  April  19,  1978,  on  File  No.  52-78,  reads : 

“1.  Test  report  received  from  the  United  States 
Testing  Co.  indicates  that  the  asbestos  sheets  impreg¬ 
nated  with  chlorinated  rubber  do  not  meet  code  require¬ 
ments  for  noncombustible  fill  material,  in  that  smoking 
and  charring  of  the  material  occurred  during  the  test.” 

and 

Whereas,  reports  were  reviewed  by  the  Board  which  rec¬ 
ommended  that  the  appeal  be  granted  under  certain  condi¬ 
tions. 


Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  April  19,  1978,  acting  on  File  No.  52- 
78,  Objection  No.  1,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
asbestos  sheets,  to  be  used  as  cooling  tower  fill,  comply  with 
all  regulations  of  the  Air  Pollution  Code  and  that  all  other 
laws,  rules  and  regulations  shall  be  complied  with. 


739-78-A 

APPLICANT — Lama  and  Vassalotti  for  Sabina  Coronato 
and  Elsie  DiPaola,  owner,  Amoco  Oil  Company,  Lessee. 
SUBJECT — Application,  September  12,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  change 
to  Self-Service  Gas  Station  contrary  to  Fire  Prevention 
Code. 

PREMISES  AFFECTED— 812  65th  Street,  southeast  cor¬ 
ner  of  8th  Avenue,  Block  5749,  Lot  6,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  22,  1978,  on  N.B.  Applic.  #180/77,  reads: 

“1.  The  proposed  change  of  use  from  Automotive 
Service  Station  to  Self-Service  Gasoline  and  Oil  Selling 
Station  is  contrary  to  C19-73.0(b)  (2)  of  the  the  Fire 
Prevention  Code  City  of  New  York.” 
and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  August  22,  1978,  reads,  “The  proposed  change  of  use 
from  Automotive  Service  Station  to  Self-Service  Gasoline 
and  Oil  Selling  Station  is  contrary  to  C19-73.0(b)  (2)  of  the 
Fire  Prevention  Code  City  of  New  York,”  and 
Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  Section  09-73. 0.b2  of  the  Fire  Prevention  Code 
permits  the  use  and  installation  of  self-service  devices  in 
gasoline  service  stations  provided  that  such  devices  are  oper¬ 
ated  by  persons  holding  a  Certificate  of  Fitness  for  the  dis¬ 
pensing  of  gasoline  or  diesel  fuel  for  motor  fuel ;  and 
Whereas,  it  is  required  that  at  all  times,  when  fuel  is 
dispensed,  the  person  holding  a  Certificate  of  Fitness  have 
control  over  fuel  dispensing  devices;  and 

W hereas,  the  record  and  filed  plans  in  the  instant  applica¬ 
tion  indicate  that  safety  devices,  fuel  dispening  devices  and 
consoles  are  under  the  direct  supervision  and  control  of  the 
person  holding  a  Certificate  of  Fitness  as  above  specified; 
and 

Whereas,  the  filed  plans  indicates  the  installation  of  Board 
of  Standards  and  Appeals  approved  automatic  dry  chemical 
suppression  system  utilizing  heat  activators  as  well  as  a 
manual  activator  control  and  a  fail  safe  electric  energy  device 
which  will  automatically  disconnect  the  complete  electrical 
system  to  the  self-service  dispensing  equipment  when  the  dry 
chemical  suppression  system  is  activated;  and 
Whereas,  the  filed  plans  indicate  the  control  booth  is 
located  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  oi  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  August  22,  1978  be  and  it  hereby  is  modified  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  (1) 
that  a  trained  attendant  who  possesses  a  Certificate  of  Fitness, 
as  above  described,  shall  be  on  duty  at  all  times  when  the 
station  is  open  for  business ;  (2)  that  it  shall  be  the  attendant’s 
duty  to  require  the  engine  of  any  vehicle  be  shut  off  before 
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the  start  of  the  fuel  operation,  and  to  prohibit  smoking  within 
the  immediate  area  of  the  fuel  operation;  (3)  that  it  shall 
be  the  attendant’s  duty  to  prevent  the  dispensing  of  fuel  into 
portable  containers;  (4)  that  signs  reading  “No  Smoking”, 
“Stop  Your  Engine”,  “It  Is  Unlawful  to  Dispense  Gasoline 
Into  Portable  Containers”  and  “The  Dispening  of  Gasoline 
Shall  be  by  a  Person  Holding  a  Valid  Drivers  License  or  a 
Person  18  years  of  age  or  older”  shall  be  conspicuously  posted 
in  clear  view  of  the  customer  at  the  dispensing  island;  (5) 
that  portable  fire  extinguishers,  acceptable  to  the  Fire  Com¬ 
missioner,  be  located  as  indicated  on  filed  plans ;  (6)  that 
all  dispensing  devices  and  fire  suppression  systems  be  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals;  (7)  that  the 
suppression  system  be  arranged  in  a  manner  so  as  to  cover 
an  area  around  each  pump  encompassed  by  a  circle  having  a 
radius  equal  to  the  maximum  extendable  length  of  the  hose 
and  nozzle  of  said  pump;  (8)  that  the  installation  and  use  of 
coin-operated  dispening  devices  for  fuel  be  prohibited;  (9) 
that  there  shall  be  constant  contact  between  the  attendant  in 
the  control  booth  and  the  dispensing  island  by  means  of  a 
voice  intercommunication  system  which  shall  be  maintained 
in  proper  operating  condition  at  all  times;  (10)  that  all  con¬ 
trols,  devices,  fire  suppression  systems  and  fire  fighting  equip¬ 
ment  be  maintained  in  good  operating  order  at  all  times ;  (11) 
that  a  maintenance  log  shall  be  kept  on  the  premises  as  per 
direction  of  the  Fire  Commissioner;  (12)  that  all  dispensing 
nozzles  are  the  automatic  closing  type  without  hold  open 
latches;  (13)  that  a  list  of  emergency  procedures  and  instruc¬ 
tions  be  conspicuously  posted  in  the  immediate  vicinity  of  the 
attendant’s  principal  control  location,  said  instructions  shall  be 
at  the  direction  of  the  Fire  Commissioner;  (14)  that  the  dis¬ 
pensing  areas  shall,  at  all  times,  be  well  lit  for  complete  visual 
control;  (15)  that  the  permit  to  operate  this  station  shall  be 
for  a  term  of  five  (5)  years  from  the  date  of  this  approval; 
(16)  that  all  of  the  conditions  set  forth  in  this  resolution 
shall  be  conspicuously  posted  in  the  attendant’s  booth;  (17) 
that  the  trailer  on  the  premises  be  removed;  on  further  con¬ 
dition  that  the  building,  equipment,  devices  and  controls  shall 
substantially  conform  to  drawings,  marked  received  “Septem¬ 
ber  12,  1978”,  4  sheets  and  “January  24,  1979”,  2  sheets  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


858-78-A 

APPLICANT — Rampulla  Associates  for  Danielle  Realty, 
owner. 

SUBJECT — Application  September  21,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 482  Vineland  Avenue,  south 
side,  140.0  feet  east  of  Nippon  Avenue,  Block  6318,  Lot  3, 
Huguenot,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  31,  1978,  on  N.B.  Applic.  #859/78,  reads: 

“1.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off-site 
per  Reference  Standard  RS-16,  Section  P110.2(c)(2) 
Administrative  Building  Code.” 


and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  31,  1978,  acting  on  N.B.  Applic.  #859/78, 
Objection  No.  1  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
3  inches  of  water  over  the  roof  area,  same  to  be  verified  by 
the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  con¬ 
nect  to  such  sewer;  that  the  dry  wells  will  be  maintained 
in  a  properly  operating  manner ;  that  the  dry  wells  are  to 
be  located  so  as  to  allow  on-site  runoff  to  occur  as  close  as 
possible  to  the  natural  flow  permitting  the  least  disruption 
of  trees  and  natural  features ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  September  21,  1978”,  3  sheets 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


876-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Anthony  Azzara, 
owner. 

SUBJECT — Application  September  28,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — 70  Rae  Avenue,  west  side, 
120.00  feet  north  of  Edwin  Street,  Block  6425,  Lot  37, 
Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  12,  1978,  on  N.B.  Applic.  #1276/78,  reads: 
“1.  Street  giving  access  to  the  proposed  building  is 
not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  No  C.  of  O.  can  be  issued  as  per  Article  3, 
Section  36  of  the  General  City  Law  and, 

B.  Permit  may  not  be  issued  since  proposed 
construction  does  not  have  at  least  8%  of  the  total 
perimeter  of  the  building  fronting  directly  upon  a 
legally  mapped  street  or  frontage  space  and  there¬ 
fore  contrary  to  Section  C26-401.1  of  the  Adminis¬ 
trative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  12,  1978,  acting  on  N.B.  Applic.  #1276/78, 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curbcut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand- 
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ards  of  the  Department  of  Highways;  and  that  the  building 
shall  substantially  comply  with  drawings  marked  received 
“September  28,  1978”,  1  sheet  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


895-78-A 

APPLICANT— McGee  and  Morsellino  for  Gerard  Operat¬ 
ing  Corporation,  owner,  Merit  Oil  Corporation,  Lessee. 
SUBJECT — Application  October  12,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Proposed  Conver¬ 
sion  to  Self  Service  Gasoline  Station  is  contrary  to  Sec. 
1 9-73-0- B  of  the  Administrative  Code. 

PREMISES  AFFECTED— 1620/1628  Neptune  Avenue, 
southeast  corner  of  West  17th  Street,  Block  7021,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  S.  P.  Russo  and  D.  DeBenedictis. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  20,  1978,  on  F.D.  Account  #E539210,  reads : 

“Please  be  advised  that  self  service  gasoline  stations 
are  prohibited  by  Chapter  19-73.0-b  of  the  Administrative 
Code  and  therefore  your  request  for  the  aforementioned 
conversion  is  denied.” 

and 

Whereas,  a  letter  of  the  Fire  Commissioner,  dated  Sep¬ 
tember  20,  1978  reads  “Please  be  advised  that  self-service 
gasoline  stations  are  prohibited  by  Chapter  19-73.0-b  of  the 
Administrative  Code  and  therefore  your  request  for  the 
aforementioned  conversion  is  denied”,  and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 
Whereas,  Section  C19-73.0.b2  of  the  Fire  Prevention 
Code  permits  the  use  and  installation  of  self-service  devices 
in  gasoline  service  stations  provided  that  such  devices  are 
operated  by  persons  holding  a  Certificate  of  Fitness  for  the 
dispensing  of  gasoline  or  diesel  fuel  for  motor  fuel ;  and 
Whereas,  it  is  required  that  at  all  times,  when  fuel  is 
dispensed,  the  person  holding  a  Certificate  of  Fitness  have 
control  over  fuel  dispensing  devices;  and 

Whereas,  the  record  and  filed  plans  in  the  instant  appli¬ 
cation  indicate  that  safety  devices,  fuel  dispensing  devices 
and  consoles  are  under  the  direct  supervision  and  control  of 
the  person  holding  a  Certificate  of  Fitness  as  above  speci¬ 
fied;  and 

Whereas,  the  filed  plans  indicates  the  installation  of  Board 
of  Standards  and  Appeals  approved  automatic  dry  chemical 
suppression  system  utilizing  heat  activators  as  well  as  a 
manual  activator  control  and  a  fail  safe  electric  energy  de¬ 
vice  which  will  automatically  disconnect  the  complete  elec¬ 
trical  system  to  the  self-service  dispensing  equipment  when 
the  dry  chemical  suppression  system  is  activated;  and 

Whereas,  the  filed  plans  indicate  the  control  booth  is 
located  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  September  20,  1978,  be  and  it  hereby  is  modified  and 
that  the  application  be  and  it  hereby  is  granted  on  condition 
(1)  that  a  trained  attendant  who  possesses  a  Certificate  of 
Fitness,  as  above  described,  shall  be  on  duty  at  all  times 
when  the  station  is  open  for  business;  (2)  that  it  shall  be 
the  attendant’s  duty  to  require  the  engine  of  any  vehicle  be 
shut  off  before  the  start  of  the  fuel  operation,  and  to  pro¬ 


hibit  smoking  within  the  immediate  area  of  the  fuel  opera¬ 
tion;  (3)  that  it  shall  be  the  attendant’s  duty  to  prevent 
the  dispensing  of  fuel  into  portable  containers;  (4)  that 
signs  reading  “No  Smoking”,  “Stop  Your  Engine”,  “It  Is 
Unlawful  to  Dispense  Gasoline  Into  Portable  Containers” 
and  “The  Dispensing  of  Gasoline  Shall  be  by  a  Person  Hold¬ 
ing  a  Valid  Drivers  License  or  a  Person  18  years  of  age  or 
older”  shall  be  conspicuously  posted  in  clear  view  of  the 
customer  at  the  dispensing  island;  (5)  that  portable  fire 
extinguishers,  acceptable  to  the  Fire  Commissioner,  be  lo¬ 
cated  as  indicated  on  filed  plans;  (6)  that  all  dispensing 
devices  and  fire  suppression  systems  be  approved  by  the 
Board  of  Standards  and  Appeals;  (7)  that  the  suppression 
system  be  arranged  in  a  manner  so  as  to  cover  an  area 
around  each  pump  encompassed  by  a  circle  having  a  radius 
equal  to  the  maximum  extendable  length  of  the  hose  and 
nozzle  of  said  pump;  (8)  that  the  installation  and  use  of 
coin-operated  dispensing  devices  for  fuel  be  prohibited;  (9) 
that  there  shall  be  constant  contact  between  the  attendant 
in  the  control  booth  and  the  dispensing  island  by  means  of 
a  voice  intercommunication  system  which  shall  be  maintained 
in  proper  operating  condition  at  all  times;  (10)  that  all 
controls,  devices,  fire  suppression  systems  and  fire  fighting 
equipment  be  maintained  in  good  operating  order  at  all  times ; 
(11)  that  a  maintenance  log  shall  be  kept  on  the  premises 
as  per  direction  of  the  Fire  Commissioner;  (12)  that  all 
dispensing  nozzles  are  the  automatic  closing  type  without 
hold  open  latches;  (13)  that  a  list  of  emergency  procedures 
and  instructions  be  conspicuously  posted  in  the  immediate 
vicinity  of  the  attendant’s  principal  control  location,  said 
instructions  shall  be  at  the  direction  of  the  Fire  Commis¬ 
sioner;  (14)  that  the  dispensing  areas  shall,  at  all  times, 
be  well  lit  for  complete  visual  control;  (15)  that  the  permit 
to  operate  this  station  shall  be  for  a  term  of  five  (5)  years 
from  the  date  of  this  approval;  (16)  that  all  of  the  condi¬ 
tions  set  forth  in  this  resolution  shall  be  conspicuously  posted 
in  the  attendant’s  booth ;  on  further  condition  that  the  build¬ 
ing,  equipment,  devices  and  controls  shall  substantially  con¬ 
form  to  drawings,  marked  received  “February  9,  1979”,  4 
sheets  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


926-78-A 

APPLICANT — McGee  and  Morsellino  for  Green-McGuinn 
Corporation,  owner,  Save- Way  Greenpoint  Incorporated, 
lessee. 

SUBJECT- — Application  October  20,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  a  gasoline  service  station  to  self-service  gasoline 
service  station. 

APPEARANCES— 

For  Applicant:  S.  P.  Russo  and  D.  DeBenedictis. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
October  5,  1978,  on  F.D.  Acct.  #E-557323,  reads: 

“Your  letter  of  August  4,  1978  requesting,  in  behalf 
of  your  client,  the  conversion  of  the  above  captioned 
gasoline  service  station  to  a  self  service  gasoline  station 
is  acknowledged.  Please  be  advised  that  self  service 
gasoline  stations  are  prohibited  by  Chapt.  19-73.0-b  of 
the  Administrative  Code  and  therefore  your  request  for 
the  aforementioned  conversion  is  denied.” 

and 

Whereas,  a  letter  of  the  Fire  Commissioner,  dated  October 
5,  1978  reads  “Please  be  advised  that  self-service  gasoline 
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stations  are  prohibited  by  Chapter  19-73.0-b  of  the  Ad¬ 
ministrative  Code  and  therefore  your  request  for  the  afore¬ 
mentioned  conversion  is  denied”,  and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 
Whereas,  Section  C19-73.0.b2  of  the  Fire  Prevention  Code 
permits  the  use  and  installation  of  self-service  devices  in 
gasoline  service  stations  provided  that  such  devices  are 
operated  by  persons  holding  a  Certificate  of  Fitness  for  the 
dispensing  of  gasoline  or  diesel  fuel  for  motor  fuel;  and 
Whereas,  it  is  required  that  at  all  times,  when  fuel  is 
dispensed,  the  person  holding  a  Certificate  of  Fitness  have 
control  over  fuel  dispensing  devices ;  and 

Whereas,  the  record  and  filed  plans  in  the  instant  appli¬ 
cation  indicate  that  safety  devices,  fuel  dispensing  devices 
and  consoles  are  under  the  direct  supervision  and  control 
of  the  person  holding  a  Certificate  of  Fitness  as  above  speci¬ 
fied;  and 

Whereas,  the  filed  plans  indicates  the  installation  of 
Board  of  Standards  and  Appeals  approved  automatic  dry 
chemical  suppression  system  utilizing  heat  activators  as  well 
as  a  manual  activator  control  and  a  fail  safe  electric  energy 
device  which  will  automatically  disconnect  the  complete 
electrical  system  to  the  self-service  dispensing  equipment 
when  the  dry  chemical  suppression  system  is  activated ;  and 
Whereas,  the  filed  plans  indicate  the  control  booth  is 
located  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved,  that  the  decision  of  the  Fire  Commissioner 
dated  October  5,  1978  be  and  it  hereby  is  modified  and  that 
the  application  be  and  it  hereby  is  granted  on  condition 
(1)  that  a  trained  attendant  who  possesses  a  Certificate  of 
Fitness,  as  above  described,  shall  be  on  duty  at  all  times 
when  the  station  is  open  for  business ;  (2)  that  it  shall  be  the 
attendant’s  duty  to  require  the  engine  of  any  vehicle  be  shut 
off  before  the  start  of  the  fuel  operation,  and  to  prohibit 
smoking  within  the  immediate  area  of  the  fuel  operation; 
(3)  that  it  shall  be  the  attendant’s  duty  to  prevent  the  dis¬ 
pensing  of  fuel  into  portable  containers ;  (4)  that  signs 
reading  “No  Smoking”,  “Stop  Your  Engine”,  “It  Is  Unlawful 
to  Dispense  Gasoline  Into  Portable  Containers”  and  “The 
Dispensing  of  Gasoline  Shall  be  by  a  Person  Holding  a 
Valid  Drivers  License  or  a  Person  18  years  of  age  or  older” 
shall  be  conspicuously  posted  in  clear  view  of  the  customer 
at  the  dispensing  island;  (S)  that  portable  fire  extinguishers, 
acceptable  to  the  Fire  Commissioner,  be  located  as  indicated 
on  filed  plans;  (6)  that  all  dispensing  devices  and  fire  sup¬ 
pression  systems  be  approved  by  the  Board  of  Standards 
and  Appeals;  (7)  that  the  suppression  system  be  arranged 
in  a  manner  so  as  to  cover  an  area  around  each  pump  encom¬ 
passed  by  a  circle  having  a  radius  equal  to  the  maximum 
extendable  length  of  the  hose  and  nozzle  of  said  pump;  (8) 
that  the  installation  and  use  of  coin-operated  dispensing 
devices  for  fuel  be  prohibited ;  (9)  that  there  shall  be  con¬ 
stant  contact  between  the  attendant  in  the  control  booth  and 
the  dispensing  island  by  means  of  a  voice  intercommunication 
system  which  shall  be  maintained  in  proper  operating  condi¬ 
tion  at  all  times;  (10)  that  all  controls,  devices,  fire  suppres¬ 
sion  systems  and  fire  fighting  equipment  be  maintained  in 
good  operating  order  at  all  times ;  (11)  that  a  maintenance 
log  shall  be  kept  on  the  premises  as  per  direction  of  the  Fire 
Commissioner;  (12)  that  all  dispensing  nozzles  are  the  auto¬ 
matic  closing  type  without  hold  open  latches;  (13)  that  a 
list  of  emergency  procedures  and  instructions  be  conspicuously 
posted  in  the  immediate  vicinity  of  the  attendant’s  principal 
control  location,  said  instructions  shall  be  at  the  direction 
of  the  Fire  Commissioner;  (14)  that  the  dispensing  areas 
shall,  at  all  times,  be  well  lit  for  complete  visual  control ; 
(15)  that  the  permit  to  operate  this  station  shall  be  for  a 
term  of  five  (5)  years  from  the  date  of  this  approval;  (16) 
that  all  of  the  conditions  set  forth  in  this  resolution  shall  be 
conspicuously  posted  in  the  attendant’s  booth ;  on  further 
condition  that  the  building,  equipment,  devices  and  controls 


shall  substantially  conform  to  drawings,  marked  received 
“February  13,  1979”,  4  sheets  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 

927-78-A 

APPLICANT — McGee  and  Morsellino  for  Save  Way 
Sackett,  Incorporated,  lessee.  Wabash  Realty  Co.,  Inc., 
owner. 

SUBJECT — Application  October  20,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  a  gasoline  service  station  to  self-service  gasoline 
service  station. 

PREMISES  AFFECTED— 204-222  Fourth  Avenue,  north¬ 
west  corner  of  Union  Street,  Block  434,  Lot  35,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  S.  P.  Russo  and  D.  DeBenedictis. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  5,  1978,  on  F.D.  Acct.  #523970,  reads: 

“Your  letter  of  August  4,  1978  requesting,  in  behalf 
of  your  client,  the  conversion  of  the  above  captioned 
gasoline  service  station  to  a  self  service  gasoline  station 
is  acknowledged.  Please  be  advised  that  self  service 
gasoline  stations  are  prohibited  by  Chapt.  19-73.0-b  of 
the  Administrative  Code  and  therefore  your  request  for 
the  aforementioned  conversion  is  denied.” 

and 

Whereas,  a  letter  of  the  Fire  Commissioner,  dated  Octo¬ 
ber  5,  1978  reads  “Please  be  advised  that  self-service  gasoline 
stations  are  prohibited  by  Chapter  19-73.0-b  of  the  Admin¬ 
istrative  Code  and  therefore  your  request  for  the  aforemen¬ 
tioned  conversion  is  denied”  ;  and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  Section  C19-73.0.b2  of  the  Fire  Prevention 
Code  permits  the  use  and  installation  of  self-service  devices 
in  gasoline  service  stations  provided  that  such  devices  are 
operated  by  persons  holding  a  Certificate  of  Fitness  for  the 
dispensing  of  gasoline  or  diesel  fuel  for  motor  fuel ;  and 
Whereas,  it  is  required  that  at  all  times,  when  fuel  is 
dispensed,  the  person  holding  a  Certificate  of  Fitness  have 
control  over  fuel  dispensing  devices ;  and 

Whereas,  the  record  and  filed  plans  in  the  instant  appli¬ 
cation  indicate  that  safety  devices,  fuel  dispensing  devices 
and  consoles  are  under  the  direct  supervision  and  control  of 
the  person  holding  a  Certificate  of  Fitness  as  above  specified ; 
and 

Whereas,  the  filed  plans  indicates  the  installation  of 
Board  of  Standards  and  Appeals  approved  automatic  dry 
chemical  suppression  system  utilizing  heat  activators  as  well 
as  a  manual  activator  control  and  a  fail  safe  electric  energy 
device  which  will  automatically  disconnect  the  complete 
electrical  system  to  the  self-service  dispensing  equipment 
when  the  dry  chemical  suppression  system  is  activated;  and 
Whereas,  the  filed  plans  indicate  the  control  booth  is 
located  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved,  that  the  decision  of  the  Fire  Commissioner 
dated  October  5,  1978  be  and  it  hereby  is  modified  and  that 
the  application  be  and  it  hereby  is  granted  on  condition  (1) 
that  a  trained  attendant  who  possesses  a  Certificate  of  Fit¬ 
ness,  as  above  described,  shall  be  on  duty  at  all  times  when 
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the  station  is  open  for  business ;  (2)  that  it  shall  be  the 
attendant’s  duty  to  require  the  engine  of  any  vehicle  be  shut 
off  before  the  start  of  the  fuel  operation,  and  to  prohibit 
smoking  within  the  immediate  area  of  the  fuel  operation ; 
(3)  that  it  shall  be  the  attendant’s  duty  to  prevent  the 
dispensing  of  fuel  into  portable  containers;  (4)  that  signs 
reading  “No  Smoking”,  “Stop  Your  Engine”,  “It  Is  Unlaw¬ 
ful  to  Dispense  Gasoline  Into  Portable  Containers”  and 
“The  Dispensing  of  Gasoline  Shall  be  by  a  Person  Holding 
a  Valid  Drivers  License  or  a  Person  18  years  of  age  or 
older”  shall  be  conspicuously  posted  in  clear  view  of  the 
customer  at  the  dispensing  island;  (5)  that  portable  fire 
extinguishers,  acceptable  to  the  Fire  Commissioner,  be  lo¬ 
cated  as  indicated  on  filed  plans ;  (6)  that  all  dispensing 
devices  and  fire  suppression  systems  be  approved  .  by  the 
Board  of  Standards  and  Appeals;  (7)  that  the  suppression 
system  be  arranged  in  a  manner  so  as  to  cover  an  area 
around  each  pump  encompassed  by  a  circle  having  a  radius 
equal  to  the  maximum  extendable  length  of  the  hose  and 
nozzle  of  said  pump;  (8)  that  the  installation  and  use  of 
coin-operated  dispensing  devices  for  fuel  be  prohibited;  (9) 
that  there  shall  be  constant  contact  between  the  attendant 
in  the  control  booth  and  the  dispensing  island  by  means  of 
a  voice  intercommunication  system  which  shall  be  main¬ 
tained  in  proper  operating  condition  at  all  times;  (10)  that 
all  controls,  devices,  fire  suppression  systems  and  fire  fight¬ 
ing  equipment  be  maintained  in  good  operating  order  at  all 
times;  (11)  that  a  maintenance  log  shall  be  kept  on  the 
premises  as  per  direction  of  the  Fire  Commissioner;  (12) 
that  all  dispensing  nozzles  are  the  automatic  closing  type 
without  hold  open  latches;  (13)  that  a  list  of  emergency 
procedures  and  instuctions  be  conspicuously  posted  in  the 
immediate  vicinity  of  the  attendant’s  principal  control  loca¬ 
tion,  said  instructions  shall  be  at  the  direction  of  the  Fire 
Commissioner;  (14)  that  the  dispensing  areas  shall,  at  all 
times,  be  well  lit  for  complete  visual  control;  (IS)  that  the 
permit  to  operate  this  station  shall  be  for  a  term  of  five  (5) 
years  from  the  date  of  this  approval;  (16)  that  all  of  the 
conditions  set  forth  in  this  resolution  shall  be  conspicuously 
posted  in  the  attendant’s  booth ;  on  further  condition  that  the 
building,  equipment,  devices  and  controls  shall  substantially 
conform  to  drawings,  marked  received  “February  13,  1979”, 
4  sheets  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


929-78-A 

APPLICANT — McGee  and  Morsellino  for  Save-Way  In¬ 
wood  Incorporated,  owner.  Merit  Oil  Corporation,  lessee. 
SUBJECT — Application  October  20,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  a  gasoline  service  station  to  self-service  gasoline 
service  station. 

PREMISES  AFFECTED — 3876  9th  Avenue,  northwest 
corner  of  West  207th  Street,  Block  2189,  Lot  60,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  S.  P.  Russo  and  D.  DeBenedictis. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
October  5,  1978,  on  F.D.  Acct.  #E215794,  reads: 

“Your  letter  of  August  4,  1978  requesting,  in  behalf 
of  your  client,  the  conversion  of  the  above  captioned 
gasoline  service  station  to  a  self  service  gasoline  station 
is  acknowledged.  Please  be  advised  that  self  service 


gasoline  stations  are  prohibited  by  Chapt  19-73.0-b  of 
the  Administrative  Code  and  therefore  your  request  for 
the  aforementioned  conversion  is  denied.” 

and 

Whereas,  a  letter  of  the  Fire  Commissioner,  dated  October 
5,  1978  reads  “Please  be  advised  that  self-service  gasoline 
stations  are  prohibited  by  Chapter  19-73.0-b  of  the  Adminis¬ 
trative  Code  and  therefore  your  request  for  the  aforemen¬ 
tioned  conversion  is  denied”;  and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of  the 
Board  which  recommended  that  the  Appeal  be  granted  under 
certain  conditions ;  and 

Whereas,  Section  C19-73.0-b2  of  the  Fire  Prevention  Code 
permits  the  use  and  installation  of  self-service  devices  in 
gasoline  service  stations  provided  that  such  devices  are 
operated  by  persons  holding  a  Certificate  of  Fitness  for  the 
dispensing  of  gasoline  or  diesel  fuel  for  motor  fuel ;  and 
Whereas,  it  is  required  that  at  all  times,  when  fuel  is 
dispensed,  the  person  holding  a  Certificate  of  Fitness  have 
control  over  fuel  dispensing  devices ;  and 

Whereas,  the  record  and  filed  plans  in  the  instant  applica¬ 
tion  indicate  that  safety  devices,  fuel  dispensing  devices  and 
consoles  are  under  the  direct  supervision  and  control  of  the 
person  holding  a  Certificate  of  Fitness  as  above  specified ;  and 
Whereas,  the  filed  plans  indicates  the  installation  of  Board 
of  Standards  and  Appeals  approved  automatic  dry  chemical 
suppression  system  utilizing  heat  activators  as  well  as  a 
manual  activator  control  and  a  fail  safe  electric  energy  device 
which  will  automatically  disconnect  the  complete  electrical 
system  to  the  self-service  dispensing  equipment  when  the  dry 
chemical  suppression  system  is  activated ;  and 

Whereas,  the  filed  plans  indicate  the  control  booth  is 
located  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
October  5,  1978,  be  and  it  hereby  is  modified  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  (1)  that 
a  trained  attendant  who  possesses  a  Certificate  of  Fitness,  as 
above  described,  shall  be  on  duty  at  all  times  when  the  sta¬ 
tion  is  open  for  business;  (2)  that  it  shall  be  the  attendant’s 
duty  to  require  the  engine  of  any  vehicle  be  shut  off  before 
the  start  of  the  fuel  operation,  and  to  prohibit  smoking 
within  the  immediate  area  of  the  fuel  operation;  (3)  that  it 
shall  be  the  attendant’s  duty  to  prevent  the  dispensing  of  fuel 
into  portable  containers;  (4)  that  signs  reading  “.No  Smok¬ 
ing”,  “Stop  Your  Engine”,  “It  Is  Unlawful  to  Dispense 
Gasoline  Into  Portable  Containers”  and  “The  Dispensing  of 
Gasoline  Shall  be  by  a  Person  Holding  a  Valid  Drivers 
License  or  a  Person  18  years  of  age  or  older”  shall  be  con¬ 
spicuously  posted  in  clear  view  of  the  customer  at  the  dispens¬ 
ing  island;  (5)  that  portable  fire  extinguishers,  acceptable 
to  the  Fire  Commissioner,  be  located  as  indicated  on  filed 
plans ;  (6)  that  all  dispensing  devices  and  fire  suppression 
systems  be  approved  by  the  Board  of  Standards  and  Appeals ; 
(7)  that  the  suppression  system  be  arranged  in  a  manner 
so  as  to  cover  an  area  around  each  pump  encompassed  by  a 
circle  having  a  radius  equal  to  the  maximum  extendable 
length  of  the  hose  and  nozzle  of  said  pump ;  (8)  that  the 
installation  and  use  of  coin-operated  dispensing  devices  for 
fuel  be  prohibited ;  (9)  that  there  shall  be  constant  contact 
between  the  attendant  in  the  control  booth  and  the  dispensing 
island  by  means  of  a  voice  intercommunication  system  which 
shall  be  maintained  in  proper  operating  condition  at  all 
times;  (10)  that  all  controls,  devices,  fire  suppression 
systems  and  fire  fighting  equipment  be  maintained  in  good 
operating  order  at  all  times;  (11)  that  a  maintenance  log 
shall  be  kept  on  the  premises  as  per  direction  of  the  Fire 
Commissioner;  (12)  that  all  dispensing  nozzles  are  the  auto¬ 
matic  closing  type  without  hold  open  latches;  (13)  that  a 
list  of  emergency  procedures  and  instructions  be  conspicu¬ 
ously  posted  in  the  immediate  vicinity  of  the  attendant’s 
principal  control  location,  said  instructions  shall  be  at  the 
direction  of  the  Fire  Commissioner;  (14)  that  the  dispensing 
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areas  shall,  at  all  times,  be  well  lit  for  complete  visual  con¬ 
trol ;  (15)  that  the  permit  to  operate  this  station  shall  be  for 
a  term  of  five  (5)  years  from  the  date  of  this  approval; 
(16)  that  all  of  the  conditions  set  forth  in  this  resolution 
shall  be  conspicuously  posted  in  the  attendant’s  booth ;  on 
further  condition  that  the  building,  equipment,  devices  and 
controls  shall  substantially  conform  to  drawings,  marked 
received  “February  13,  1979”,  4  sheets  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


249-78-A 

APPLICANT — Arthur  Guttman  for  Fran  Ed  Equities, 
owner. 

SUBJECT — Application  April  11,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  change 
of  use  on  the  4th  and  5th  stories  from  permanently  vacant 
to  joint  living  work  quarters  for  artists. 

PREMISES  AFFECTED— 59-63  Allen  Street,  west  side, 
75.1  feet  south  of  Grand  Street,  88  Eldridge  Street,  Block 
307,  Lot  24,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


468-77-A 

APPLICANT — Jeremiah  T.  Walsh,  Commissioner  of  Build¬ 
ings. 

OWNER  OF  PREMISES— William  Schmid. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Occupancy  #4467  re-  access  to  fire  escapes, 
and  stairway  enclosure. 

PREMISES  AFFECTED— 25-29  William  Street  and  38-42 
Exchange  Place,  southwest  corner,  Block  25,  Lot  27,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Amy  Jane  Edelstein. 

ACTION  OF  BOARD — Laid  over  to  March  27,  1979,  at 
2  P.M.,  for  continued  hearing,  progress  report  to  be  sub¬ 
mitted. 


437-78-A 

APPLICANT — William  J.  Condon  for  Del  Laboratories, 
Incorporated,  owner. 

SUBJECT — Application  June  16,  1978 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  flammable 
mixture  known  as  “Sally  Hanson  Nail  Color  Remover”, 
in  eight  (8)  ounce  high  density,  natural  polyethylene  with 
screw  cap  closure,  container  not  in  compliance  with  the 
Regulations  of  the  Administrative  Code  of  the  City  of 
New  York. 

PREMISES  AFFECTED- 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  20,  1979,  at 
2  P.M.,  for  hearing  at  the  request  of  the  applicant. 


725-78-A 

APPLICANT — Joseph  Marini  for  Berg  Chemical  Company, 
Incorporated,  owner. 

SUBJECT — -Application  September  1,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  drug  sup¬ 
ply  warehouse  contrary  to  Fire  Prevention  Code. 

PREMISES  AFFECTED — 920  East  132nd  Street,  south 
side,  opposite  Locust  Avenue,  Block  2583,  Lot  50,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Timothy  Taylor  and  Joseph  Marini. 

ACTION  OF  BOARD — Laid  over  to  February  20,  1979,  at 
2  P.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


726-78-A 

APPLICANT — Joseph  Marini  for  Berg  Chemical  Com¬ 
pany,  Incorporated,  owners. 

SUBJECT — Application  September  1,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  al¬ 
teration  of  existing  structure  to  High  Hazard  Occupancy. 

PREMISES  AFFECTED — 920  East  132nd  Street,  south 
side,  opposite  Locust  Avenue,  Block  2583,  Lot  50,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Timothy  Taylor  and  Joseph  Marini. 

ACTION  OF  BOARD — Laid  over  to  February  20,  1979,  at 
2  P.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


753-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 
OWNER  OF  PREMISES — Myron  Boyce,  et  al. 
SUBJECT — Application  September  15,  1978 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  #77 884  re-  Sprinkler 
System. 

PREMISES  AFFECTED— 254  West  54th  Street,  south 
side,  125  feet  east  of  Eighth  Avenue,  Block  1025,  Lot  58, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at  2 
P.M.,  for  continued  hearing,  additional  information  to  be 
submitted. 


871-78-A 

APPLICANT — Lama  and  Vassalotti  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  September  27,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
change  of  use  from  automotive  service  station  to  self  serv¬ 
ice  gasoline  service  station. 

PREMISES  AFFECTED— 256  McGuinness  Boulevard, 
southeast  corner  of  Kent  Street,  Block  2560,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commisioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  .... 
Negative:  . 

ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at 
P.M.,  for  decision;  hearing  closed. 
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877-78-A 

APPLICANT — S.  H.  Haskel,  for  Steinway  and  Sons, 
owner. 

SUBJECT — Application  September  28,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  use  of 
smoking  areas. 

PREMISES  AFFECTED — One  Steinway  Place,  Southwest 
corner  of  19th  Avenue,  Block  814,  Lot  1,  Astoria,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  S.  H.  Haskel. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commisioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf - 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at  2 
P.M.,  for  decision;  hearing  closed. 


907-78- A 

APPLICANT — J.  Gary  Parker  for  Eastman  Kodak  Com¬ 
pany,  owner. 

SUBJECT — Application  October  16,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Recordak  Electrostatic  24P 
Toner”,  in  one  (1)  pint  plastic  bottles  with  plastic  screw 
cap-cardboard  liner,  foil  seal,  ocntainer  not  in  compliance 
with  the  Regulations  of  the  Administrative  Code  of  the  City 
of  New  York. 

APPEARANCES— 

For  Applicant:  J.  Gary  Parker. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept 
THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commisioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  27,  1979, 
at  2  P.M.,  for  decision;  hearing  closed. 


916-78-A 

APPLICANT — M.  Milton  Glass  for  Pamela  Equities  Cor¬ 
poration,  owner. 

SUBJECT — Application  October  17,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevator  in  readiness. 

PREMISES  AFFECTED — 116-20  West  32nd  Street,  south 
side,  204.02  feet  west  of  Avenue  of  the  Americas,  119-23 
West  31st  Street,  Block  807,  Lot  28,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  M.  Milton  Glass. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 
Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  February  27,  1979,  at 
2  P.M.,  for  decision ;  hearing  closed. 


930-78-A 

APPLICANT — McGee  and  Morsellino  for  Amoco  Oil  Com¬ 
pany,  owner. 

SUBJECT— Application  October  20,  1978 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  proposed  conversion 


from  a  gasoline  service  station  to  self-service  gasoline 
service  station. 

PREMISES  AFFECTED — 2317  Coney  Island  Avenue, 
southeast  corner  of  Avenue  T,  Block  7315,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — decision  deferred  to  February  20, 
1979,  at  2  P.M. ;  hearing  closed. 


942-78-A 

APPLICANT — Donald  D.  Fisher  for  Kavogmas  Realty 
Ltd.,  owner. 

SUBJECT — Application  October  27,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  a  fifth  (5th)  floor  in  a  converted  dwelling. 

PREMISES  AFFECTED — 458  West  22nd  Street,  south 
side,  228.6  feet  east  of  10th  Avenue,  Block  719,  Lot  74, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  D.  Fisher. 

THE  VOTE  TO  REOPEN  HEARING — - 
Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 

Negative:  .  0 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 

Negative:  .  0 

ACTION  OF  BOARD — Decision  deferred  to  February  20, 
1979,  at  2  P.M. ;  hearing  closed. 


1072-78-A 

APPLICANT — Nicholas  J.  Salvadeo  for  R.  J.  Ingrassia 
Direct  Auto,  owner. 

SUBJECT — Application  November  9,  1978 — -filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 713  Sharrotts  Road,  north  side, 
1174.73  feet  west  of  Arthur  Kill  Road,  Block  7385,  Lot 
203,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  J.  Buday. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  February  27,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


1078-78-A 

APPLICANT — Joseph  B.  Schwartz  for  Peter  Orosz  and 
Leslie  Pajor,  owners. 

SUBJECT — Application  November  14,  1978 — review  and 
interpretation  of  zoning  matter. 

PREMISES  AFFECTED — 230  East  53rd  Street,  southwest 
corner  of  Second  Avenue,  Block  1326,  Lot  36,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Schwartz. 

For  Opposition:  Joana  Battaglia. 
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ACTION  OF  BOARD — Laid  over  to  February  27,  1979,  at 
2  P.M.,  for  for  continued  hearing. 


89-27-SR 

Rules  of  Procedure  of  the  Board  of  Standards  and 
Appeals  adopted  February  15,  1927,  amended  December 
2,  1930,  April  14,  1931,  June  13,  1933,  April  30,  1935  and 
revised  September  22,  1959,  effective  October  28,  1959, 
amended  June  2,  1967,  and  further  amended  April  20,  1971, 
effective  September  6,  1971  and  amended  September  28, 
1976  and  further  revised  on  July  12,  1977,  effective  July 
12,  1977  and  further  revised  on  March  14,  1978  effective 
April  12,  1978. 


APPEARANCES— 

For  Applicant :  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Decision  deferred  to  February  27, 
1979,  at  2  P.M. ;  hearing  closed. 


Adjourned:  3:27  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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CORRECTION* 

The  resolution  adopted  January  9,  1979  and  printed  in 
Bulletin  No.  1-3,  Volume  LXIV  under  Calendar  Number 
581-78-A  is  hereby  corrected  to  read  as  follows: 

581-78-A 

APPLICANT — McGee  and  Morsellino  for  Webster-168th 
Realty  Corporation,  owner.  Save  Way  Webster,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  August  4,  1978 — appeal  from  a  de¬ 
cision  of  the  Fire  Commission  re-  proposed  conversion  to 
self  service  gasoline  station. 

PREMISES  AFFECTED — 370  Grand  Concourse,  east  side, 
119.90  feet  south  of  144th  Street,  Block  2341,  Lot  47, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  S.  P.  Russo. 
For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  letter  of  the  Fire  Commissioner,  dated  July 
24,  1978,  on  F.D.  Account  #E-234020,  reads: 

“Your  letter  of  June  26,  1978  requesting,  in  behalf  of 
your  client,  the  conversion  of  the  above  captioned  gaso¬ 
line  service  station  to  a  self-service  gasoline  station  is 
acknowledged. 

Please  be  advised  that  self-service  gasoline  stations 
are  prohibited  by  Chapter  19-73.0-b2  of  the  Administra¬ 
tive  Code,  and  therefore  your  request  for  the  aforemen¬ 
tioned  conversion  is  denied.” 

and 

Whereas,  a  letter  from  the  Fire  Commissioner,  dated 
July  24,  1978,  reads :  “Please  be  advised  that  self-service 
gasoline  stations  are  prohibited  by  Chapter  19-73.0-b2  of  the 
Administrative  Code  and  therefore  your  request  for  the 
aforementioned  conversion  is  denied.” ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 
Whereas,  Section  C19-73.0b2  of  the  Fire  Prevention  Code 
permits  the  use  and  installation  of  self-service  devices  in 
gasoline  service  stations  provided  that  such  devices  are  op¬ 
erated  by  persons  holding  a  Certificate  of  Fitness  for  the 
dispensing  of  gasoline  or  diesel  fuel  for  motor  fuel ;  and 
Whereas,  it  is  required  that  at  all  times,  when  fuel  is 
dispensed,  the  person  holding  a  Certificate  of  Fitness  have 
control  over  fuel  dispensing  devices ;  and 

Whereas,  the  record  and  filed  plans  in  the  instant  ap¬ 
plication  indicate  that  safety  devices,  fuel  dispensing  devices 
and  consoles  are  under  the  direct  supervision  and  control 
of  the  person  holding  a  Certificate  of  Fitness  as  above 
specified;  and 


Whereas,  the  filed  plans  indicates  the  installation  of 
B.S.  &  A.  approved  automatic  dry  chemical  suppression  sys¬ 
tem  utilizing  heat  activators  as  well  as  a  manual  activator 
control  and  a  fail  safe  electric  energy  device  which  will 
automatically  disconnect  the  complete  electrical  system 
to  the  self-service  dispensing  equipment  when  the  dry  chem¬ 
ical  suppression  system  is  activated;  and 

Whereas,  the  filed  plans  indicate  the  control  booth  is 
located  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
July  24, 1978,  be  and  it  hereby  is  modified  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  ( 1 )  that  a  trained 
attendant  who  possesses  a  Certificate  of  Fitness,  as  above  de¬ 
scribed,  shall  be  on  duty  at  all  times  when  the  station  is  open 
for  business;  (2)  that  it  shall  be  the  attendant’s  duty  to 
require  the  engine  of  any  vehicle  be  shut  off  before  the  start 
of  the  fuel  operation,  and  to  prohibit  smoking  within  the 
immediate  area  of  the  fuel  operation;  (3)  that  it  shall  be  the 
attendant’s  duty  to  prevent  the  dispensing  of  fuel  into  portable 
container ;  (4)  that  signs  reading  “No  Smoking”  “Stop  Your 
Engine”  and  “It  Is  Unlawful  To  Dispense  Gasoline  Into 
Portable  Containers”  shall  be  conspicuously  posted  in  clear 
view  of  the  customer  at  the  dispensing  island;  (5)  that 
portable  fire  extinguishers,  acceptable  to  the  Fire  Commis¬ 
sioner,  be  located  as  indicated  on  filed  plans;  (6)  that  all 
dispensing  devices  and  fire  suppression  systems  be  approved 
by  the  Board  of  Standards  and  Appeals;  (7)  that  the  sup¬ 
pression  system  be  arranged  in  a  manner  so  as  to  cover  an 
area  around  each  pump  encompassed  by  a  circle  having  a 
radius  equal  to  the  maximum  extendable  length  of  the  hose 
and  nozzle  of  said  pump;  (8)  that  the  installation  and  use 
of  coin-operated  dispensing  devices  for  fuel  be  prohibited; 
(9)  that  there  shall  be  constant  contact  between  the  attendant 
in  the  control  booth  and  the  dispensing  island  by  means 
of  a  voice  intercommunication  system  which  shall  be  main¬ 
tained  in  proper  operating  condition  at  all  times;  (10)  that 
all  controls,  devices,  fire  suppression  system  and  fire  fighting 
equipment  be  maintained  in  good  operating  order  at  all  times ; 
(11)  that  a  maintenance  log  shall  be  kept  on  the  premises  as 
per  direction  of  the  Fire  Commissioner:  (12)  that  all  dis¬ 
pensing  nozzles  are  the  automatic  closing  type  without  hold 
open  latches;  (13)  that  a  list  of  emergency  procedures  and 
instructions  be  conspicuously  posted  in  the  immediate  vicinity 
of  the  attendant’s  principal  control  location,  said  instructions 
shall  be  at  the  direction  of  the  Fire  Commissioner;  (14)  that 
the  dispensing  areas  shall,  at  all  times,  be  well  lit  for  complete 
visual  control;  (IS)  that  the  permit  to  operate  this  station 
shall  be  for  a  term  of  five  (5)  years  from  the  date  of  this 
approval :  on  further  condition  that  the  building,  equipment, 
devices  and  control  shall  substantially  conform  to  drawings, 
marked  “Received  November  2,  1978”,  4  sheets;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 

*  In  the  premises  affected  section  of  the  resolution  the 
correction  has  been  made;  the  Borough  is  The  Bronx  rather 
than  Staten  Island. 
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COURT  DECISION 

Faymor  Development  Co.  v.  The  Board  of  Standards  and 

Appeals — On  April  13,  1975  the  Board  denied  the  application  for  an 
Appeal  based  on  a  decision  of  the  Commissioner  of  Buildings,  re-  Stop 
All  Work  Immediately.  Calendar  Number  656-74-A,  premises  affected 
621  Lannett  Avenue,  southwest  corner  of  Beach  6th  Street,  Block 
15593-15594,  Lots  1  and  1,  Far  Rockaway,  Borough  of  Queens. 

At  the  Court  of  Appeals,  State  of  New  York,  before  Breitel,  Ch.  J., 
Jasen,  Gabrielli,  Wachtier,  Jones,  Fuchsberg  and  Cooke,  JJ. 


A  builder,  all  set  to  put  in  an  apartment  house  foundation  after  much 
preparatory  expense,  was  prevented  from  doing  so  by  “violent  opposi¬ 
tion  from  area  residents”  who  “took  to  the  streets  and  physically 
excluded  petitioner  from  its  property  in  disregard  of  law  and  court 
orders”.  Erecting  at  least  the  foundation  would  have  caused  a  vesting 
of  the  builder’s  right  to  proceed  with  his  planned  construction,  and 
thus  insulated  the  project  from  a  subsequent  zoning  change.  The  zon¬ 
ing  change — an  apparent  by  product  of  the  mob’s  reaction — did  come, 
precluding  the  kind  of  project  the  builder  had  planned.  The  city  and 
its  agencies  then  held  the  builder  subject  to  the  new  zoning  and  pleaded 
their  impotence  to  do  anything  else.  The  Court  of  Appeals  did  not 
lay  claim  to  equal  impotency.  It  said  that  “(w)hen  a  court  is  called 
upon  to  exercise  equitable  powers  is  not  precluded  from  doing  so 
because  the  agency  involved  may  not  possess  similar  powers.”  The 
Court  found  the  City’s  protestations  disingenuous,  and  City  personnel 
implicated  in  the  wrongful  conduct.  Noting  that  “city  police  officials 
stood  by  while  a  lawless  mob  prevented  petitioner  from  vesting  his 
rights  under  the  existing  law”  the  Court  held  that  the  City  may  there¬ 
fore  be  “estopped  from  claiming  the  benefits  of  its  own  inaction, 
whether  intentional  or  merely  negligent”.  The  building  permit  was 
ordered  reinstated. 

(New  York  Law  Journal,  dated  November  8,  1978,  page  1) 
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CALENDAR 


DOCKET 

New  Cases  filed  up  to  February  20,  1979 

Cal.  No.  Dept.  Premises  Affected 

156-79-A — B.S.I. — 470  Seaview  Avenue,  southwest  corner 
of  Nugent  Avenue,  Block  3389,  Lot  4,  Midland  Beach, 
Borough  of  Staten  Island,  N.B.  #797/78,  re-  storm  water 
disposal,  Local  Law  #7. 


157-79-A — F.D. — 80-07  Cypress  Avenue,  northeast  corner 
of  Cooper  Avenue,  Block  3731,  Lots  1,  127  and  132,  Glen¬ 
dale,  Borough  of  Queens.  Fire  Department  letter 
#E38660,  self  service  gasoline  station. 


158-79-A — F.D. — 129-03  North  Conduit  Avenue,  north¬ 
west  corner  of  130th  Street,  Block  11863,  Lots  12,  57,  61 
and  63,  South  Ozone  Park,  Borough  of  Queens,  Fire 
Department  letter  #E905172,  self  service  gasoline 
station. 


159-79-SM — Fire  Protection  Equipment  for  installation 
in  sprinkler  systems,  manufactured  by  Central  Sprinkler 
Corporation. 


160-79-BZ — B.Q. — 108-63/69  Roosevelt  Avenue,  north 
side,  100  feet  west  of  111th  Street,  Block  1780,  Lots 
52,  54  and  56,  Corona,  Borough  of  Queens.  Community 
Board  #4Q.  Alt.  #170/78,  re-  proposed  use  group  16 
autosales  in  R6  Cont.  to  Sec.  22-00  Z.R.,  and  change  in 
use  of  printing  plant  Cont.  to  Sec.  52-34  Z.R. 


161-79-A — B.Bx. — 1177  East  Gun  Hill  Road,  northeast 
corner  of  Bushnell  Avenue,  Block  4806,  Lots  38  and  42, 
Borough  of  The  Bronx,  re-  revocation  of  Certificates  of 
Occupancy  #21877-57  and  23566-58. 


162-79-A — B.S.I. — 239  Western  Avenue,  southeast  corner 
of  Richmond  Terrace,  Block  1338,  Lot  1,  Port  Ivory, 
Borough  of  Staten  Island.  N.B.  #1223/78,  re-  proposed 
construction  of  Warehouse  with  Fire  Protection  on  steel 
columns  Cont.  to  Sec.  C26-314.1  and  Protective  Guards 
on  the  roof  Cont.  C26-503.4. 


163-79-BZ— B.M.— 521-23  West  Street,  111-13  Horatio 
Street,  105-07  Horatio  Street,  802-16  Washington  Street, 
84-88  Gansevoort  Street,  90-92,  94-98,  and  100-102  Ganse- 
voort  Street,  523  West  Street,  Block  643,  Lots  1,  33,  31, 
19,  16,  14,  11,  5  and  8,  Borough  of  Manhattan.  Com¬ 
munity  Board  #2M.  Alt.  #138/79,  re-  proposed  residence 
building  (052)  in  Ml-5  dist.  Cont.  to  Sec.  42-00  Z.R.,  must 
comply  with  Sec.  277,  277  (9)  C  26-1205.3  Multiple 
Dwelling  Law. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I.; — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — • 
Health  Department;  F.D. — Fire  Department. 


MARCH  20,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  morning  March  20,  1979,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

SPECIAL  ORDER  CALENDAR 

493-73-A 

APPLICANT — Atkin  and  Gibson  for  JBR  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 


which  expired  October  23,  1978 — appeal  from  a  decision  of 
the  Borough  Superintendent  re-  cellar  apartment,  Multiple 
Dwelling  Law;  previously  granted  on  condition. 

PREMISES  AFFECTED— 328  West  83rd  Street,  south 
side,  81.4^4  feet  east  of  Riverside  Drive,  Block  1245,  Lot  40, 
Borough  of  Manhattan. 


60-74-BZ 

APPLICANT — Tufo,  Johnston,  Zuccotti  and  Allegaert  for 
34th  Street  South  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
C5-3  and  Cl-9  district,  the  erection  of  a  20  story  and 
penthouse  multiple  dwelling  that  exceeds  the  permitted 
tower  coverage  and  floor  area  ratio  and  has  less  than  the 
required  lot  area  per  room  and  accessory  parking. 

PREMISES  AFFECTED — 115-125  East  34th  Street,  north 
side,  183.6  feet  east  of  Park  Avenue,  Block  890,  Lots  11, 
12,  13,  14,  15  and  16,  Borough  of  Manhattan.  Community 
Board  #6M. 

635-49-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Joseph  Bonanno, 
owner. 

SUBJECT- — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  3,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  a  change  in 
occupancy  from  storage  of  fruit  and  truck  garage,  pre¬ 
viously  granted  by  the  Board,  to  ornamental  iron  works 
factory  with  accessory  welding  and  garage  for  two  trucks 
in  the  open  yard. 

PREMISES  AFFECTED — 78  Butler  Street,  south  side, 
150  feet  east  of  Smith  Street,  Block  409,  Lot  14,  Borough 
of  Brooklyn.  Community  Board  #6BK. 

439-75-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Scala  Cuffee 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  11,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R7-1  district,  the  erection  of 
a  one  story  building  for  use  as  an  eating  and  drinking 
establishment. 

PREMISES  AFFECTED — 2247  Southern  Boulevard,  790- 
798  Garden  Street,  northwest  corner,  Block  3112,  Lots  38 
and  41,  Borough  of  The  Bronx. 

238-73-A 

APPLICANT — Larry  Meltzer  of  Northville  Petroleum 
Carriers,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  term  of  variance  which 
expired  July  24,  1978;  and  for  amendment — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  transportation  of 
fuel  oil  in  tank  trucks  through  city  streets  not  in  conform¬ 
ity  with  the  requirements  of  the  Administrative  Code  of 
City  of  New  York;  previously  granted  on  condition. 


ZONING  CASES 

488-78-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Bleecker  Tower 
Tenants  Corporation,  owners. 
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SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml -5  district,  the  conversion  of 
a  building  that  exceeds  the  permitted  area  from  manufac¬ 
turing  use  into  stores  and  joint  living  working  quarters 
for  artists. 

PREMISES  AFFECTED — 644  Broadway,  northeast  cor¬ 
ner  of  Bleecker  Street,  Block  529,  Lot  1,  Borough  of  Man¬ 
hattan.  Community  Board  #2M. 


889-78-BZ 

APPLICANT — Harry  Soled  for  Beth  Jacob  of  Flatbush, 
owner. 

SUBJECT — Application  October  6,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  (OP)  district,  the  en¬ 
largement  in  area  of  an  existing  two  family  dwelling  and 
the  conversion  into  a  parochial  school  that  creates  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  side  and 
rear  yard  encroachment  and  without  the  required  loading 
berth. 

PREMISES  AFFECTED — 1831  Ocean  Parkway,  east  side, 
246.7  feet  south  of  Avenue  R,  Block  6682,  Lot  85,  Borough 
of  Brooklyn.  Community  Board  #15BK. 


908-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  West  11th  Street 
Apartments,  owner. 

SUBJECT — Application  October  17,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-5  district,  the  conversion 
of  an  existing  federal  detention  center  into  a  multiple 
dwelling. 

PREMISES  AFFECTED— 373  West  11th  Street  and  427/ 
431  West  Street,  northeast  corner,  Block  638,  Lot  1,  Bor¬ 
ough  of  Manhattan.  Community  Board  #2M. 


946-78-BZ 

APPLICANT — Kenneth  H.  Koons  for  676  Hunts  Point 
Realty  Corporation,  owner. 

SUBJECT — Application  October  31,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C2-4  district, 
the  construction  and  maintenance  of  an  automobile  wreck¬ 
ing  establishment  with  accessory  dismantling  and  sale  of 
parts. 

PREMISES  AFFECTED — 676  Hunts  Point  Avenue, 
southeast  corner  of  Spofford  Avenue,  Block  2766,  Lot  145, 
Borough  of  The  Bronx.  Community  Board  #2BX. 

Alan  D.  Gershuny,  Executive  Director 


MARCH  20,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  March  20,  1979,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 


164-79-GR 

SUBJECT — Applicability  of  Reference  Standard  RS  18-1 
(Safety  Code  for  Elevators,  Dumbwaiters,  Escalators, 
and  Moving  Walks)  of  the  Building  Code  of  the  City  of 
New  York  to  approvals  of  relevant  equipment  adopted  by 
the  Board  before  February  20,  1979. 


138-77-SA 

APPLICANT — Kidde  Belleville,  Division  of  Walter  Kidde 
and  Company,  Incorporated — fire  extinguishing  system. 


731-78-SA 

APPLICANT — Robertshaw  Controls  Company,  Control 
Systems  Division — fire  alarm  system  equipment. 

77-79-SM 

APPLICANT — Venco  Products,  Incorporated — \y2  hour 
fire  rated  fire  dampers. 


159-79-SA 

APPLICANT — Central  Sprinkler  Corporation — automatic 
sprinkler  head. 


904-78-A 

APPLICANT — Jerome  H.  Levitt  for  Anthony  Scotto  and 
Edward  Taglianetti,  owner. 

SUBJECT — Application  October  16,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
Proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 4465  Arthur  Kill  Road,  north 
side,  583  feet  east  of  Kreischer  Street,  Block  7590,  Lot  64, 
Tottenville,  Borough  of  Staten  Island. 


952-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  Com¬ 
bustible  mixture  known  as  “Quaker  Maid  Anti-Freeze 
Coolant”  in  one  gallon  polyethylene  bottle  with  child  proof 
plastic  cap  with  heat  sealed  metal  foil,  container  not  in 
compliance  with  the  regulation  of  the  Administrative  Code 
of  the  City  of  New  York. 


953-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Pennzoil  Anti-Freeze  and 
Coolant”  in  one  gallon  polyethylene  bottle  with  child  proof 
plastic  cap,  container  not  in  compliance  with  the  regulation 
of  the  Administrative  Code  of  the  City  of  New  York. 


954- 78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Quaker  State  Anti-Freeze  and 
Coolant  Concentrate”  in  one  gallon  polyethylene  bottle 
with  child  proof  plastic  cap,  container  not  in  compliance 
with  the  regulation  of  the  Administrative  Code  of  the  City 
of  New  York. 

955- 78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 
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SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Big  A  Anti-Freeze  and  Cool¬ 
ant”  in  one  gallon  polyethylene  bottle  with  child-proof 
cap,  container  not  in  compliance  with  the  regulation  of 
the  Administrative  Code  of  the  City  of  New  York. 


956-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “GM  Permanent  Type  Anti- 
Freeze  Coolant”  in  one  gallon  polyethylene  bottle  with 
child-proof  cap,  container  not  in  compliance  with  the 
regulation  of  the  Administrative  Code  of  the  City  of  the 
City  of  New  York. 


957-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “NAPA  Permanent  Anti- 
Freeze  and  Summer  Coolant”  in  one  gallon  polyethylene 
bottle  with  child-proof  plastic  cap,  container  not  in  com¬ 
pliance  with  the  regulation  of  the  Administrative  Code  of 
the  City  of  New  York. 


958-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Kendall  Anti-Freeze  Summer 
Coolant  All-Season”  in  one  gallon  polyethylene  bottle 
with  child-proof  cap,  container  not  in  compliance  with  the 
regulations  of  the  Administrative  Code  of  the  City  of 
New  York. 


959-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Mobil  Permazone  Anti-Freeze 
and  Coolant”  in  one  gallon  polyethylene  bottle  with  child¬ 
proof  plastic  cap  with  heat  sealed  foil  liner,  container  not 
in  compliance  with  the  regulation  of  the  Administrative 
Code  of  the  City  of  New  York. 


960-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Firestone  Frigitone  Anti- 
Freeze  and  Summer  Coolant”  in  one  gallon  polyethylene 
bottle  with  child-proof  cap,  container  not  in  compliance 
with  the  regulation  of  the  Administrative  Code  of  the  City 
of  New  York. 


961-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 


SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Sno-Flo  Year  Round  Protec¬ 
tion  Anti-Freeze  and  Coolant”  in  one  gallon  polyethylene 
bottle  with  child  proof  plastic  cap,  container  not  in  compli¬ 
ance  with  the  regulation  of  the  Administrative  Code  of  the 
City  of  New  York. 


962-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  Fire  Commissioner  re-  Packaging  of  combusti¬ 
ble  mixture  known  as  “UDS  Year  Round  Anti-Freeze  and 
Coolant”  in  one  gallon  polyethylene  bottle  with  child  proof 
plastic  cap,  container  not  in  compliance  with  the  regulation 
of  the  Administrative  Code  of  the  City  of  New  York. 


963-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Valvoline  Permanent  Anti- 
Freeze  and  Summer  Coolant”  in  one  gallon  polyethylene 
bottle  with  child  proof  plastic  cap,  container  not  in  compli¬ 
ance  with  the  regulation  of  the  Administrative  Code  of  the 
City  of  New  York. 


964-78- A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Western  Auto  Permanent  Anti- 
Freeze  and  Summer  Coolant”  in  one  gallon  polyethylene 
bottle  with  child  proof  plastic  cap,  container  not  in  compli¬ 
ance  with  the  regulation  of  the  Administrative  Code  of  the 
City  of  New  York. 


965-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “J.  C.  Penny  Anti-Freeze 
Summer  Coolant”  in  one  gallon  polyethylene  bottle  with 
child-proof  plastic  cap,  container  not  in  compliance  with 
the  regulation  of  the  Administrative  Code  of  the  City  of 
New  York. 


966-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Mr.  Motor  Concentrated  All 
Season  Anti-Freeze  and  Summer  Coolant”  in  one  gallon 
polyethylene  bottle  with  child-proof  plastic  cap,  container 
not  in  compliance  with  the  regulation  of  the  Administrative 
Code  of  the  City  of  New  York. 

1073-78-A 

APPLICANT — A.  H.  Salkowitz  and  Carl  Heimberger  for 
Allied  Manor  Road  Company,  owner. 
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SUBJECT — Application  November  13,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 800  Manor  Road,  west  side,  120 
feet  north  of  Manor  Road,  Block  752,  Lot  1,  Castleton 
Corners,  Borough  of  Staten  Island. 


1074-78-A 

APPLICANT — Leonard  F.  Rothkrug  for  Pamela  Equities 
Corporation,  owner. 

SUBJECT — Application  November  14,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Multiple 
Dwelling  Law. 

PREMISES  AFFECTED— 39  Whitehall  Street,  southeast 
corner  of  Pearl  Street,  Block  8,  Lot  32,  Borough  of 
Manhattan. 


209-78-A 

APPLICANT — Albert  Melniker  for  Frank  Tambakis, 
Nicholas  and  Ann  Tambakis,  owners. 

SUBJECT — Application  March  30,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 2145  Richmond  Avenue,  east 
side,  11.74  feet  south  of  Rockland  Avenue,  Block  2360, 
Lot  54,  New  Springville,  Borough  of  Staten  Island. 

Alan  D.  Gershuny,  Executive  Director 

MARCH  27,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  morning,  March  27,  1979,  at  10  o’clock  at  80  Lafa¬ 
yette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

SPECIAL  ORDER  CALENDAR 

359-78-A 

APPLICANT — Birgitta  Filippelli  for  Lucy  Filippelli, 
owner ;  Artificial  Flowers  and  Displays,  Ltd.,  lessee. 
SUBJECT — Application  for  consideration — to  dismiss  the 
application  of  May  15,  1978— appeal  from  a  decision  of  the 
Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 457  West  46th  Street,  north 
side,  175  feet  east  of  10th  Avenue,  Block  1056,  Lot  8, 
Borough  of  Manhattan. 


5-78-A 

APPLICANT — Apsco  Fabrics,  Incorporated  for  Louis  and 
Bessie  Adler  Foundation,  Incorporated,  owners. 

SUBJECT — Application  for  consideration — to  dismiss  the 
application  of  January  4,  1978 — appeal  from  a  decision  of 
the  Fire  Commissioner  re-  sprinkler  protection  under  the 
obstructions  (Bins). 

PREMISES  AFFECTED — 469-475  10th  Avenue  and  501 
West  36th  Street,  northwest  corner,  Block  708,  Lot  31, 
Borough  of  Manhattan. 


6-58-BZ 

APPLICANT — L.  Lopez  and  C.  Santaella  for  Acacia  Realty 
Company,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  June  12,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 


dence  use  district,  the  maintenance  of  a  parking  lot  for 
more  than  five  motor  vehicles  on  a  vacant  parcel  of  land. 

PREMISES  AFFECTED — 1039-1041  Boynton  Avenue, 
west  side,  300  feet  south  of  Watson  Avenue,  Block  3714, 
Lot  48,  Borough  of  The  Bronx.  Community  Board  #9BX. 


74-49-BZ 

APPLICANT — Stroock  and  Stroock  and  Lavan  for  Gerald 
Kaufman,  as  executor  of  last  will  and  testament  of 
Benjamin  Kaufman  and  Nathan  P.  Jacobs,  as  tenant-in¬ 
common. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  June  28,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  retail  use  district,  the  erection  and 
maintenance  of  a  storage  garage  for  more  than  five  motor 
vehicles  and  stores. 

PREMISES  AFFECTED— 515  7th  Avenue  and  144-158 
West  38th  Street,  southeast  corner,  Block  813,  Lot  64 
(formerly  Lots  64,  65  and  67),  Borough  of  Manhattan. 
Community  Board  #5M. 


608-52-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  L.  R.  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  30,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
office,  showroom,  sales  and  display,  lubritorium,  car  wash, 
motor  vehicles  repairs  and  to  permit  the  parking  and  stor¬ 
age  of  motor  vehicles,  with  a  show  window  nearer  the 
residence  use  district  than  is  permitted  (previously  denied 
for  a  gasoline  service  station). 

PREMISES  AFFECTED— 87-05  Roosevelt  Avenue  and 
37-61  to  37-69  87th  Street,  northeast  corner,  Block  1475, 
Lot  42,  Jackson  Heights,  Borough  of  Queens.  Community 
Board  #3Q. 


409-58-BZ 

APPLICANT — Andrew  Di  Camillo  for  Joseph  Coscia, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Sections  21,  7e  and  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  retail  and  residence  use  C  area  district,  the  erec¬ 
tion  of  a  one  story  extension  to  the  present  building  and 
change  uses  of  auto  laundry,  auto  body  repairs  and  paint 
shop  and  parking  and  storage  of  more  than  five  motor 
vehicles  to  automatic  laundry,  auto  repairs  and  parking  and 
storage  of  more  than  five  motor  vehicles  and  parking  of 
cars  waiting  to  be  serviced,  the  new  extension  occupying 
more  than  the  permitted  area. 

PREMISES  AFFECTED— 8822-8824  4th  Avenue  and  361- 
383  89th  Street,  northwest  corner,  Block  6062,  Lots  41,  45 
and  48  (formerly  Lots  41,  42,  45,  48),  Borough  of  Brook¬ 
lyn.  Community  Board  #10BK. 


164-60-BZ 

APPLICANT — Arthur  Levine  for  Catherine  Bartley,  Mary 
Bartley,  Virginia  Bartley  and  Albina  Bartley,  owners. 
SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  January  10,  1976 — decision  of  the  Borough 


277 


CALENDAR 


Superintendent;  previously  granted  on  condition  under 
Sections  7e,  7f  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  retail  use  district  the  erection  and  maintenance  of  a 
gasoline  service  station,  auto  washing,  non-automatic, 
lubrication,  office  sale  of  auto  accessories,  minor  auto  re¬ 
pairs  with  hand  tools  only,  parking  and  storage  of  more 
than  five  motor  vehicles,  and  a  ground  sign. 

PREMISES  AFFECTED— 100-16  to  100-24  (100-20  offi¬ 
cial)  Metropolitan  Avenue,  southeast  corner  of  70th  Road, 
Block  3895,  Lot  32,  Forest  Hills,  Borough  of  Queens. 
Community  Board  #5Q. 


ZONING  CASES 

890-78-BZ 

APPLICANT — Rudolf  J.  Beneda  for  3769  10th  Avenue 
Corporation,  owner. 

SUBJECT — Application  October  6,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  in  an  existing 
two  story  structure  occupied  as  a  factory  and  automobile 
repair  shop,  the  conversion  of  the  second  floor  into  an 
apartment. 

PREMISES  AFFECTED — 3769  10th  Avenue,  southeast 
corner  of  West  202nd  Street,  Block  2198,  Lot  5,  Borough 
of  Manhattan.  Community  Board  #12M. 

923-78-BZ 

APPLICANT — Joseph  B.  Raia  for  Joan  Stelarski,  owner. 

SUBJECT — Application  October  20,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  main¬ 
tenance  of  a  two  story  enlargement  to  a  one  family  dwell¬ 
ing  that  encroaches  into  the  required  rear  yard. 

PREMISES  AFFECTED — 150  Colon  Avenue,  west  side, 
120.00  feet  north  of  Katan  Avenue,  Block  5455,  Lot  113, 
Great  Kills,  Borough  of  Staten  Island.  Community  Board 
#3S.I. 

943-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  17  East  75th 
Street  Corporation,  owner. 

SUBJECT — Application  October  27,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  and  C5-1  (MP)  district, 
the  reconstruction  of  a  two  story  and  basement  enlarge¬ 
ment  to  an  existing  four  story  and  basement  building  to  be 
occupied  as  a  one  family  dwelling. 

PREMISES  AFFECTED — 17  East  75th  Street,  north  side, 
95  feet  west  of  Madison  Avenue,  Block  1390,  Lot  13,  Bor¬ 
ough  of  Manhattan.  Community  Board  #8M. 


1149-78-BZ 

APPLICANT — M.  Milton  Glass  for  West  Side  Loft  Asso¬ 
ciates,  owner. 

SUBJECT — Application  December  22,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-5  district,  in  an  existing 
fourteen  story  building  the  conversion  of  the  second 
through  fourteenth  floors  from  manufacturing  uses  into 
apartment. 

PREMISES  AFFECTED — 347-353  West  39th  Street,  north 
side,  100  feet  east  of  Ninth  Avenue,  Block  763,  Lot  8,  Bor¬ 
ough  of  Manhattan.  Community  Board  #4M. 


545-78-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Aldo  Vas- 
poli,  owner. 


SUBJECT — Application  July  18,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R4  district,  the  erection  of  a 
one  story  building  for  use  as  a  commercial  vehicle  storage 
establishment. 

PREMISES  AFFECTED — 903  Pine  Street,  east  side,  250 
feet  north  of  Cozine  Avenue,  Block  4547,  Lots  49  and  50, 
Borough  of  Brooklyn.  Community  Board  #5BK. 
Decision  deferred  from  January  30,  1979,  hearing  closed. 

Alan  D.  Gershuny,  Executive  Director 


MARCH  27,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 

Tuesday  afternoon,  March  27,  1979,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

532- 78-A 

APPLICANT — Ralph  J.  Schwarz,  Jr.  for  York  Amusement 
Company,  Incorporated,  owner,  Jolar  Cinema,  Incorpo¬ 
rated,  lessee. 

SLTBJECT — Application  July  12,  1978 — Review  and  Inter¬ 
pretation  of  Zoning  Matter  re-  proposed  use  of  viewing 
machines. 

PREMISES  AFFECTED— 1487  7th  Avenue,  west  side,  40.5 
feet  south  of  43rd  Street,  Block  1014,  Lot  134,  Borough  of 
Manhattan. 

533- 78-A 

APPLICANT — Ralph  J.  Schwarz,  Jr.  for  Fashion  Wear 
Realty  Corporation,  owner,  Coast  Holding  Corporation, 
lessee. 

SUBJECT — Application  July  12,  1978 — Review  and  Inter¬ 
pretation  of  Zoning  Matter  re-  proposed  use  of  viewing 
machines. 

PREMISES  AFFECTED — 113  West  42nd  Street,  north 
side,  150  feet  west  of  Avenue  of  the  Americas  and  West 
42nd  Street,  Block  995,  Lot  26,  Borough  of  Manhattan. 


534- 78-A 

APPLICANT — Ralph  J.  Schwarz,  Jr.  for  Sevco  Realty 
Corporation,  owner,  Black  Jack  Distributors,  Incorporated, 
lessee. 

SUBJECT — Application  July  12,  1978 — Review  and  Inter¬ 
pretation  of  Zoning  Matter  re-  proposed  use  of  viewing 
machines. 

PREMISES  AFFECTED— 210-212  West  42nd  Street,  south 
side,  100  feet  west  of  Seventh  Avenue,  Block  1013,  Lot  37, 
Borough  of  Manhattan. 

535- 78-A 

APPLICANT — Ralph  J.  Schwarz  for  Fun  City  -Novelties 
Incorporated,  lessee. 

SUBJECT — Application  July  12,  1978 — Review  and  Inter¬ 
pretation  of  Zoning  Matter  re-  proposed  use  of  viewing 
machines. 

PREMISES  AFFECTED— 259  West  42nd  Street,  north 
side,  100  feet  east  of  Eighth  Avenue,  Block  1014,  Lot  5, 
Borough  of  Manhattan. 

536- 78-A 

APPLICANT — Ralph  J.  Schwarz,  Jr.  for  Jean  Messina  and 
Kathryn  Fahy,  owner,  Queens  Paperbook  Incorporated, 
lessee. 

SUBJECT — Application  July  12,  1978 — Review  and  Inter¬ 
pretation  of  Zoning  Matter  re-  proposed  use  of  viewing 
machines. 
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PREMISES  AFFECTED— 247  West  42nd  Street,  north 
side,  237.6  feet  east  of  8th  Avenue,  Block  1014,  Lot  11, 
Borough  of  Manhattan. 

539- 78-A 

APPLICANT — Ralph  J.  Schwarz,  Jr.  for  303  West  42nd 
Street  Corporation,  owner,  Show- World  Center  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  July  12,  1978 — Review  and  Inter¬ 
pretation  of  Zoning  Matter  re-  proposed  use  of  viewing 
machines. 

PREMISES  AFFECTED— 303  West  42nd  Street,  north 
side,  75  feet  west  of  Eighth  Avenue,  Block  1033,  Lot  32, 
Borough  of  Manhattan. 

540- 78-A 

APPLICANT — Ralph  J.  Schwarz,  Jr.  for  Michael  Zaffa- 
rano,  owner,  1605  Book  Center  Incorporated,  lessee. 

SUBJECT — Application  July  12,  1978 — Review  and  Inter¬ 
pretation  of  Zoning  Matter  re-  proposed  use  of  viewing 
machines. 

PREMISES  AFFECTED— 1603-11  Broadway,  west  side, 
19.6J4  feet  south  of  West  49th  Street,  Block  1020,  Lot  43, 
Borough  of  Manhattan. 

1070-78-A 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Anna 
E.  Pase,  owner,  Amoco  Oil  Company,  lessee. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
change  to  self  service  gasoline  station  contrary  to  Section 
C19-73-0.b(2)  of  the  Fire  Prevention  Code  of  the  City  of 
New  York. 

PREMISES  AFFECTED — 60-50  Woodhaven  Boulevard, 
southwest  corner  of  60th  Road,  Block  2885,  Lot  12,  Rego 
Park,  Borough  of  Queens. 


1081-78-A 

APPLICANT — Celeste  Industries  Corporation,  owner. 

SUBJECT — Application  November  13,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Celeste  (R)  Isopropal  Alcohol”, 
in  11  cc,  3"  x  4"  Foil  Laminate  27.5  lb.  SC  pouch  paper  J4 
mil  polyethylene  .0003  foil,  7  mil  surlyn — towelette  100° 
rayon  with  Disposable  Packet. 


1100-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 

OWNER  OF  PREMISES — Arrao’s  Real  Estate. 

SUBJECT — Application  November  21,  1978 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  #139185  re-  Sprinkler 
System. 

PREMISES  AFFECTED — 97  to  99  Court  Street,  northeast 
corner  of  Schermerhorn  Street,  Block  269,  Lot  21,  Borough 
of  Brooklyn. 


468-77-A 

APPLICANT — Jeremiah  T.  Walsh,  Commissioner  of  Build¬ 
ings. 

OWNER  OF  PREMISES— William  Schmid. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Occupancy  #4467  re-  access  to  fire  escapes, 
and  stairway  enclosure. 

PREMISES  AFFECTED— 25-29  William  Street  and  38-42 
Exchange  Place,  southwest  corner,  Block  25,  Lot  27,  Bor¬ 
ough  of  Manhattan. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  20,  1979,  10  A.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 
Commissioner  Cincotta. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  February  6,  1979,  were 
approved  as  printed  in  the  Bulletin  of  February  15,  1979, 
Volume  64,  Number  7. 

656-74- A 

APPLICANT — Kavy  and  Kavovitt,  Incorporated  for  Fay- 
mor  Development  Company,  Incorporated,  owner. 
SUBJECT — Application  for  consideration — to  reopen  in  ac¬ 
cordance  with  the  Order  of  the  Court  for  reinstatement 
of  its  building  permit  for  a  period  of  103  days  starting 
April  1,  1979  to  complete  all  work  on  foundations — Appeal 
from  a  decision  of  the  Commissioner  of  Buildings  re-  Stop 
All  Work  Immediately;  previously  denied. 

PREMISES  AFFECTED — 621  Lannett  Avenue,  southwest 
corner  of  Beach  6th  Street,  Blocks  15593  and  15594,  Lots  1 
and  1,  Far  Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — To  reopen  in  accordance  with  the 
order  of  the  court  for  reinstatement  of  building  permit. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent :  Commissioner  Wolf  .  1 

THE  RESOLUTION— 


Whereas,  on  May  23,  1977,  the  Supreme  Court  of  the 
State  of  New  York,  Appellate  Division,  Second  Department, 
unanimously  granted  Faymor  Development  Co.  Inc.  “a  period 
of  103  days  in  which  to  complete  all  work  on  foundations  in 
order  to  vest  its  rights  and  (the  Board  was)  directed  to  rein¬ 
state  the  building  permit  nunc  pro  tunc  for  such  period” ;  and 

Whereas,  on  October  31,  1978,  the  Court  of  Appeals  of 
the  State  of  New  York  unanimously  affirmed  the  order  of 
the  Appellate  Division. 

Be  and  it  hereby  is  resolved  that  the  building  permit  be 
reinstated  for  a  period  of  103  days  starting  April  1,  1979  to 
complete  all  work  on  foundations. 

Motion  to  grant. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf .  1 


619-77-A 

APPLICANT — Rampulla  Associates  for  Irene  Herzog, 

owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  31, 
1979 — appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  re-  proposed  use  of  drywells  for  the  disposal  of 
storm  water  (Local  Law  #7)  ;  previously  granted  on  con¬ 
dition. 

PREMISES  AFFECTED— 5  Herkimer  Street,  northwest 
corner  of  Metropolitan  Avenue,  Block  270,  Lot  24,  New 
Brighton,  Borough  of  Staten  Island. 

APPEARANCES—  . 

For  Applicant:  Philip  V.  Rampulla. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 


THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  31,  1978,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
31,  1978  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (N.B. 
583-77) 


942-77-A 

APPLICANT — McGee  and  Morsellino  for  Save  Way 
Albion  Incorporated,  owner. 

SUBJECT — Application  for  consideration — Reopening  for 
amendment  of  the  resolution— appeal  from  a  decision  of 
the  Fire  Commissioner  re-  proposed  conversion  from  gaso¬ 
line  service  station  to  self  service  gasoline  service  station; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 77-33  Queens  Boulevard,  north¬ 
west  corner  of  Albion  Avenue,  Block  1536,  Lot  101,  Elm¬ 
hurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  18,  1978,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  18, 
1978,  by  adding  thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  “Received  December 
7,  1978” — Three  sheets,  on  condition  that  the  work  shall 
be  completed  within  one  year  from  the  date  of  this 
amended  resolution;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (F.D.  Acct.  No.  E542640) 


155-57-BZ 

APPLICANT— Carlo  Nuzzi  for  Reinaldo  Nelson,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  September  11,  1978 — decision  of  the  Bor¬ 
ough  Superintendent;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  maintenance  of  a  parking  lot 
for  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 1690-1692  Nelson  Avenue,  east 
side,  410  feet  north  of  West  174th  Street,  Block  2876, 
Lots  167  and  168,  Borough  of  The  Bronx.  Community 
Board  #5BX. 
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APPEARANCES— 

For  Applicant :  Carlo  Nuzzi. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissoner  Cincotta  .  5 

Negative :  .  0 

Absent :  Commissioner  Wolf  .  1 

THE  RESOLUTION— 


Whereas,  Community  Board  #5BX  was  notified  by  the 
applicant  on  January  2,  1979,  and  no  response  was  received; 
and 

Whereas,  this  application  was  granted  by  the  Board  on 
February  18,  1958,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  20,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  18,  1958,  as  amended 
through  September  11,  1973  only  as  to  the  term  of  the  vari¬ 
ance,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  on  condition  that 

the  graffiti  shall  be  removed  from  the  surface  of  the 
screening,  and  that  the  surface  of  the  lot  shall  be  treated 
to  prevent  the  release  of  dust;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects,  and  that  a  new  Certificate  of  Oc¬ 
cupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (Alt.  1210-56) 


193-71-BZ 

APPLICANT — Weinberg  and  Kirshenbaum  for  James 
Seidelbach,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  June  8,  1976 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  73-241  of  the  Zoning  Resolution,  permitting  in  a 
C2-3  district,  at  an  existing  three  story  building,  the 
addition  to  the  use  of  the  first  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 1476  Flatbush  Avenue,  west 
side,  120  feet  north  of  Glenwood  Road,  Block  5249,  Lot 
67,  Borough  of  Brooklyn.  Community  Board  #14BK. 
APPEARANCES— 

For  Applicant:  Harold  Weinberg. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative :  .  0 

Absent :  Commissioner  Wolf  .  1 

THE  RESOLUTION— 


Whereas,  Community  Board  #14BK  was  notified  by  the 
applicant  on  January  4,  1979  and  no  response  was  received; 
and 

W hereas,  this  application  was  granted  by  the  Board  on 
June  8,  1971,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  20,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  8,  1971  only  as  to  the  term 


of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  on  condition  that 
there  be  no  lewd,  topless,  bottomless,  or  nude  male 
and/or  female  entertainment  of  any  kind;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects,  and  that  a  new  Certi¬ 
ficate  of  Occupancy  shall  be  obtained  within  one  year 
from  the  date  of  this  amended  resolution.”  (Alt.  244-70) 


516-75-BZ 

APPLICANT — Tudda,  Scherer  and  Zborowski  for  341  East 
60th  Street  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  May  4,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
C8-4  district,  the  erection  of  a  five  story  building  to  be 
occupied  as  a  tennis  club  with  roof  tennis  facilities  that 
encroaches  on  the  required  rear  yard  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED — 333  East  60th  Street,  north  side, 
48.4  feet  East  of  Queensboro  Bridge  Ramp,  Block  1435, 
Lot  16,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  J.  Tudda. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent :  Commissioner  Wolf .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  4,  1976  on  certain  conditions ;  and 
Whereas,  the  application  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  4,  1976  only  as  to  the  time  to 
complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  32-75) 


505-77-BZ 

APPLICANT — Harold  Herman  for  Solita  N.  Herman 
(Trustee),  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R8  district,  the  enlargement  by  four  additional  stores  on 
an  existing  five  story  garage  structure  and  the  conversion 
into  a  multiple  dwelling  that  creates  non-compliance  in 
floor  area  ratio,  open  space  ratio,  lot  area  per  room  and 
penetration  of  the  sky  exposure  plane. 

PREMISES  AFFECTED— 423-425  East  76th  Street,  north 
side,  250  feet  west  of  York  Avenue,  Block  1471,  Lot  13, 
Borough  of  Manhattan.  Community  Board  #8M. 

APPEARANCES— 

For  Applicant:  Harold  Herman. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 
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THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent :  Commissioner  Wolf .  1 

THE  RESOLUTION— 


Whereas,  Community  Board  #8M  was  notified  by  the 
applicant  on  December  18,  1978  and  no  response  was  re¬ 
ceived;  and 

Whereas,  the  Board  has  determined  that  this  amendment 
is  for  a  minor  change  in  plans  to  permit  one  apartment  to 
be  split  into  two  studio  apartments  and  therefore  is  within 
the  parameters  of  the  minimum  variance  requirement;  and 
Whereas,  this  application  was  granted  by  the  Board  on 
January  17,  1978,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
17,  1978  as  amended  through  February  13,  1979  by  adding 
thereto : 

“that  the  rear  of  the  first  floor  may  be  rearranged  sub¬ 
stantially  as  shown  on  revised  drawing  of  proposed 
conditions,  marked  ‘Received  December  18,  1978’ — one 
sheet;  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.” 
(Alt.  129-77) 


358-68-A 

APPLICANT — I.  Daniel  Weisberg  for  Kings  Plaza  Shop¬ 
ping  Center  of  Avenue  U,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — appeal  from  a  decision  of  the 
Borough  Superintendent  re-  exterior  of  garage,  malls 
length,  height,  spacing  fire  partition  etc.  open  stairs,  egress ; 
previously  granted  on  condition. 

PREMISES  AFFECTED— 5102  to  5430  Avenue  U,  2483- 
2571  Flatbush  Avenue,  southeast  corner,  Block  8470,  Lots 
1,  50  and  55,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed,  applicant  to  be  notified. 


328-35-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Mac-Hal  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  October  27,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7f,  7i  and  7h  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  car  wash,  motor 
vehicle  repairs,  storage  and  sale  of  accessories  and  office, 
and  permitting  the  parking  and  storage  of  motor  vehicles 
on  unbuilt  portion  of  plot. 

PREMISES  AFFECTED — 922  Westchester  Avenue  and 
908-923  East  163rd  Street  and  910-918  Rogers  Place,  south¬ 
east  corner,  Block  2697,  Lot  35,  Borough  of  The  Bronx. 
Community  Board  #2BX. 

APPEARANCES— 

For  Applicant:  James  Vassalotti. 

ACTION  OF  BOARD— Laid  over  to  March  6,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


4-53-BZ— Vol.  II 

APPLICANT — Walter  T.  Gorman  for  Texaco,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  term  of  variance  which 
expired  October  6,  1978;  and  for  amendment — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  7f  of  the  Zoning  Resolution,  permitting 
in  a  retail  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  office,  car  wash,  lubritorium,  sale 
of  accessories. 

PREMISES  AFFECTED — 2703  East  Tremont  Avenue, 
northeast  corner  of  St.  Raymonds  Avenue  and  southeast 
corner  of  Williamsbridge  Road  and  St.  Raymonds  Avenue, 
Block  4076,  Lot  12,  Borough  of  The  Bronx.  Community 
Board  #9BX. 

APPEARANCES— 

For  Applicant:  Carl  A.  Sulfaro. 

ACTION  OF  BOARD — Laid  over  to  March  13,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


578-56-BZ 

APPLICANT — Charles  M.  Spindler  Associates  for  Lee- 
milts  Petroleum,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  September  18,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  maintenance  of  a  parking  and  storage 
lot  for  more  than  5  motor  vehicles  of  the  passenger  car 
type. 

PREMISES  AFFECTED — 1363  Taylor  Avenue  and  1815 
McGraw  Avenue,  northwest  corner,  Block  3881,  Lot  1, 
Borough  of  The  Bronx.  Community  Board  #9BX. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD— Laid  over  to  April  3,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


349-78-BZ 

APPLICANT — Atkin  and  Gibson  for  Handbank  Realty, 
owner.  Venice  Restaurant,  lessee. 

SUBJECT — Application  May  12,  1978 — decision  of  the  Bor¬ 
ough1  Superintendent,  under  Sections  73-03  and  73-63  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  in  an 
existing  two  story  commercial  building,  the  erection  of  an 
enlargement  to  the  first  floor  restaurant  that  increases  the 
degree  of  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED— 2105-09B  Williamsbridge  Road, 
west  side,  46.42  feet  north  of  Lydig  Avenue,  Block  4332, 
Lot  24,  Borough  of  The  Bronx.  Community  Board  #11BX. 

APPEARANCES— 

For  Applicant :  Don  Sterlini. 

For  Opposition :  Luisa  Cardarelli,  Ida  Greco,  Susan  Gam¬ 
bol,  Josephine  Guarnaccia  and  others. 

ACTION  OF  BOARD — Laid  over  from  February  20,  1979 
without  date. 


481-78-BZ 

APPLICANT — George  Perotto  for  Metra  Electronics  Cor¬ 
poration,  Contract  Vendee. 

SUBJECT — Application  June  27,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
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ing  Resolution,  to  permit  in  a  C8-2  district,  the  conversion 
of  an  existing  one  story  building  from  a  warehouse  into 
an  electronic  manufacturing  establishment. 

PREMISES  AFFECTED— 1512-1546  McDonald  Avenue, 
west  side,  75  feet  south  of  Avenue  “M”,  Block  6563,  Lot  10, 
Borough  of  Brooklyn.  Community  Board  #15BK. 

APPEARANCES— 

For  Applicant :  C.  Gessner. 

A.CTION  OF  BOARD— Laid  over  to  March  6,  1979,  at 
10  A.M.,  for  hearing. 


495-78-BZ 

APPLICANT — Sidney  L.  Spanier,  for  Tzemet  Associates, 
owner. 

SUBJECT — Application  June  29,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  Ml-5  (LMM)  district,  in  a  building  that 
exceeds  the  permitted  area,  the  conversion  from  warehouse 
into  loft  dwellings  that  has  less  than  the  required  yard 
depth  and  with  windows  that  open  on  a  deficient  yard  or 
court. 

PREMISES  AFFECTED— 466-470  Washington  Street, 
southwest  corner  of  Canal  Street,  Block  595,  Lot  16,  Bor¬ 
ough  of  Manhattan.  Community  Board  #1M. 
APPEARANCES— 

For  Applicant :  Sheldon  Lobel,  Ktziah  Spanier  and  Sidney 
Spanier. 

For  Opposition:  None. 

For  Administration:  Steven  Stein,  C.P.C. 

THE  VOTE  TO  CLOSE  HEARING: 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf .  1 


ACTION  OF  BOARD — Decision  deferred  and  hearing  re¬ 
opened  and  laid  over  to  February  27,  1979,  at  10  A.M., 
hearing  closed. 


496-78-A 

APPLICANT — Sidney  L.  Spanier  for  Tzemet  Associates, 
owner. 

SUBJECT — Application  June  29,  1978— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  conversion 
to  loft  dwellings  is  contrary  to  Multiple  Dwelling  Law. 

PREMISES  AFFECTED — 466/470  Washington  Street, 
west  side,  60  feet  south  of  Canal  Street,  Block  595,  Lot  16, 
Borough  of  Manhattan. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf .  1 


ACTION  OF  BOARD — Decision  deferred  and  hearing  re¬ 
opened  and  laid  over  to  February  27,  1979,  at  10  A.M., 
hearing  closed. 


704-78-BZ 

APPLICANT — Wuest  and  Bailey  for  Mario  and  James 
Cazzara,  owner,  E.  E.  J.  and  R.  Moreus,  lessee. 

SUBJECT — Application  August  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a  one 
story  enlargement  to  an  existing  drive-in  refreshment  stand. 


PREMISES  AFFECTED — 57-10  Main  Street,  southwest 
corner  of  Booth  Memorial  Avenue,  Block  6375,  Lot  9, 
Flushing,  Borough  of  Queens.  Community  Board  #7Q. 

APPEARANCES— 

For  Applicant :  Ralph  Wuest. 

For  Opposition:  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf .  1 


ACTION  OF  B<DARD— Laid  over  to  March  6,  1979,  at  10 
A.M.,  for  decision;  additional  information;  hearing  closed. 


741-78-BZ 

APPLICANT — Harry  Soled  for  Mor  Loewy,  owner. 

SUBJECT — Application  September  12,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  and  basement  enlargement  to  an  existing  multiple 
dwelling  that  creates  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  rear  yard  encroachment  on  the  interior 
lot  portion  of  the  plot. 

PREMISES  AFFECTED — 111  Penn  Street,  north  side,  88.7 
feet  east  of  Bedford  Avenue,  Block  2211,  Lot  60,  Borough 
of  Brooklyn.  Community  Board  #1BK. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

For  Opposition:  None. 

ACTION  OF  BOARD— Decision  deferred  to  March  6,  1979, 
at  10  A.M.,  hearing  closed. 


742-78-A 

APPLICANT — Harry  Soled  for  Mor  Loewy,  owner. 

SUBJECT — Application  September  12,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Multiple 
Dwelling  Law. 

PREMISES  AFFECTED— 111  Penn  Street,  north  side, 
86.7  feet  east  of  Bedford  Avenue,  Block  2211,  Lot  60, 
Borough  of  Brooklyn. 

ACTION  OF  BOARD — Decision  deferred  to  March  6, 
1979,  at  10  A.M.,  hearing  closed. 


881-78-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Carriage  House 
Associated,  owner. 

SUBJECT — Application  September  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  an  R8  district,  in 
conjunction  with  the  enlargement  in  area  of  an  existing 
two  story  building  the  use  of  the  second  floor  as  medical 
offices. 

PREMISES  AFFECTED — 153  East  69th  Street,  north  side, 
175  feet  east  of  Lexington  Avenue,  Block  1404,  Lot  27, 
Borough  of  Manhattan.  Community  Board  #8M. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Decision  deferred  at  the  request 
of  the  applicant  to  March  13,  1979,  at  10  A.M.,  hearing 
closed. 


883-78-BZ 

APPLICANT — Lloyd  Neal  Merrill  for  682  Tenant  Cor¬ 
poration,  owner. 
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SUBJECT — Application  September  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-S  district,  in  a  struc¬ 
ture  that  exceeds  the  permitted  size,  the  conversion  from 
loft  into  joint  living-working  quarters  for  artist  that  has 
less  than  the  required  floor  area. 

PREMISES  AFFECTED — 682  Broadway,  southeast  cor¬ 
ner  of  Great  Jones  street,  Block  530,  Lot  7,  Borough  of 
Manhattan.  Community  Board  #2M. 

APPEARANCES— 

For  Applicant :  Lloyd  Merrill  and  Doris  Diether  C.B.  #2. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at 
10  A.M.,  for  hearing. 


884-78-A 

APPLICANT — Lloyd  Neal  Merrill  for  682  Tenant  Cor¬ 
poration,  owner. 

SUBJECT- — Application  September  29,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  joint  living,  working  quarter  for  artists  is  contrary  to 
Section  277  of  the  Multiple  Dwelling  Law. 

PREMISES  AFFECTED — 682  Broadway,  southeast  cor¬ 
ner  of  Great  Jones  street,  Block  530,  Lot  7,  Borough  of 
Manhattan. 

ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at 
10  A.M.,  for  hearing. 


931-78-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin 
et  al  for  80-81  and  First  Associates,  owner. 

SUBJECT— Application  October  20,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  572-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-9  (R10) 
district,  on  a  plot  with  an  existing  multiple  dwelling,  the 
erection  of  a  34  story  and  penthouse  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  lot  area  per  room  and  minimum  distance  between 
building. 

PREMISES  AFFECTED— 401  to  403  East  80th  Street, 
1540  to  1556  First  Avenue,  northeast  corner  and  400  to  410 
East  81st  Street,  Block  1560,  Lots  1,  44  and  45,  Borough 
of  Manhattan.  Community  Board  #8M. 
APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Frances  R. 
Angelino,  Burton  P.  Resnik,  Alvin  Olin,  Elliott  Vilkas, 
Arlene  R.  Spunt,  David  J.  Pallen  and  Verdon  A. 
Carpenter. 

For  Opposition :  Leon  London. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf  .  1 


ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at 
10  A.M.,  for  decision,  hearing  closed. 


940-78-BZ 

APPLICANT — Harry  Soled  for  Johnson  Chemical  Com¬ 
pany,  owner. 

SUBJECT — Application  October  26,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  and  R6  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  factory 
previously  before  the  Board. 


PREMISES  AFFECTED— 225-233  Johnson  Avenue,  north 
side,  75  feet  west  of  Bushwich  Avenue,  Block  3063,  Lots 
22,  23  and  26,  Borough  of  Brooklyn.  Community  Board 
#1BK. 

APPEARANCES— 

For  Applicant:  Harry  Soled  and  Joseph  Uddo. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  tp  March  13,  1979,  at 
10  A.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


967-78-BZ 

APPLICANT — Stein,  Davidoff,  Malito  and  Katz  for  Sec¬ 
ond  Farms  Neighborhood  Housing  Development  Fund 
Company  Incorporated  owner,  Juan  Carlos  Guzman, 

lessee. 

SUBJECT — Application  November  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-00  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-1  district,  in 
an  existing  two  story  building,  the  use  of  a  portion  of  the 
first  floor  as  a  retail  store. 

PREMISES  AFFECTED— 1028  East  179th  Street,  south¬ 
west  corner  of  Boston  Road  and  1021  East  178th  Street, 
Block  3136,  Lot  1,  Borough  of  The  Bronx.  Community 
Board  #6BX. 

APPEARANCES— 

For  Applicant :  Sid  Davidoff  and  Stanley  Grant. 

For  Opposition:  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf  .  1 


ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at 
10  A.M.,  for  decision;  additional  information;  hearing 
closed. 


115-78-BZ 

APPLICANT — Sheldon  Lobel  for  Ivan  Natchev  and  Jacque¬ 
line  Natchev,  owners. 

SUBJECT— Application  February  16,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  the  maintenance  of 
an  automobile  laundry  that  has  less  than  the  required 
reservoir  space. 

PREMISES  AFFECTED — 244  Flatbush  Avenue  Extension, 
southwest  corner  of  Gold  Street,  Block  2060,  Lots  8  and  12, 
Borough  of  Brooklyn.  Community  Board  #2BK. 
APPEARANCES— 

For  Applicant:  Sheldon  Lobel,  Jacqueline  and  Ivan 
Natchev. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll  and  Commissioner  Cincotta  ...  4 


Negative :  .  0 

Not  Voting:  Commissioner  Walsh .  1 

Absent:  Commissioner  Wolf .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  4,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  28,  1978;  then  to  December 
12,  1978;  then  to  January  16,  1979;  then  to  January  30,  1979; 
then  to  February  13,  1979;  then  February  20,  1979;  and 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  27,  1978,  acting  on  Alt.  Applic.  #346/1972, 
reads : 

“1.  Auto  laundry  does  not  contain  reservoir  space 
for  10  cars  per  washing  lane  and  is  contrary  to  Section 
32-25  of  the  Zoning  Resolution. 

2.  Proposed  reinstatement  of  permit  and  issuance 
of  Certificate  of  Occupancy  is  contrary  to  Board  of 
Standards  and  Appeals  resolution  under  Cal.  #826-72- 
BZ.” 
and 

Whereas,  the  premises  and  surrounding  area  had  a  site 
and  neighborhood  evaluation  by  a  committee  of  the  Board 
consisting  of  Commissioner  Philip  P.  Agusta,  R.A.  and 
Commissioner  John  B.  Cincotta;  and 

Whereas,  a  traffic  study  conducted  while  the  car  wash 
was  in  legal  operation  has  indicated  that  there  would  be  no 
adverse  effect  on  the  neighborhood;  and 

Whereas,  the  applicant  is  requesting  a  waiver  of  four 
reservoir  spaces;  and 

Whereas,  this  is  a  use  in  conformance  with  the  Zoning 
Resolution;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C8-2  district,  the  maintenance  of  an 
automobile  laundry  that  has  less  than  the  required  reservoir 
space  on  condition  that  all  work  shall  substantially  conform 
to  drawings  as  they  apply  to  the  objection,  above  noted, 
filed  with  this  application,  marked  “Received  February  16, 
1978”,  3  sheets;  “February  15,  1979”,  1  sheet;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


680-78-BZ 

APPLICANT — Andrew  Di  Camillo  for  Frank  Rivera, 
owner. 

SUBJECT — Application  August  11,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  on  a  plot  with  a 
three  story  mixed  building  the  change  in  use  of  the  garage 
portion  into  an  accessory  funeral  establishment  facility. 

PREMISES  AFFECTED — 268  Brooklyn  Avenue  and  938 
Lincoln  Place,  southwest  corner,  Block  1263,  Lot  32,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #8BK. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto 
For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  and 


Commissioner  Cincotta .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  23,  1979,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  February  6,  1979;  then  to  February  20, 
1979;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  7,  1978,  acting  on  Alt.  Applic.  #681/1978, 
reads : 

“1.  The  proposed  change  in  use  of  an  accessory  5 
car  garage  Use  Group  “2,  to  funeral  establishment  uses 
Use  Group  #7  in  a  R-6  zone,  is  contrary  to  Section 
52.00  and  Section  22.00  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  had  a  site 
and  neighborhood  evaluation  by  a  committee  of  the  Board, 
consisting  of  Commissioner  Philip  P.  Agusta,  R.A.  and 
Commissioner  Stanley  M.  Wolf,  R.A. ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  limited  to  the  objection  cited,  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  on  a  plot  with  a  three- 
story  mixed  building  the  change  in  use  of  the  garage  portion 
into  an  accessory  funeral  establishment  facility  on  condition 
that  all  work  shall  substantially  conform  to  drawings  as  they 
apply  to  the  objection,  above  noted,  filed  with  this  applica¬ 
tion,  marked  “Received  August  11,  1978”,  6  sheets;  that  all 
loading  and  unloading  shall  be  within  the  building  and  with 
doors  closed;  that  no  accessory  business  signs  shall  be  per¬ 
mitted  ;  that  this  variance  shall  be  for  a  term  of  five  years 
from  the  date  of  approval  of  this  resolution ;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

Adjourned  11 :50  A.M. 

Alan  D.  Gershuny,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  20,  1979,  2  P.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 
Commissioner  Cincotta. 


71-79-BCR 

APPLICANT — Irwin  Fruchtman,  P.  E.,  Commissioner, 
Department  of  Buildings,  letter  dated  December  13,  1978 
and  received  December  22,  1979. 

SUBJECT — Modification  of  Reference  Standard  RS  5-6 
(Fire  Tests  of  Door  Assemblies)  of  the  Building  Code  of 
the  City  of  New  York. 

APPEARANCES— 

For  Applicant :  Irving  Polsky,  P.E.,  Dept,  of  Buildings. 
ACTION  OF  THE  BOARD — Reference  Standard  RS  5-6 
modified  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  and 


Commissioner  Cincotta  .  5 

Negative :  .  0 

Absent:  Commissioner  Wolf .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  February  20, 
1979  after  due  notice;  and 
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Whereas,  the  Board  of  Standards  and  Appeals  has  deter¬ 
mined  that  Reference  Standard  RS  5-6  should  be  modified. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  modify  the  designated  Reference  Standard  RS  5-6  as 
follows : 

Revision  of 

Reference  Standard  RS-5 
Fire  Protection  Construction  Requirements 
List  of  Reference  National  Standards 

1.  Revise  the  list  of  referenced  national  standards  as  indi¬ 
cated. 

[ASTM  E-152  Standard  Method  of  Fire  Tests  of  Door 

Assemblies  1966] 

AN SI/ ASTM  E-152  Methods  of  Fire  Tests  of  Door 

Assemblies  1978. 

2.  Reference  Standard  RS  5-6. 

[ASTM  E-152  Standard  Method  of  Fire  Tests  of  Door 
Assemblies  1966] 

ANSI/ ASTM  E-152  Methods  of  Fire  Tests  of  Door 

Assemblies  1978. 

Matter  in  italics  is  new  material. 

Matter  in  [brackets]  is  being  deleted. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


72-79-BCR 

APPLICANT — Irwin  Fruchtman,  P.E.,  Commissioner,  De¬ 
partment  of  Buildings,  letter  dated  December  13,  1978  and 
received  December  22,  1979. 

SUBJECT — Modification  of  Reference  Standard  RS  18-1 
(Safety  Code  for  Elevators,  Dumbwaiters,  Escalators,  and 
Moving  Walks)  of  the  City  of  New  York. 
APPEARANCES—  _ 

For  Applicant:  Irving  Polsky,  P.E.,  Dept,  of  Buildings, 
Edward  A.  Donoghue  and  Czeslaus  J.  Chrobot. 
ACTION  OF  BOARD — Reference  Standard  RS  18-1  modi¬ 
fied  in  accordance  with  the  report  and  recommendation  of 
the  Committee  on  Test. 

THE  VOTE — 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative: .  0 

Absent :  Commissioner  Wolf .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  February  20,  1979 
after  due  notice ;  and 

Whereas,  the  Board  of  Standards  and  Appeals  has  deter¬ 
mined  that  Reference  Standard  RS  18-1  should  be  modified. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  modify  the  designated  Reference  Standard  RS  18-1  as 
follows : 

72-79-BCR 

REVISION  OF 

REFERENCE  STANDARD  RS-18 
ELEVATORS  AND  CONVEYORS 
LIST  OF  REFERENCED  NATIONAL  STANDARDS 

3.  Revise  the  list  of  referenced  national  standards  as  in¬ 
dicated. 

ANSI  A=  10.4ANSI  Standard  Safety 

Requirements  for  Personnel 
Hoists  .  1973 


[USASI  A17.1  USA  Standard  Safety  Code  for 
Elevators,  Dumbwaiters,  Esca¬ 
lators,  and  Moving  Walks  ...1965] 

ANSI  A17.1  American  National  Standard  Safety  Code  for 
Elevators,  Dumbwaiters,  Escalators  and  Moving  Walks  1978 

USASI  B20.1  USA  Standard  Safety  Code  for 


Conveyors,  Cableways  and  Re¬ 
lated  Equipment  .  1957 

USASI  A113.1  USA  Standard  Safety  Code  for 

Mechanized  Parking  Garage 

Equipment  .  1964 

CS  142  Commercial  Standard  for  Auto¬ 
motive  Lifts  .  1962 

CS  202  Commercial  Standard  for  In¬ 

dustrial  Lifts  and  Hinged  Load¬ 
ing  Ramps  .  1956 

USASI  A90.1  Safety  Standard  for  Manlifts..  1969 


REFERENCE  STANDARD  RS  18-1 

[USASI  17.1  1965  USA  Standard  Safety  Code  for 

Elevators,  Dumbwaiters,  Esca¬ 
lators  and  Moving  Walks  in¬ 
cluding  Supplement  A17.1a — 

1967] 

ANSI  A17.1 — 1978  American  National  Standard 

Safety  Code  for  Elevators, 
Dumbwaiters,  Escalators  and 
Moving  Walks 

4.  Repeal  the  existing  modifications  in  their  entirety,  and 
supersede  them  by  the  following : 

Modifications — The  provisions  of  [USASI  A17.1 — 1965] 
ANSI  A17. 1—1978  shall  be  subject  to  the  following  modifica¬ 
tions.  The  following  paragraph  numbers  and  references  are 
from  that  standard. 

Introduction — Section  3 — Definitions 

Add  the  following  new  definition :  Platform  guard  ( toe 
guard  or  apron).  A  piece  of  sheet  metal  the  full  zvidth  of 
the  door  opening,  securely  attached  to  the  car  sill  and  extend¬ 
ing  downward. 

Delete  definition  of  private  residence  and  substitute  the 
following : 

Private  Residence.  Shall  be  construed  to  be  equivalent  to 
definition  of  dwelling  unit  in  Sub-article  201.0. 

100.1b.  Last  Paragraph.  After  the  words  “Door  Assemblies”, 
add  the  year  “1978”  so  that  the  paragraph  will  read : 

The  fire  resistance  ratings  of  hoistway  opening  protective 
assemblies  other  than  elevator  entrances  shall  be  not  less  than 
one  and  one-half  (1)4)  hours  as  determined  by  tests  con¬ 
ducted  in  accordance  with  ANSI/ASTM  E152  Methods  of 
Fire  Tests  of  Door  Assemblies — 1978. 

102.1b.  Method  of  Installation  of  Wiring  in  Hoistways 

The  installation  of  all  electrical  wiring  in  hoistways  and 
machine  rooms,  except  as  may  be  provided  elsewhere  in  these 
Rules,  shall  conform  to  the  requirements  of  the  [National 
Electrical  Code,  ANSI  Cl  (NFPA  No.  70)]  New  York  City 
Electrical  Code. 

Note:  Flexible  conduit  or  armored  cables  may  be  used 
between  hoistway  risers  and  limit  switches,  hoistway  door 
interlocks  or  contacts,  signals,  stop  buttons  and  similar 
devices. 

The  wiring  to  the  hoistway  door  interlocks  from  the  hoist¬ 
way  riser  (See  Rule  111.3)  shall  be  [NEC  Type  SF-2  or 
equivalent]  mineral  insulated  sheathed  cable  (Type  Ml)  or 
conductors  approved  by  the  Advisory  Board  of  the  Bureau 
of  Gas  and  Electricity.  Conductors  shall  have  an  insulation 
with  an  operating  temperature  of  392  degrees  fuhrenheit 
(and  200  degrees  centigrade).  Type  Ml  Cable  terminations 
in  the  boxes  containing  the  interlocks  shall  be  sheathed  with 
glass  braid  fillers  or  asbestos  braid  jackets. 
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The  flexible  traveling  cables  shall  be  provided  with  a 
flame  retardant  and  moisture  resistant  outer  cover. 

105.4.  Delete  the  first  paragraph  in  its  entirety  and  substitute 
the  following: 

The  unit  stresses  for  all  machinery  and  sheave  beams  and 
floors  'and  their  supports,  based  on  loads  computed  as  pre¬ 
scribed  in  Rule  105.2,  shall  not  exceed  eighty  (80)  per  cent 
of  the  allozvable  stresses  for  static  loads  required  for  struc¬ 
tural  steel  or  reinforced  concrete  in  the  reference  standards. 

110.1.  Paragraph  a  shall  read  as  follows : 

а.  The  clear  door  opening  shall  be  at  hfast  two  (2)  feet , 
eight  (8)  inches  wide  and  six  feet  (6)  inches  high. 

110.7.  Add  the  following  new  paragraph : 

h.  Vision  panels  shall  be  protected  in  accordance  with  the 
provisions  of  Rule  204.2e-5. 

110. lOe.  Add  the  following  new  paragraph: 

Fixed  ramps  may  be  provided  when  approved  by  the 
Commissioner. 

110.13c-3.  Add  the  following  new  paragraph : 

Key  locks  may  be  provided  for  locking  such  doors  out  of 
service  where  permitted  by  Rule  110.6. 

111.1a.  Add  the  following  sentence: 

Both  new  and  replacement  interlocks  shall  comply  with 
the  provisiotts  of  this  Code. 

111.1b.  Add  the  following  sentence: 

Both  new  and  replacement  interlocks  shall  comply  with  the 
provisions  of  this  Code. 

111.3b.  Add  the  following  sentences: 

Both  new  and  replacement  interlocks  shall  comply  with  the 
provisions  of  this  Code.  Interlocks  previously  approved  by 
the  Board  of  Standards  and  Appeals  may  not  be  used  here¬ 
after  unless  tested  and  approved  in  conformance  with  this 
reference  standard. 

111.6a.  Add  the  following  sentence : 

Such  use  shall  be  accepted  by  the  Materials  and  Equipment 
Acceptance  Division. 

111.6d.  After  the  last  paragraph,  add  the  following : 

б.  Date  of  official  approval  and  number  or  designation,  if 
any,  of  official  approval. 

202.4.  Delete  the  first  paragraph  in  its  entirety  and  substitute 
the  following: 

Compensating  chains  or  ropes  shall  be  fastened  to  the  car 
and  to  the  counterweight  frames  or  to  n  bracket  attached  to 
the  frame,  and  shall  not  be  fastened  to  the  tie  rods.  In 
suspending  chains  from  the  frames,  provision  shall  be  made 
for  overtravel  by  looping  the  chains  on  “S”  hooks  attached 
to  the  frames. 

203.7.  In  the  second  paragraph,  after  the  word  “society” 
delete  the  remainder  of  the  rule  beginning  wTith  “At”  and 
substitute:  The  manufacturer  shall  submit  semiannual  cer¬ 
tification  of  its  welding  practices  to  the  Commissioner.  Where 
such  manufacturers  are  located  in  the  city  of  New  York,  its 
welders  must  be  licensed  in  accordance  with  the  provisions 
of  the  administrative  code. 

203.9.  Add  the  following  new  subsection :  e.  A  platform 
guard  apron  shall  be  provided  on  the  car  of  each  automatic 
operation  elevator  that  is  without  leveling  devices.  Such 
apron  shall  enteiul  at  least  9  inches  below  the  top  of  the 
car  floor  for  the  width  of  the  opening. 

204.1e.  Add  the  following  new  paragraphs :  4.  Where  a 
false  ceiling  or  other  obstruction  is  provided  in  the  car  it 
shall  have  a  movable  section  that  will  permit  free  passageway 
through  the  top  emergency  exit. 

5.  A  guard  rail  shall  be  provided  zvhcrc  the  space  between 
the  car  enclosure  and  the  nearest  wall  surface  exceeds  8  inches. 
This  rail  shall  be  level  with  the  top  of  the  crosshead  on  the 
side  of  the  enclosure  roof  where  the  emergency  exit  is  located. 
Exception — The  Commissioner  may  permit  smaller  openings 
where  the  size  of  the  car  will  not  permit  opening  on  the  size 
required. 


204. lh.  Add  the  following  paragraph:  5.  Mirrors  in  cars 
in  multiple  dwellings  shall  be  located  to  permit  a  view  of 
the  inside  by  persons  entering  the  car. 

204. li.  Exceptions — Add  the  following  paragraph:  3.  Small 
directories  and  signs  relating  to  building  operation  including 
“No  Smoking ”  signs. 

204.2d.  Add  the  following  to  paragraph  5 :  Automatic 
operation  elevators  located  in  multiple  dwellings  shall,  in 
addition  to  the  lock  specified,  have  the  side  emergency  exit 
doors  provided  with  a  tumbler  type  lock  of  at  least  5-pin 
type.  This  lock  shall  be  operable  from  inside  the  car  only 
by  means  of  a  specially  shaped  removable  key  and  from 
outside  the  car  by  means  of  a  non-removable  handle. 

204.2e.  Add  the  following  new  paragraph : 

5.  Be  protected  by  protective  grills  made  of  number  16 
gauge  stainless  or  galvanized  steel  in  accordance  with  the 
following  specifications: 

a.  Grills  shall  be  sized  to  fit  within  or  over  the  vision 
panel  frame  and  completely  cover  the  vision  panel  opening 
in  both  the  elevator  car  doors  and  hoistway  doors. 

b.  Grills  and  vision  panel  frames  shall  be  secured  by 
means  of  non-reversible  screws  or  other  temper  proof  fasten¬ 
ers. 

c.  Grills  shall  contain  openings  which  shall  not  be  larger 
than  Y  inches  by  Y  inches  or  Y  inches  in  diameter.  Such 
openings  shall  be  spaced  at  one  inch  center  to  center. 

d.  All  cut  edges  shall  be  deburr ed. 

e.  The  provisions  of  subparagraph  5  shall  be  retroactive 
and  existing  passenger  cars  shall  comply  with  such  sub- 
paragraph  no  later  than  June  30,  1979.  For  new  installations 
these  provisions  shall  be  effective  immediately.  Hozvever, 
requirements  for  such  grills  may  be  waivered  if  certification 
is  submitted  that  said  elevator  is  operated  manually  or  24 
hour  doorman  service  is  provided.  A  security  guard  shall 
not  be  considered  doorman  service. 

f.  For  the  purposes  of  this  sub  paragraph,  a  vandal-resis¬ 
tant  one-quarter  inch  polycarbonate  sheet,  such  as  Lexan, 
in  tzvo  lavers,  one  on  each  side  of  the  required  zaire  glass, 
may  be  used  in  lieu  of  the  metal  protective. 

204.4k.  Add  the  following  to  the  end  of  this  paragraph : 
Such  doors  or  gates  shall  be  arranged  so  that  they  (fan  be 
opened  manually  zvhen  the  car  is  at  rest  in  case  of  emergency. 
204.7a.  Add  the  following  new  paragraph : 

5.  Either  a  light  receptacle  or  an  outlet  for  an  extension 
light  cord  shall  be  provided  in  'an  accessible  location  under 
each  elevator  car  platform  for  inspection  purposes. 

210.2s.  At  the  end  of  this  paragraph,  and  the  following : 
and  in  elevators  that  are  operated  at  any  time  without  a 
designed  operator  in  the  car,  shall  cause  the  alarm  bells  to 
sound  as  required  by  Rule  211.1. 

210.4.  Delete  the  paragraph  in  its  entirety  and  substitute  the 
following : 

All  electrical  zvork  shall  conform  to  the  New  York  City 
Electrical  Code  and  be  approved  by  the  advisory  Board  of 
the  Bureau  of  Gas  and  Electricity. 

210.5.  First  paragraph — delete  in  its  entirety  and  substitute 
the  following: 

An  externally  operable  szvitch  or  circuit  breaker  discon¬ 
necting  all  wires  of  the  motor  circuit,  or  a  remote  control 
szvitch  operating  a  circuit  breaker  disconnecting  all  of  the 
wires  of  the  motor  circuit,  shall  be  located  within  sight  of 
the  motor  unless  special  permission  to  locate  it  elsewhere 
is  given  by  the  Commissioner.  Where  the  elevator  is  con¬ 
trolled  by  controlling  the  field  of  a  generator,  this  require¬ 
ment  shall  be  interpreted  to  apply  to  the  switch  in  the  circuit 
supplying  the  motor  which  drives  the  generator. 

210.8.  Add  the  following  paragraph  : 

d.  The  pozver-supply  line  disconnect  szvitch  of  direct  cur¬ 
rent  elevators  having  rheostatic  control  is  opened. 

The  following  rule  repeated  in  its  entirety  is  amended 
as  indicated : 

Rule  211.1.  Car  emergency  signals  for  elevators  operated 
without  a  designated  operator  in  the  car. 
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Elevators  which  are  operated  at  any  time  without  a  desig¬ 
nated  operator  in  the  car  shall  be  provided  with  the  following 
signal  devices : 

EXEMPTION :  Private  Residence  Elevators 

a.  In  all  buildings,  the  elevator  shall  be  provided  with 
the  following  system: 

1.  An  audible  signaling  device  operable  from  the  car, 
located  outside  the  building  and  audible  outside  the  hoistway. 
One  device  may  be  used  for  a  group  of  elevators. 

Unless  accepted  otherwise  by  the  Commissioner,  the  audible 
signaling  devices  shall  be  electrical  signal  bells.  The  signal 
bells  shall  be: 

(a)  Not  less  than  6  inches  in  diameter. 

(b)  Operated  from  a  button  inside  the  car  marked 
“ Alarm ”. 

(c)  Audible  in  a  room  or  space  in  which  any  em¬ 
ployee  is  ordinarily  located. 

(d)  Operated  by  the  opening  of  the  car  emergency 
stop  switch  as  specified  in  Rule  210.2e. 

(e)  An  additional  signal  bell  not  less  than  6  inches 
in  diameter  shall  be  provided  and  located  on  the  under¬ 
side  of  each  car  platform. 

(f)  All  required  bells  shall  ring  whenever  either  the 
alarm  button  inside  the  car  is  operated  or  when  the  car 
emergency  stop  switch  is  opened  (See  Rule  210.2e). 

2.  Means  of  two-way  communication  between  each  elevator 
and  a  readily  accessible  point  outside  the  hoistway.  (Tele¬ 
phone,  intercom.,  radio,  etc.).  This  shall  not  be  required  where 
there  is  a  resident  superintendent  or  custodian. 

3.  If  the  audible  signaling  device,  or  the  means  of  two-way 
conversation,  or  both,  are  normally  connected  to  the  building 
power  supply,  they  shall  automatically  transfer  to  a  source 
of  emergency  power  within  ten  (10)  seconds  after  the  normal 
power  supply  fails.  The  power  source  shall  be  capable  of 
providing  for  the  operation  of  the  audible  signaling  device  for 
at  least  one  (1)  hour  and  the  means  of  two-way  conversation 
for  at  least  four  (4)  hours.  Where  signaling  circuits  are  sup¬ 
plied  from  one  phase  of  a  three  phase  supply,  another  phase 
of  this  supply  shall  be  considered  an  emergency  source  of 
power. 

b.  In  buildings  other  than  multiple  dwellings,  hotels,  or 
similar  residential  buildings  in  which  an  attendant,  [or] 
watchman  [is],  or  designated  tenants  are  continuously  avail¬ 
able  to  take  action  when  the  required  emergency  signal  is 
operated,  the  elevators  shall  be  provided  with  one  of  the  fol¬ 
lowing  additional  emergency  signal  devices : 

1.  A  telephone  connected  to  a  central  telephone  exchange 
system. 

2.  A  weatherproof  audible  signaling  device  with  a  minimum 
rating  of  eighty  (80)  decibels  operable  from  inside  the  car 
and  identified  “EMERGENCY— CALL  POLICE”,  in  letters 
not  less  than  two  (2)  inches  high.  The  device  shall  be  mounted 
on  the  outside  of  the  building  near  the  main  entrance  and 
located  so  that  the  sign  can  be  read  from  the  entrance  side¬ 
walk.  Only  one  (1)  outside  signal  is  required  if  operable  from 
all  cars  of  all  elevators  of  the  type  specified  in  the  building. 

An  emergency  power  system  shall  be  provided  conforming 
to  the  requirements  of  Rule  211.1-a-3. 

3.  Means  within  the  car  for  communicating  with  or  sig¬ 
naling  to  an  approved  emergency  service  which  operates 
twenty-four  (24)  hours  each  day.  In  the  event  that  this  serv¬ 
ice  is  discontinued,  the  emergency  service  shall  notify  the 
Commissioner  promptly  of  the  date  of  such  discontinuance. 
In  Institutional  buildings,  the  required  telephone  shall  provide 
communication  with  building  personnel. 

c.  The  systems  required  by  Rule  211.1a  and  b  shall  be  in¬ 
spected  and  tested  during  the  inspections  specified  by  Rules 
1000.1  and  1001.1. 

The  following  rule  is  amended  in  its  entirety  as  indicated : 
Rule  211.3  Operation  of  Elevators  Under  Fire  of  Other 
Emergency  Conditions. 

Note:  Existing  Office  Buildings,  100  feet  or  more  in  height, 
and  other  existing  buildings,  shall  be  subject  to  the  retroactive 
provisions  of  C26-1800.8  as  enacted  by  Local  Law  #5  of  1973. 


The  requirements  for  such  a  building  is  defined  in  subarticle 
201.0  of  Article  2  of  Part  II,  Title  c. 

211.3a.  Automatic  Operation  Elevators. 

All  automatic  operation  elevators  serving  three  or  more 
landings  or  having  a  travel  of  twenty- five  (25)  feet  or  more, 
shall  conform  to  the  following: 

1.  At  the  street  floor,  a  three  position  szvitch  shall  be  pro¬ 
vided  for  each  elevator  or  group  of  elevators  to  be  controlled. 
Such  switches  shall  be  located  in  the  corridor  call  button  fix¬ 
ture  or  in  a  separate  fixture  which  shall  be  located  four  feet 
or  less  from  the  corridor  call  button  fixture  and  not  exceeding 
seven  feet  above  the  floor  level. 

(a)  The  keyed  switch  shall  have  the  following  positions: 
“Normal” ,  “Firemen  Service”  and  “ Door  Open”. 

(b)  In  lieu  of  the  “ Door  Open”  position  on  the  keyed 
switch,  a  “ Door  Open ”  button  may  be  provided  which  shall 
be  operable  only  when  the  keyed  switch  is  in  the  “Firemen 
Service ”  position.  Such  “Door  Open”  button  shall  be  located 
in  the  same  fixture  as  the  keyed  switch. 

(c)  For  elevators  whose  terminals  are  above  the  street  floor, 
a  two  position  keyed  switch  shall  be  provided  at  the  fire  com¬ 
mand  station  when  the  station  is  provided  as  required  by 
C26-1800.8,  as  enacted  by  Local  Law  5  of  1973,  in  the  lobby 
for  each  elevator  or  group  of  elevators  terminating  on  that 
floor.'  Such  switch  shall  have  the  “ Normal ”  and  “Firemen 
Service ”  positions. 

2.  At  the  lowest  landing,  for  elevators  whose  lowest  termi¬ 
nals  are  above  the  street  floor,  a  three  position  keyed  switch 
shall  be  provided  for  each  elevator  or  for  each  group  of  such 
elevators.  Such  keyed  switch  shall  have  the  same  positions 
and  be  located  in  the  same  manner  as  provided  for  in  1,  la, 
and  lb  above. 

3.  In  each  elevator,  there  shall  be  a  two  position  keyed 
switch  and  a  “Door  Open”  button.  The  position  on  the  keys 
switch  shall  be  “Normal”  and  “Firemen  Service”. 

211.3b  Keyed  Switches  grid  Buttons 

1.  Ail  keyed  switches  required  by  this  section  shall  be 
operable  only  by  a  city-wide  standard  key  and  shall  also  be 
made  operable  by  the  fire  department  standard  key.  The 
city-wide  standard  key  shall  be  designed  in  accordance  with 
the  requirements  of  the  fire  department  fand  shall  be  obtained 
only  through  fire  department  authorisation.  City-wide 
standard  keys  shall  be  kept  on  the  premises  by  a  person 
responsible  for  the  maintenance  and  operation  of  hte  ele¬ 
vators  in  a  location  readily  accessible  to  authorised  persons 
in  an  emergency,  but  not  where  they  Ure  available  to  the 
public. 

2.  Corridor  switches  in  the  “Door  Open”  position  as  well 
as  “Door  Open”  buttons  shall  be  of  the  momentary  contact 
type  and  keys  shall  be  removable  from  switches  only  in  the 
“Normal”  or  “Firemen  Service”  positions. 

211.3c.  “Firemen  Service ”  Operation 

1.  When  a  keyed  switch,  as  described  in  “a”  above,  is 
placed  in  the  “Firemen  Service”  position,  all  elevators  coft- 
tr oiled  by  the  switch  shall  return  nonstop  to  the  street  floor 
except  that  elevators  whose  lowest  terminals  are  above  the 
street  floor  shall  return  nonstop  to  their  lowest  landing.  Such 
action  shall  override  any  other  programming  for  car  stops, 
but  shall  not  affect  the  elevator  circuits. 

2.  Buildings  shall  be  equipped  with  heat  and/or  smoke 
sensing  devices  at  elevator  landings,  the  activation  of  any 
such  device  shall  cause  the  elevator  or  elevators  servicing 
the  floor  on  which  the  sensing  device  is  activated  to  return 
nonstop  to  the  street  floor  or  to  the  lozvest  landing  zvhere  the 
lowest  terminal  is  above  the  street  floor.  Where  the  lowest 
landing  of  an  elevator  is  above  the  street  floor,  the  activation 
of  heat  aiul/or  smoke  sensing  devices  located  in  the  elevator 
landing  at  such  lowest  landing  floor  shall  cause  such  elevator 
to  return  nonstop  to  a  floor  two  stories  above  the  lowest 
landing  or  in  the  absence  of  a  stop  at  that  floor,  to  the  nearest 
landing  above  the  lowest  terminal  landing  which  is  served  by 
the  elevator  or  group  of  elevators.  Such  action  shall  override 
any  other  programming  for  car  stops,  but  shall  not  affect 
the  elevator  safety  circuits. 
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Exception:  This  provision  is  waived  for  Building  Code 
Occupancy  Classifications  J-2  (apartment  houses)  and  J-3 
(private  dwellings). 

3.  When  “Firemen  Service ”  is  initiated: 

(a)  an  elevator  travelling  away  from  the  street  floor  or 
from  a  lowest  landing  floor  shall  reverse  at  the  next  landing 
floor  without  opening  its  doors. 

(b)  door  reopening  devices  for  power  operated  doors  which 
may  be  affected  by  smoke  or  heat  so  as  to  prevent  door 
closure  shall  be  rendered  inoperative. 

4.  When  the  elevator  car  reaches  the  street  floor  or  other 
floor  specified  in  211.3c-l  or  211,  3c-2  above,  the  car  and 
hoistzvay  doors  shall  open.  The  doors  shall  reclose  after 
remaining  open  for  not  less  than  eight  seconds  or  more  than 
one  minute. 

5.  Subsequent  operation  of  the  car  and  hoistway  doors 
shall  be  controlled  in  the  following  manner: 

(a)  by  the  keyed  switch  “Door  Open ”  position  or  where  a 
“Door  Open”  button  is  provided,  by  such  button  when  the 
keyed  switch  is  turned  to  “ Firemen  Service”. 

(b)  the  car  and  hoistzvay  doors  shall  re  close  after  remain¬ 
ing  open  for  not  less  than  eight  seconds  nor  more  than  one 
minute. 

211.3d.  Operation  of  Elevators  on  “Firemen  Service”. 

1.  To  operate  an  elevator  on  “Firemen  Service,  the  keyed 
switch  inside  such  elevator  car  shall  be  turned  to  the  “ Fire¬ 
men  Service”  position, 

2.  Such  action  shall  put  the  elevators  on  manual  operation 
and  override  any  other  keyed  switch  controls  and  elevator 
landing  call  buttons. 

3.  Elevators  on  “Firemen  Service”  shall  be  operable  only 
by  a  person  in  the  elevator  car.  Means  shall  be  provided 
within  the  car  to  permit  such  person  after  having  made  a 
floor  selection  to  change  such  selection  or  direction  of  travel 
prior  to  reaching  the  originally  selected  floor. 

4.  When  the  elevator  reaches  the  selected  floor,  the  eleva¬ 
tor  car  and  hoistway  doors  shall  open  only  in  response  to  the 
“Door  Open”  button  in  the  car  and  shall  remain  open.  If 
the  “Door  Open”  button  is  released  while  the  door  is  in  the 
process  of  opening,  the  doors  shall  automatically  reclose. 
Means  for  closing  the  car  doors  at  such  selected  floor  shall 
be  provided  zvithin  the  car. 

211.3e  Identification  of  Switches  and  Buttons 

1.  All  keyed  szvitch  positions  and  buttons  required  by  this 
ride  shall  be  identified  with  the  appropriate  designation  in 
red  lettering. 

2.  All  cover  plates  for  such  switches  and  buttons  shall 
bear  the  lettering  “FOR  FIRE  DEPARTMENT  USE 
ONLY.” 

211. 3f.  Manually  operated  elevators  designed  for  fire  depart¬ 
ment  use  in  compliance  zvith  the  building  code  shall  be  pro¬ 
vided  with  the  following: 


1.  A  system  to  permit  signaling  the  operator  from  the 
street  floor  to  return  non-stop  to  the  street  floor  or  the  low¬ 
est  landing  floor  when  such  landing  floor  is  above  the  street 
floor. 

2.  Power  operated  doors  and  door  reopening  devices  shall 
be  provided  zvith  controls  for  compliance  with  Rules 
211.3c-3-b  and  211.3d-4. 

Section  213.  Add  the  following  section 

Section  213.  Passenger  Elevators  Designed  to  Accommodate 

the  Handicapped 

213.1.  Operation  and  Leveling 

The  elevator  shall  be  automatic  and  be  provided  with  a 
self  leveling  feature  that  will  automatically  bring  the  car  to 
the  floor  landings  zvithin  a  tolerance  of  ±  (Yi)  inch  under 
normal  loading  and  unloading  conditions.  This  self-leveling 
shall  within  its  zone,  be  entirely  automatic  and  indepetident 
of  the  operating  device  and  shall  correct  for  overtravel  or 
under  travel.  The  car  shall  also  be  maintained  'approximately 
level  zvith  the  landing  irrespective  of  load. 

213.2.  Door  Operation 

Where  horizontally  sliding  car  and  hoistzvay  doors  are 
provided,  they  shall  be  opened  and  closed  by  automatic  mea)is. 

213.3.  Door  Size 

Minimum  clear  zvidth  for  elevator  doors  shall  be  32  inches. 

213.4.  Door  Protective  and  Reopening  Device. 

Doors  closed  by  automatic  means  shall  be  provided  zvith  a 
door  reopening  device  which  zvill  function  to  stop  and  reopen 
a  car  door  and  adjacent  hoistzvay  door  in  case  the  car  door 
is  obstructed  while  closing.  This  reopening  device  may  also 
be  capable  of  sensing  an  object  or  person  in  the  path  of  a 
closing  door  at  a  nominal  5  and  29  inches  above  the  floor. 

Door  reopening  devices  shall  remain  effective  for  a  period 
of  not  less  than  20  seconds. 

Nominal  =  ±1  inch 

213.5a.  Door  Delay  (Passenger  Service  Time) 

213.5a.  Hall  Call: 

The  minimum  acceptable  time  from  notification  that  a  car  is 
atiszvering  a  call  (Lantern  and  Audible  Signal)  until  the  doors 
of  that  car  start  to  close  shall  be  indicated  in  Table.  Such 
shall  apply  to  slide  doors  only. 


Distance 

in  feet 

Time 

0  to  5  . 

10  . 

IS  . 

20 . 

. . .  13  Sec. 

The  distance  shall  be  established  from  a  point  in  the  center 
of  the  corridor  or  lobby  (maximum  5  feet)  directly  opposite 
the  farthest  hall  button  to  the  centerline  of  the  hoistway 
entrance. 


open  shall  be  not  less  than  3  seconds. 

213.6.  Car  Inside 

The  car  inside  shall  allow  for  the  turning  of  a  wheelchair. 
The  minimum  clear  distance  between  walls  or  between  wall 


be  not  less  than  51  inches. 

EXCEPTION  :  New  installations  in  existing  buildings  where 
existing  shaftway  size  prohibits  shall  be  excepted. 

213.7.  Car  Controls: 
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Controls  shall  be  readily  accessible  from  a  wheelchair  upon 
entering  an  elevator. 

The  centerline  of  the  alarm  button  and  emergency  stop 
switch  shall  be  at  a  nominal  (35)  inches  and  the  highest  floor 
buttons  no  higher  than  (54)  inches  from  the  floor.  Floor  reg¬ 
istration  buttons,  exclusive  of  border,  shall  be  a  minimum  of 
(Y)  inch  in  size,  raised,  flush,  or  recessed.  Visual  indication 
shall  be  provided  to  show  each  call  registered  and  extinguished 
when  call  is  answered.  Depth  of  flush  or  recessed  buttons 
when  operated  shall  not  exceed  Y%  inch. 

Markings  shall  be  adjacent  to  the  controls  on  a  contrasting 
color  background  to  the  left  of  the  controls.  Letters  or  num¬ 
bers  shall  be  a  minimum  of  (y))  inch  high  and  raised  or  re¬ 
cessed  .030  inch. 

Applied  plater  permanently  attached  shall  be  acceptable. 

Emergency  controls  shall  be  grouped  together  at  the  bottom 
of  the  control  panel. 

Symbols  as  indicated  shall  be  used  to  assist  in  readily  iden¬ 
tifying  essential  controls. 

Controls  not  essential  to  the  automatic  operation  of  the 
elevator  may  be  located  as  convenient. 


NOMINAL  =  ±  1  Inch. 


CAR  CONTROL 

SYMBOL  DESIGNATION 

DOOR  OPEN 


DOOR  CLOSE 


ALARM  BELL 


EMER.  STOP 


DESIGNATES  MAIN 
ENTRANCE  &  EGRESS 
FROM  BUILDING 

213.8.  Car  Position  Indicator  and  Signal 

A  car  indicator  shall  be  provided  above  the  car  operating 
panel  or  over  the  opening  of  each  car  to  show  the  position  of 
the  car  in  the  hoistway  by  illumination  of  the  indication  corre¬ 
sponding  to  the  landing  at  which  the  car  is  stopped  or  passing. 

Indications  shall  be  on  a  contrasting  color  background  and 
a  minimum  of  y)  inch  in  height. 

In  addition,  an  audible  signal  shall  sound  to  tell  a  passenger 
that  the  car  is  stopping  or  passing  a  floor  served  by  the  ele¬ 
vator. 

Special  button  located  with  emergency  controls  may  be  pro¬ 
vided.  Operation  of  button  will  activate  audible  signal  only 
for  desired  trip. 

213.9.  Telephone  or  Intercommunicating  System 

A  means  of  two-way  conversation  shall  be  provided,  where 
required,  that  is  located  a  maximum  of  (48)  inches  from  the 
floor  ( minimum  cord  length  36  inches)  connected  to  a  central 
exchange  system  or  a  two-way  communicating  system  between 
the  elevator  and  a  point  outside  the  hoistway  attended  24 
hours  a  day. 

Markings  or  the  international  symbols  for  telephones  shall 
be  adjacent  to  the  control  on  a  contrasting  color  background. 
Letters  or  numbers  shall  be  a  minimum  of  (y))  inch  high  and 
raised  or  recessed  (.030)  inch.  Applied  plates  permanently 
attached  shall  be  acceptable. 

213.10.  Floor  covering 

Floor  covering  should  have  a  non-slip  hard  surface  which 
permits  easy  movement  of  wheelchairs. 

If  carpeting  is  used,  it  should  be  securely  attached,  heavy 
duty,  with  a  tight  weave  and  low  pile,  installed  without  pad¬ 
ding. 

213.11.  Handrails 

A  handrail  shall  be  provided  on  one  zvall  of  the  car,  prefer¬ 
able  the  rear.  The  rail  shall  be  smooth  and  the  inside  surface 
at  least  ( l1/ 2)  inches  clear  of  the  walls  at  a  nominal  height 
of  32  inches  from  the  floor. 

Nominal  —  ±  1  inch 
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213.12.  Door  Jamb  Marking 

The  floor  designation  shall  be  provided  at  each  hoistway 
entrance  on  both  sides  of  jamb  visible  from  within  the  car 
and  the  elevator  lobby  at  a  height  of  (60)  inches  above  the 
floor.  Designation  shall  be  on  a  contrasting  color  back¬ 
ground  a  minimum  of  (2  A)  inches  high  and  raised  (.030) 
inch. 

Applied  plates  permanently  attached  shall  be  acceptable. 

213.13.  Hall  Buttons 

The  centerline  of  the  hall  call  buttons  shall  be  a  nominal 
42  inches  above  the  floor. 

Direction  button,  exclusive  of  border,  shall  be  a  minimum 
of  (Y)  inch  in  sise,  raised,  flush  or  recessed.  Visual  indica¬ 
tion  shall  be  provided  to  show  each  call  registered  and  ex¬ 
tinguished  when  the  call  is  answered.  Depth  of  flnh  or 
recessed  buttons  when  operated  shall  not  exceed  A"  (See 
Sketch). 


213.14.  Hall  Lantern 

A  visual  and  audible  signal  shall  be  provided  at  each  hoist¬ 
way  entrance  itidicating  to  the  prospective  passenger,  the  car 
answering  the  call  and  its  direction  of  travel. 

The  visual  signal  for  each  direction  shall  be  a  minimum  of 
2'A  inches  in  sise  and  visible  from  the  proximity  of  the  hall 
call  button. 

The  audible  signal  shall  sound  once  (1)  for  the  up  direction 
and  twice  (2)  for  the  down  direction. 

The  centerline  of  the  fixture  shall  be  located  a  minimum 
of  (6)  feet  from  the  floor. 

The  use  of  in-car  lanter>is  conforming  to  above  and  located 
in  jamb  shall  be  acceptable. 

The  use  of  in-car  lanterns  conforming  to  above  and  located 
in  jamb  shall  be  acceptable. 


Rule  306.6.  Requirements  for  Electrical  Equipment  and 
Wiring 

All  electrical  equipment  and  wiring  shall  conform  to  the 
requirements  of  the  [National  Electrical  Code  ANSI  Cl 
(NFPA  No.  70)]  New  York  City  Electrical  Code. 

Section  308.  Add  the  following  new  section: 

Section  308.  Passenger  Elevators  Designed  to  Accommodate 
the  Handicapped  Passenger  elevators  designed  to  accommo¬ 
date  the  handicapped  shall  comply  with  Section  213. 

Rule  4013.  Requirements  for  Electrical  Wiring  and  Elec¬ 
trical  Equipment 

The  wiring  and  electrical  equipment  shall  conform  to  the 
requirements  of  Section  102  and  where  the  top-terminal¬ 
landing  opening  is  in  the  sidewalk  or  other  area  exterior  to 
the  building: 

a.  All  electric  wiring  shall  be  in  rigid  metal  conduit 
or  electrical  metallic  tubing  and  all  electrical  outlets, 
switches,  junction  boxes  and  fittings  shall  be  weather¬ 
proof. 

b.  Traveling  cables,  where  used  between  the  car 
and  hoistway  wiring,  shall  be  type  EO  [See  National 
Electrical  Code  ANSI  Cl  (NFPA  No.  70)],  or  type 
EN  as  approved  by  the  advisory  Board  of  the  Bureau  of 
Gas  and  Electricity  of  the  City  of  New  York. 

c.  Slack-rope  switches  where  required,  lower  normal 
and  final  terminal  stopping  devices  and  pit  stop  switches 
shall  be  located  as  far  above  the  bottom  of  the  pit  as 
practicable. 

Note:  Under  such  conditions  the  wiring  and  the  electrical 
equipment  is  exposed  to  the  elements  when  the  sidewalk  doors 
or  covers  are  open  and  may  be  thus  exposed  for  a  long 
duration  of  time.  Even  when  the  doors  are  kept  closed,  there 
may  be  considerable  moisture  in  the  hoistway  due  to  changes 
in  temperature  of  the  air  in  the  hoistway.  Special  precaution 
should  therefore  be  taken  when  installing  electrical  wiring 
and  equipment  to  insure  its  stability  under  the  severe  condi¬ 
tions  to  which  it  is  subjected. 

Rule  500.5.  Electrical  Wiring  and  Pipes 
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500.5a.  Electric  Wiring 

All  wiring  shall  conform  to  the  requirements  of  the 
[National  Electrical  Code  ANSI  Cl  (NFPA  No.  70)]  New 
York  City  Electrical  Code. 

Part  VI  Scope  First  Line.  After  the  word  “operated,”  add 
the  word  “freight”  so  that  the  sentence  will  read:  This  part 
applies  to  hand  operated  freight  elevators. 

60 3. lb-2.  Delete  in  its  entirety. 

Table  702.1.  Change  to  the  following: 

Net  Platform  Area  Structural  Capacity 

in  Square  Feet  Load  in  Pounds 

2  20 

3  50 

4  100 

5  150 

6V4  300 

9  500 


1  sq.  ft.  =  9.29E-  02nB 
1  lb.  =  0.454  kg. 

802.5e.  Add  the  following  new  paragraph :  Dimensions  of 
Steps  in  Horizontal  Run  at  Lower  End.  When  the  nose  line 
of  a  step  at  the  lower  end  of  a  descending  escalator  is  12 
inches  from  the  line  of  the  combplate  teeth,  the  step  tread 
surface  shall  be  not  more  than  y)  inch  above  the  surface  of 
the  preceding  step  and  the  nose  line  shall  be  at  least  4  inches 
from  the  lipe  of  the  combplate  teeth,  when  the  step  becomes 
level  with  the  plane  upon  ivhich  it  will  enter  the  combplate. 
Rule  806.4.  Electrical  Work 

Electrical  work  shall  conform  to  the  following : 

a.  Wiring. 

Electrical  conductors  shall  be  encased  in  rigid  metal  con¬ 
duit,  electrical  metallic  tubing  or  in  metal  wireways,  securely 
fastened  to  the  supporting  structure. 

The  installation  of  all  electrical  wiring  shall  conform  to 
the  requirements  of  the  [National  Electrical  Code,  ANSI 
Cl  (NFPA  No.  70)]  New  York  City  Electrical  Code. 
[EXCEPTIONS : 

(1)  Flexible  conduit  or  armored  cables  may  be  used  for 
short  runs  connecting  safety  and  operating  devices  to  main 
well  way  conductors. 

(2)  Flexible  cables  may  be  used  within  machine  rooms.] 

b.  Disconnect  means. 

An  enclosed  fused  disconnect  switch  or  circuit  breaker 
arranged  to  disconnect  the  power  supply  to  the  escalator 
shall  be  installed  in  the  space  where  the  controller  is  located 
or  shall  be  mounted  on  the  controller.  Disconnect  switches 
or  circuit  breakers  shall  be  of  the  manually  closed  multi-pole 
type. 

[Circuit  breakers  where  used  as  a  disconnect  means  shall 
not  be  of  the  instantaneous  type  and  shall  not  be  opened 
automatically  by  a  fire  alarm  system.] 

c.  Enclosure  of  Electrical  Parts. 

All  electric  safety  switches  and  controllers  shall  be  enclosed 
to  protect  against  accidental  contact. 

d.  Voltage  Limitations. 

The  maximum  system  or  circuit  potential  used  for  escalator 
operating  control  and  signal  circuits,  operating  and  safety 
equipment,  driving-machine  motors,  electrically  released 
brakes  and  motor  generator  sets  shall  not  exceed  the  fol¬ 
lowing  : 

1.  For  operating  and  signal  circuits  :  Three  hundred 
(300)  volts  except  that  higher  potentials  may  be  used 
for  frequencies  of  twenty-five  (25)  through  sixty  (60) 
cycles  alternating  current  or  for  direct  current,  pro¬ 
vided  the  current  in  the  system  cannot  under  normal 
conditions  exceed  eight  (8)  milliamperes  for  alternating 
current  not  thirty  (30)  milliamperes  for  direct  current. 

2.  For  control  circuits,  driving  machine  motors, 
electrically  released  brakes  and  motor  generator  sets : 
six  hundred  ( 600 )  volts  except  that  higher  potentials 
may  be  used  for  driving  motors  of  motor  generator  sets. 

Rule  901.2.  Electrical  Equipment  and  Wiring 

Electrical  equipment  and  wiring  shall  conform  to  the 
following : 


a.  Disconnect  Means. 

An  enclosed  fused  disconnect  switch  or  a  circuit  breaker 
arranged  to  disconnect  the  power  supply  to  the  moving  walk 
shall  be  installed  in  the  space  where  the  controller  is  located 
or  shall  be  located  on  the  controller.  Disconnect  switches 
or  circuit  breakers  shall  be  of  the  manually  closed  multipole 
type.  Circuit  breakers,  where  used  as  the  disconnect  means 
shall  not  be  of  the  instaneous  type  and  shall  not  be  opened 
automatically  by  a  fire  alarm  system. 

b.  Wiring  and  Wiring  Methods. 

Electrical  conductors  shall  be  encased  in  rigid  metal 
conduit,  electrical  metallic  tubing  or  in  metal  wireways, 
securely  fastened  to  the  supporting  structure.  Flexible  con¬ 
duit  or  armored  cables  may  be  used  for  connecting  safety  and 
operating  switches  to  main  wellway  conductors.  Flexible 
leads  may  be  used  within  the  machinery  spaces.  The  installa¬ 
tion  of  all  electrical  wiring  shall  conform  to  the  requirements 
of  the  [National  Electrical  Code  ANSI  Cl  (NFPA  No. 
70)]  New  York  City  Electrical  Code. 

c.  Operating  and  Control  Circuit  Voltages. 

The  maximum  system  or  circuit  potential  shall  not  exceed : 

1.  For  operating,  safety  and  signal  circuits :  Three 
hundred  (300)  volts  except  that  higher  potentials  may 
be  used  for  frequencies  of  twenty-five  (25)  through 
sixty  (60)  cycles  alternating  current,  or  for  direct 
current,  provided  the  current  in  the  system  cannot 
under  normal  conditions  exceed  eight  (8)  milliamperes 
for  alternating  current  of  thirty  (30)  milliamperes  for 
direct  current. 

2.  For  control  circuits,  driving  machine  motors, 
electrically  released  brakes  and  motor  generator  set: 
Six  hundred  (600)  volts  except  that  higher  potentials 
may  be  used  for  driving  motors  of  motor  generator  sets. 

d.  Enclosure  of  Electrical  Parts. 

All  electric  switches  and  controllers  shall  be  enclosed  to 
protect  against  accidental  contact. 

e.  Lighting  of  Machine  Room. 

Permanent  electric  lighting  shall  be  provided  in  every 

machine  room. 

f.  Lighting  of  Landings. 

Landings  shall  be  illuminated  with  light  intensity  of  not  less 
than  five  (5)  foot  candles.  The  illumination  shall  be  of 
uniform  intensity  and  should  not  contrast  materially  with 
that  of  the  surrounding  area. 

Rule  1001.8.  Installations  Placed  Out  of  Service: 

Delete  the  first  paragraph  in  its  entirety,  and  substitute  the 
following : 

Where  for  any  reason  an  installation  is  placed  out  of  service 
(see  definition)  so  that  it  cannot  be  operated  for  a  definite 
period,  the  following  requirements  shall  be  conformed  to : 

1.  Condition  for  which  elevators  are  “NOT  IN  USE.” 
Such  elevators  are  available  for  service.  Required  tests  are 
to  be  regularly  performed.  This  elevator  is  similar  to  one  in 
service  except  that  it  has  been  electrically  disconnected  by 
opening  the  main  line  switch.  A  periodic  inspection  shall  be 
made  and  a  fee  charged.  An  elevator  inspector  shall  note  such 
condition  when  found  on  a  regular  inspection. 

2.  Condition  for  which  elevators  which  are  “DISMAN¬ 
TLED”  or  PLACED  OUT  OF  ACTIVE  SERVICE .” 
Such  elevators  shall  comply  with  the  Section  3  definition, 
provisions  for  Installation  Placed  Out  of  Service.  Also,  a 
Building  Notice  application  is  to  be  filed  and  the  last  inspec¬ 
tion  fee  charged.  Thereafter,  one  additional  inspection  per 
year  shall  be  made  to  verify  that  the  status  is  unchanged  and 
shall  be  a  feeable  inspection. 

3.  Condition  for  which  elevators  which  are  “REMOVED” 
arid  ‘‘PERMANENTLY  DISCONTINUED.”  A  Building 
Notice  application  should  be  filed  and  fee  charged  for  last 
inspection.  The  requirements  for  such  discontinuance  for 
sealing  of  elevator  hoistways  are: 

a.  When  an  elevator  shaftway  is  to  be  sealed  and  contains 
only  one  elevator  which  is  to  be  discontinued,  the  follozving 
minimum  precautions  shall  be  taken  to  provide  for  the  safety 
and  fire  protection  of  the  public. 
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(1)  If  it  is  proposed  to  extend  the  floor  at  each  story  of  the 
building  zvith  the  same  or  similar  construction  as  the  existing 
adjacent  floor  and  of  of  equal  or  better  fire  resistive  value, 
then  only  items  a(2),  a(3),  and  a(4)  need  be  complied  with. 
Otherwise ,  all  items  below  are  to  be  complied  with. 

(2)  The  elevator  car  and  guide  rails  are  to  be  completely 
removed. 

(3)  The  counterweight  and  guide  rails  are  to  be  completely 
removed. 

(4)  All  ivire  cables  are  to  be  removed. 

(5)  (a)  All  door  and  window  assemblies  opening  onto  ma¬ 
sonry  shaftways  and  masonry  enclosed  elevator  machine 
rooms,  except  as  noted  in  (5)  (c)  below,  shall  be  completely 
removed  and  the  space  so  created  shall  be  filled  in  with  ma¬ 
terial  of  equal  thickness,  of  similar  material  and  of  equivalent 
or  better  fire  resistive  rating  as  the  adjacent  masonry. 

(b)  All  door  and  zvindow  assemblies  opening  onto  hoist¬ 
ways  originally  enclosed  zvith  an  open  wire  screen  and  subse¬ 
quently  enclosed  with  other  than  masonry  units  (i.e.  metal 
lath  and  plaster  or  transite  boards),  except  as  noted  in  (5) 
(c)  below,  shall  remain.  They  shall  be  fastened  in  a  closed 
position  and  shall  be  adequately  welded  shut.  The  assembly 
shall,  in  addition,  be  enclosed  in  material  of  equal  thickness, 
of  similar  material  and  of  equivalent  or  better  fire  resistive 
rating  as  the  adjacent  enclosure. 

(c)  Fireman  access  to  the  bottom  of  the  hoistway  (eleva¬ 
tor  pit)  shall  be  provided. 

If  the  machine  room  is  located  at  or  near  the  level  of  the 
bottom  of  the  shaftway  and  is  so  located  that  access  to  the 
bottom  of  the  shaftway  is  readily  available  through  the  ma¬ 
chine  room,  the  door  to  the  room  shall  be  kept  closed  and 
maintained  operable  only  zvith  the  use  of  a  key  which  oper¬ 
ates  a  substantial  dead  bolt  locking  deznee  affixed  to  the  door. 

The  key  to  the  locking  device  shall  be  kept  by  the  building 
superintendent. 

If  the  machine  room  is  located  other  than  at  or  about  the 
level  of  the  bottom  of  the  shaftway  or  the  bottom  of  the  shaft- 
zvay  is  not  readily  accessible  through  the  room,  the  lowermost 
door  opening  onto  the  hoistway  shall  be  kept  closed  and  main¬ 
tained  operable  and  openable  only  with  the  use  of  an  elevator 
key  and  a  substantial  dead  bolt  locking  device  affixed  to  the 
door.  The  key  to  the  locking  device  shall  be  kept  by  the  build¬ 
ing  superintendent.  A  conspicuous  sign  of  2  inch  letters  per¬ 
manently  affixed  to  the  door  shall  read  “ HOISTWAY ”. 

(6)  The  ventilation  opening  (smoke  hole)  in  the  flooring 
provided  at  the  top  of  the  hoistway  immediately  below  the 
sheaves  or  at  the  level  of  the  top  of  the  machine  beams  and 
the  ventilation  opening  at  the  exterior  portion  of  the  machine 
room  shall  be  maintained. 

(7)  All  electric  service  to  the  elevator  shaftway  and  ma¬ 
chine  room  shall  be  disconnected  outside  the  confines  of  the 
elevator  hoistway  and  machine  room. 

(b)  When  a  shaftway  contains  more  than  one  elevator,  and 
only  one  elevator  is  to  be  discontinued,  the  following  minimum 
precautions  shall  be  taken  to  provide  for  the  safety  and  fire 
protection  of  the  public. 

(1)  If  it  is  proposed  to  extend  the  floor  at  every  story  of 
the  building  with  the  same  or  similar  construction  as  the 
existing  adjacent  floor  and  of  equal  or  better  fire  resistive 
value,  then  only  items  b(2),  b(3),  and  b(4)  need  apply  if  the 
shaft  enclosure  is  rearranged  so  that  the  remaining  operating 
elevators  are  properly  enclosed  to  maintain  the  integrity  of 
the  shaftway. 

(2)  The  elevator  car  and  guide  rails  are  to  be  completely 
removed. 

(3)  The  counterweight  and  guide  rails  are  to  be  completely 
removed. 

(4)  All  wire  cables  are  to  be  removed. 

(a)  All  door  assemblies  serving  the  discontinued  elevator, 
opening  onto  masonry  shaftzuays  shall  be  completely  removed 
and  the  space  so  created  shall  be  filled  in  with  material  of 
equal  thickness,  of  similar  material  and  of  equivalent  or 
better  fire  resistive  rating  as  the  adjacent  masonry. 


(b)  All  door  assemblies  serving  the  discontinued  elevator, 
opening  onto  hoistzvays  originally  enclosed  with  an  open  wire 
screen  and  subsequently  enclosed  with  other  than  masonry 
units  (i.e.,  metal  lath  and  plaster  or  transite  boards),  shall 
remain.  They  shall  be  fastened  in  a  closed  position  and  shall 
be  adequately  welded  shut.  The  assembly  shall,  in  addition, 
then  be  enclosed  in  material  of  equal  thickness,  of  similar 
material  and  of  equivalent  or  better  fire  resistive  rating  as 
the  adjacent  enclosure. 

The  filing  for  prior  existing  cases  shall  not  be  precluded. 
1102.1.  Exception:  Delete  Exception  in  its  entirety. 

Add  the  following  to  first  sentence  after  ANSI/ASTM  El 52, 
so  as  to  read : 

The  lap  edges  of  passenger  (A17.1  horizontal  slide-type) 
elevator  door,  including  the  lap  edges  of  multisection  doors, 
shall  not  move  from  the  wall  or  adjacent  panel  surfaces 
sufficiently  to  develop  a  separation  of  more  than  two  (2) 
inches  during  the  fire  portion  of  the  test  and  not  more  than 
two  and  seven-eights  ( 2 7/&)  inches  during  or  immediately 
following  the  hose  stream  test. 

Section  1306.  First  paragraph,  second  line,  after  the  word 
“safeties”  add :  with  rated  load. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Matter  in  italics  is  new  material. 

Matter  in  [brackets]  is  being  deleted. 


274-49-SM 

APPLICANT— American  Sterilizer  Company,  owner. 
SUBJECT — Change  of  owner-manufacturer. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  Reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative :  .  0 

Absent:  Commissioner  Wolf  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
274-49-SM  :  Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

American  Sterilizer  Company,  Montgomery,  Alabama, 
requests  that  the  resolution  adopted  December  23,  1952  and 
as  amended  at  various  times  through  April  8,  1975  under 
Calendar  Number  274-49-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  Guilbert  dumbwaiter  door. 
DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  door.  The 
applicant  requests  that  the  owner-manufacturer  be  changed 
from  Amsco/Guilbert,  Division  of  American  Sterilizer  Com¬ 
pany  to  American  Sterilizer  Company.  Further,  any  and  all 
references  to  Guilbert  or  Amsco/Guilbert,  Division  of  Ameri¬ 
can  Sterilizer  Company  are  to  be  deleted  and/or  revised  to 
Amsco. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  23,  1952  and  as 
amended  at  various  times  through  April  8,  1975  under  Calen- 
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dar  Number  274-49- SM  be  reopened  and  amended  so  as  to 
show  a  change  of  owner-manufacturer,  new  owner-manufac¬ 
turer  being  American  Sterilizer  Company  and  any  and  all 
references  to  Guilbert  or  Amsco/Guilbert,  Division  of 
American  Sterilizer  are  to  be  deleted  and/or  revised  to 
Amsco  on  condition  that  all  uses  and  installations  of  the 
dumbwaiter  door  shall  comply  with  the  applicable  require¬ 
ments  of  the  Building  Code  of  the  City  of  New  York  and  the 
original  resolution  and  previous  amendments  adopted  under 
this  Calendar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corporate 
name,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


481-52-SA 

APPLICANT — American  Sterilizer  Company,  owner. 
SUBJECT — Change  of  owner-manufacturer. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  Reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta .  5 

Negative: .  0 

Absent :  Commissioner  Wolf .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
481-52-SA :  Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

American  Sterilizer  Company,  Montgomery,  Alabama,  re¬ 
quests  that  the  resolution  adopted  November  1,  1955  and  as 
amended  April  8,  1975  under  Calendar  Number  481-52-SA 
be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer. 

PROPOSED  USE:  Interlock  for  freight  elevator  doors, 
gates  and  dumbwaiter  doors. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacturing  of  the  door.  The 
applicant  requests  the  owner-manufacturer  be  changed  from 
Amsco/Guilbert,  Division  of  American  Sterilizer  Company 
to  American  Sterilizer  Company.  Further,  any  and  all  refer¬ 
ences  to  Guilbert  or  Amsco/Guilbert,  Division  of  American 
Sterilizer  Company  are  to  be  deleted  and/or  revised  to  Amsco. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  1,  1955  and  as 
amended  April  8,  1975  under  Calendar  Number  481-52-SA 
be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer,  new  owner-manufacturer  being  American 


Sterilizer  Company  and  any  and  all  references  to  Guilbert  or 
Amsco/Guilbert,  Division  of  American  Sterilizer  Company 
are  to  be  deleted  and/or  revised  to  Amsco  on  condition  that 
all  uses  and  installations  of  the  interlock  shall  comply  with 
the  applicable  requirements  of  the  Building  Code  of  the  City 
of  New  York  and  the  original  resolution  and  previous  amend¬ 
ment  adopted  under  this  Calendar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and  label¬ 
ing  of  materials,  literature,  catalogues,  bulletins,  and  packag¬ 
ing  are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  under  this  Calendar  Number.  Failure  to  notify  the 
Board  of  change  of  ownership,  change  of  corporate  name, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test) 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


160-69-SA 

APPLICANT — American  Sterilizer  Company,  owner. 
SUBJECT — Change  of  owner-manufacturer. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  Reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
160-69-SA:  Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

American  Sterilizer  Company,  Montgomery,  Alabama, 
requests  that  the  resolution  adopted  March  13,  1973  and  as 
amended  April  8,  1975  under  Calendar  Number  160-69-SA 
be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer. 

PROPOSED  USE:  Horizontal  and  vertical  transportation 
of  carts  throughout  buildings. 

DESCRIPTION:  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacturer  of  the  door.  The 
applicant  requests  that  the  owner-manufacturer  be  changed 
from  Amsco/Guilbert,  Division  of  American  Sterilizer 
Company  to  American  Sterilizer  Company.  Further,  any 
and  all  references  to  Guilbert  or  Amsco/Guilbert,  Division 
of  American  Sterilizer  Company  are  to  be  deleted  and/or 
revised  to  Amsco. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  13,  1973  and  as 
amended  April  8,  1975  under  Calendar  Number  160-69-SA 
be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer,  new  owner  manufacturer  being  American 
Sterilizer  Company  and  any  and  all  references  to  Guilbert 
or  Amsco/Guilbert,  Division  of  American  Sterilizer  Com- 
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pany  are  to  be  deleted  and/or  revised  to  Amsco  on  condition 
that  all  uses  and  installations  of  the  horizontal  and  vertical 
transportation  of  carts  shall  comply  with  the  applicable 
requirements  of  the  Building  Code  of  the  City  of  New  York 
and  the  original  resolution  and  previous  amendment  adopted 
under  this  Calendar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
tlie  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corporate 
name,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


743-70-SA 

APPLICANT — The  Majestic  Company,  a  Division  of  Amer¬ 
ican  Standard,  Incorporated,  owner. 

SUBJECT — Additional  factory  built  fireplaces. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  Reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta .  5 

Negative : .  0 

Absent:  Commissioner  Wolf  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
743-70-SA :  Amendment  to  resolution  to  include  additional 
factory  built  fireplaces. 

The  Majestic  Company,  a  Division  of  American  Standard 
Incorporated,  Huntington,  Indiana,  requested  that  the  resolu¬ 
tion  adopted  March  9,  1971  and  amended  July  6,  1976  under 
Calendar  743-70-SA  be  reopened  and  amended  to  include 
additional  factory  built  fireplaces. 

PROPOSED  USE:  Factory  built  fireplaces. 
DESCRIPTION :  The  additional  M  Series  fireplaces  are 
similar  to  the  previously  approved  L  Series  fireplaces.  They 
differ  in  required  minimum  height  and  in  the  use  of  a  chimney 
starter  section. 

The  L  Series  requires  a  minimum  height  of  10  feet  9  inches 
and  uses  a  chimney  starter  section. 

The  M  Series  requires  a  greater  minimum  height  of  12  feet 
6  inches  but,  consequently,  does  not  require  the  use  of  a  chim¬ 
ney  starter  section. 

INSPECTION  AND  TEST :  The  M  Series  fireplaces  have 
been  tested  and  approved  by  Underwriters’  Laboratories  (File 
MH  6018). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  9,  1971  and  amended 
July  6,  1976  under  Calendar  Number  743-70-SA  be  reopened 
and  amended  to  include  Majestic  M  Series  factory  built  fire¬ 


places,  on  condition  that  all  uses,  locations,  and  installations 
shall  comply  with  the  applicable  requirements  of  Article  5 
and  15  and  RS  5  and  15  of  the  Building  Code  of  the  City  of 
New  York  and  on  condition  that  all  uses  in  high  rise  buildings 
shall  be  restricted  to  uses  in  Class  I  (non-combustible) 
buildings  which  were  built  under  the  jurisdiction  of  the  pres¬ 
ent  Building  Code,  Local  Law  No.  76-1968,  effective  Decem¬ 
ber  6,  1968. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corporate 
name,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


47-79-SA 


APPLICANT — Wolf-Ortiz,  Incorporated,  owner. 
SUBJECT — Fire  alarm  system  components. 
APPEARANCES— 

For  Applicant :  J.  F.  McCarthy. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative :  .  0 

Absent:  Commissioner  Wolf .  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
47-79-SA :  Wolf-Ortiz,  Incorporated,  New  York,  filed  for 
approval  of  the  fire  alarm  system  components  listed  above 
under  the  provisions  of  Article  17  and  RS  17-3  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Fire  alarm  system  components. 
DESCRIPTION :  The  fire  alarm  system  components  are  as 
follows : 

Component 
Bulls  Eye  Gang  Size 
Annunciator 
Bulls  Eye  Plate  Size 
Annunciator 

Alarm  &  Trouble  Transmitter 
Explosion  Proof  Fire  Alarm 
Station 

Ultraviolet  Flame  Detector 
Sentinel  Open  Area 
Smoke  Detector 


Model 
#7501 

#7501 

#UAT 

#XAS-52 

#  30-202 1-30-202 1 E 
#304ORC 


#3041RCD 

#3041RCDSR 

#30-266 


Sentinel  Air  Duct 
Smoke  Detection 
Duct  Smoke  Detector 
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Model 

Component 

#R7300B,  C7050B 

Ultraviolet  Fire  Detection 
System  with  Optical  Integrity 
Feature 

#NGU-NIP 

Supervisory  Switches 

#69GBR3 

Pressure  Switches 

J  Series 

Water  flow  &  Supervisory 
Switches 

#ACW 

Pressure  Switches 

#WFD 

Vane-Type  Waterflow 

Detector 

#DC-4 

Duct  Detector 

#CPD-1250 

Smoke  Detector 

#CPD-1201,  1212, 

Ionization  Combustion  Products 

1212D 

Detectors 

#RCM-1901 

Fire  Alarm  Systems — ■ 

Remote  Control  Monitor 
Photoelectric  Smoke  Detectors 

#1024C 

Smoke  Detector — Two  Wire, 
Low  Current 

#764 

Photoelectric  Duct  Detector 

#NK-22 

Products  of  Combustion 
Detector 

#NK-24 

Products  of  Combustion 

Detector  Accessories 

#  NIC-24 

Products  of  Combustion 
Detector 

BNG-BRG 

Manual  Fire  Alarm  Station 

#NID-48F 

Ionization  Smoke  Detector 

#793-SERIES 

Trouble  Signal  Extender  Unit 

#1996,  1997,  1998, 

1980,  1981  &  1972 

Magnetic  Door  Releases 

Fail-Safe  Door  Releases 

#163401,  163402, 

Waterflow  Switch,  Waterflow 

163400 

Transmitter,  Gate  Valve 
Switch 

#10123,  10201 

Manual  Pull  Station 

#10130,  10131,  10132 

Double  Action  Manual  Station 

#163850,  163840 

Weatherproof  Station 

#10504,  10505 

Selective  Coded  Fire  Alarm 
Stations 

7400,  5100  Series 

Fara-Mod  Fire  Alarm 

3400,  3600 

AC  Buzzers,  AC  &  DC 
Chimes 

3400,  3600  Series 

Fara-Mod  Fire  Alarm  Bells 
Single-Stroke,  AC  or  DC 

5400,  5800 

Fire  Alarm  Horns,  AC  or  DC 

5600  Series 

Systems 

3400,  3800 

Fire  Alarm  Bells  Vibrating, 

3600  Series 

AC  or  DC 

#16705-2 

Dome  Light 

#5501 

Horn  &  Light  Combination 

INSPECTION  AND  TEST :  The  components  listed  above 
have  been  recommended  for  approval  by  the  Division  of  Fire 
Prevention  and  have  been  approved  by  Underwriters’  Labora¬ 
tories  (File  No.  S1869  and  Cal.  Nos.  524-77-SA,  52S-77-SA, 
750-76-SA,  70-77-SA,  62-74-SA,  670-59-SA). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  fire  alarm  system  components  listed 
above  under  the  provisions  of  Article  17  and  RS  17-3  of  the 
Building  Code  of  the  City  of  New  York  on  the  following 
conditions : 

1.  The  WOFC  72  control  panel  shall  be  equipped 
with  a  ground  lug  that  will  receive  a  number  ten  ground 
wire. 

2.  The  panel  shall  be  painted  red. 


3.  No  penetrations  shall  be  made  through  the  top 
of  the  the  cabinet. 

4.  The  control  panel  shall  be  properly  identified. 

5.  The  ampmeter  and  voltmeter  shall  be  factory 
installed  in  the  control  panel. 

6.  The  dual  action  Halon  releasing  manual  stations 
shall  be  approved  on  a  separate  basis  for  each  installation 
by  the  Fire  Department  and  shall  be  labeled :  “The  use 
of  this  station  shall  be  predicated  upon  special  permission 
from  the  Fire  Department.” 

7.  All  uses,  locations,  and  installations  of  the  equip¬ 
ment  shall  comply  with  the  applicable  requirements  of 
Reference  Standard  RS  17-3  of  the  Building  Code  and 
Chapter  19  of  the  Administrative  Code  of  the  City  of 
New  York  and  Fire  Department  Directives. 

8.  The  equipment  and  its  literature,  catalogues, 
bulletins,  and  packaging  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
47-79-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


69-79-SA 

APPLICANT— Firematic  Sprinkler  Devices,  Incorporated, 
owner. 

SUBJECT — Sprinkler  system  devices. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh 

and  Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
69-79-SA :  Firematic  Sprinkler  Devices,  Incorporated, 
Shrewsbury,  Massachusetts  filed  for  approval  of  Firematic 
Sprinkler  Devices  (models  listed  below)  under  the  provisions 
of  Article  17  and  RS  17  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Sprinkler  system  devices. 
DESCRIPTION:  The  devices  are  as  follows: 

Alarm  Valve,  Models  F  and  G:  4",  6",  8"  sizes,  diverts  water 
to  water  motor  gong  if  sprinkler  head  is  activated  or  if 
supply  pressure  drops. 
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Check  Valve,  Model  CV :  4",  6"  sizes,  control  of  water  supply. 
Dry  Pipe  Valve,  Model  D :  3",  4",  6"  sizes,  diverts  water  to 
alarm  when  sprinkler  head  is  activated. 

Water  Motor  Gong,  Model  D :  bell  propeller  sounds  alarm 
due  to  passage  of  water  diverted  from  an  activated  sprinkler 
head. 

Fire  Department  connections :  Siamese,  breakable  caps,  2^" 
plugs  with  chain,  y2"  ball  drip. 

Retard  Chamber,  Model  D-l :  chamber  between  alarm  valves 
and  water  motor  gong,  prevents  ringing  of  gong  when  inter¬ 
mittent  water  pressure  fluctuations  occur,  chamber  must  be 
filed  before  water  reaches  gong. 

Excess  pressure  pump :  prevents  false  alarms  due  to  surges 
or  increases  in  pressure  in  water  mains,  introduces  40  psi 
pressure  on  system  side  of  alarm  valve. 

Exhausted,  Model  C :  speeds  delivery  of  water  to  dry  pipe 
sprinkler  heads  by  the  rapid  exhaust  of  air  in  dry  pipe, 
eliminating  need  to  adjust  air  through  sprinkler  heads. 
INSPECTION  AND  TEST :  The  devices  listed  above  have 
been  tested  and  approved  by  Underwriters’  Laboratories 
(Files  Exl697,  Exl83,  Exll78,  Exl276,  Ex3134,  Ex2821, 
Ex831)  and  Factory  Mutual  Research  (Serial  No.  25566). 
RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Firematic  Sprinkler  Devices  (models 
listed  above)  under  the  provisions  of  Article  17  and  RS  17 
of  the  Building  Code  of  the  City  of  New  York  on  condition 
that  all  uses,  locations,  and  installations  shall  comply  with 
the  applicable  requirements  of  the  Building  Code.  The  de¬ 
vices  and  their  literature,  catalogues,  bulletins,  and  packaging 
shall  be  permanently  labeled:  “Approved  by  the  New  York 
City  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  69-79-SA. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corporate 
name,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

620-51-SA 

APPLICANT — York-Shipley,  Incorporated,  owner. 
SUBJECT — Revocation  of  conversion  burners — request  of 
applicant. 

APPEARANCES — 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent :  Commissioner  Wolf .  1 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  March  4,  1952;  and 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


593-63-SM 

APPLICANT — Badger-Powhatan,  Division  of  American 
LaFrance,  Incorporated,  Subsidiary  of  ATO  Incorporated, 
owner. 

SUBJECT — Revocation  of  Powhatan  Angle  Hose  Valve. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent :  Commissioner  Wolf .  1 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  April  21,  1964;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
was  replaced  by  Calendar  Number  97-74-SM. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

1125-78-SM 

APPLICANT — Revere  Copper  and  Brass  Incorporated, 
Rome  Division,  owner. 

SUBJECT— Water  tube. 

APPEARANCES— 

For  Applicant :  Karl  Schedler. 

ACTION  OF  BOARD — Laid  over  without  date. 


16-79-SM 

APPLICANT — Diamond  Expansion  Bolt  Company,  Divi¬ 
sion  of  General  Cable,  owner. 

SUBJECT — Anchors  inserted  in  masonry. 
APPEARANCES— 

For  Applicant:  Edward  Leonardo. 

ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at  2 
P.M.,  for  decision ;  hearing  closed. 


39-79-SM 

APPLICANT — Walcon  Corporation,  owner. 

SUBJECT — Facing  units  and  liner  units  as  components  of 
two  hour  firer  rated  non-load  bearing  wall  assemblies. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at  2 
P.M.,  for  decision;  hearing  closed. 


727-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 
OWNER  OF  PREMISES— 95-26  Sutphin  Blvd.,  Corpora¬ 
tion,  c/o  Marie  Krai. 

SUBJECT — Application  September  1,  1978 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  #171213  re-  Sprinkler 
System. 
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PREMISES  AFFECTED— 95-26/30  Sutphin  Boulevard, 
west  side,  150  feet  north  of  97th  Avenue,  Block  10026,  Lots 
14  and  35,  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Lt.  R.  J.  Ellis,  Fire  Dept. 

For  Owner :  Donald  Schechter. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf  .  1 

THE  RESOLUTION— 


Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
August  31,  1978,  to  Modify  C.O.  #171213,  reads: 

“Application  is  hereby  respectfully  made  to  the 
Board  of  Standards  and  Appeals,  in  accordance  with 
the  provisions  of  Section  1804.4.C.6  of  the  City  Charter, 
to  Modify  a  Certificate  of  Occupancy  in  relation  to  the 
following  building: 

95-26/30  Sutphin  Blvd. 
aka  95-25  Waltham  St. 

Jamaica,  N.  Y.  11435” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  a  non-automatic  sprinkler  system  be 
installed  in  the  cellar ;  that  a  rate-of-rise  system  with  themo- 
static  alarm  be  installed  throughout  the  building;  that  the 
rate-of-rise  system  shall  have  a  central  office  connection ;  that 
the  building  shall  substantially  conform  to  drawings,  marked 
“Received  December  7,  1978”,  2  sheets ;  and  that  all  other 
laws,  rules  and  regulations  applicable  shall  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  of  the  date  of  this  resolution. 


878-78-A 

APPLICANT — Radiator  Specialty  Company,  owner. 
SUBJECT — Application  September  28,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Tite-Seal  Gasket  Cement  Com¬ 
pound”  in  a  two  (2)  ounce  plastic  container  with  metal 
screw  cap  with  rubber  container  not  in  compliance  with 
regulations  of  the  Administrative  Code  of  New  York  City. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  18,  1978,  on  Folder  #122-160  IM,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Tite-Seal  Gasket  Cement  Com¬ 
pound’  a  Flammable  Mixture  with  a  flash  point  of  75 °F 
(TOC)  in  containers  as  follows:  2  oz.  plastic  bottle  with 
metal  screw  cap  with  dubber  is  Disapproved.  Such  con¬ 
tainers  are  not  in  compliance  with  our  regulations  to  wit : 
Sec.  C19-59.0.C  of  the  New  York  City  Administrative 
Code  requires  that  containers  of  this  size  for  flammable 
mixtures  be  of  metal  with  replaceable  tops  or  caps.” 


Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions : 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
September  18,  1978  acting  on  Folder  Number  122-160  I.M., 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  container  comply  with 
drawing  filed  “September  28,  1978”,  1  sheet,  that  the  modifi¬ 
cation  shall  apply  to  “Tite-Seal  Gasket  Cement  Compound” 
in  Two  Ounce  Container  only;  and  on  further  condition  that 
the  label  on  the  container  be  in  such  style  and  wording  as  is 
satisfactory  to  the  Fire  Commissioner;  that  any  descriptive 
product  information  about  this  item,  including  brochures, 
catalogues,  and  bulletins,  etc.,  as  well  as  all  product  labels, 
packaging,  and  where  possible,  the  item  itself,  shall  include 
the  wording  “Approved  by  the  New  York  City  Board  of 
Standards  and  Appeals  under  Cal.  No.  878-78-A”,  and  that 
in  all  other  respects  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


879-78-A 

APPLICANT — Radiator  Specialty  Company,  owner. 
SUBJECT — Application  September  28,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Windshield  Washer  Solvent”  in 
a  six  (6)  ounce  plastic  bottle  with  metal  screw  cap,  not  in 
compliance  with  regulation  of  the  Administrative  Code  of 
New  York  City. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  18,  1978,  on  Folder  #122-160  IM,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Windshield  Washer  Solvent’  a 
Flammable  Mixture  with  a  flash  point  of  75°F  (TOC) 
in  containers  as  follows :  6  oz.  plastic  bottle  with  metal 
screw  cap  is  Disapproved.  Such  containers  are  not  in 
compliance  with  our  regulations  to  wit :  Sec.  C19-59.0.C 
of  the  New  York  City  Administrative  Code  requires  that 
containers  of  this  size  for  flammable  mixtures  be  of 
metal  with  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
September  18,  1978,  acting  on  Folder  Number  122-160  I.M., 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  container  comply  with 
drawing  filed  “July  21,  1978”,  1  sheet,  that  the  modification 
shall  apply  to  “Windshield  Washer  Solvent”  in  Six  Ounce 
Container  only;  and  on  further  condition  that  the  label  on 
the  container  be  in  such  style  and  wording  as  is  satisfactory 
to  the  Fire  Commissioner;  that  any  descriptive  product  in¬ 
formation  about  this  item,  including  brochures,  catalogues, 
and  bulletins,  etc.,  as  well  as  all  product  labels,  packaging, 
and  where  possible,  the  item  itself,  shall  include  the  wording 
“Approved  by  the  New  York  City  Board  of  Standards  and 
Appeals  under  Cal.  No.  879-78-A”,  and  that  in  all  other 
respects  all  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 
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942-78-A 

APPLICANT — Donald  D.  Fisher  for  Kavogmas  Realty 
Ltd.,  owner. 

SUBJECT — Application  October  27,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  a  fifth  (5th)  floor  in  a  converted  dwelling. 
PREMISES  AFFECTED— 458  West  22nd  Street,  south 
side,  228.6  feet  east  of  10th  Avenue,  Block  719,  Lot  74, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Donald  D.  Fisher. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

N  egative :  .  0 

Absent:  Commissioner  Wolf  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  25,  1978,  on  Alt.  Applic.  #670/78,  reads : 

“C-10.  Proposed  new  5th  floor  construction  in  a 
converted  dwelling  is  contrary  to  Sec.  171-2(a)  M.D.L.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  October  25,  1978,  acting  on  Alt.  Applic. 
#670/78,  Objection  No.  C-10,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  an  approved  automatic  sprinkler  system  be  installed  in 
the  cellar  and  on  the  4th  and  5th  floors ;  that  a  rate  of  rise 
device  be  installed  in  each  apartment,  each  device  to  be  inter¬ 
connected  to  an  alarm  system  to  be  heard  throughout  the 
building;  on  further  conditions  that  the  building  shall  sub¬ 
stantially  conform  to  drawings  marked  received  “October  27, 
1978”,  7  sheets ;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with ;  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


635-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED — 545  Sycamore  Street,  north  side, 
55  feet  east  of  Harold  Avenue,  Block  5395,  Lot  35,  Anna- 
dale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request  of 
the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta .  5 

Negative:  .  0 

Absent :  Commissioner  Wolf .  1 


636-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owners). 

SUBJECT — Application  June  28,  1962 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  legal  street. 


PREMISES  AFFECTED — 541  Sycamore  Street,  north  side, 
102  feet  east  of  Harold  Avenue,  Block  5395,  Lot  32,  Anna- 
dale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request  of 
the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf .  1 


637-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owners). 

SUBJECT — Application  June  28,  1962 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED — 537  Sycamore  Street,  north  side, 
152.36  feet  west  of  Arden  Avenue,  Block  5395,  Lot  30, 
Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request  of 
the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf . : .  1 


638-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED — 531  Sycamore  Street,  north 
side,  106.36  feet  west  of  Arden  Avenue,  Block  5395,  Lot  27, 
Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative :  .  0 

Absent:  Commissioner  Wolf  .  1 


639-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED — 527  Sycamore  Street,  north 
side,  60.36  feet  west  of  Arden  Avenue,  Block  5395,  Lot  25, 
Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 
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THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf  .  1 


640-62-A 

APPLICANT — Albert  Melniker  (General  Power  of  Attor¬ 
ney  for  the  Owner). 

SUBJECT — Application  June  28,  1962 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  building 
not  fronting  on  legal  street. 

PREMISES  AFFECTED — 551  Sycamore  Street,  northeast 
corner  of  Harold  Avenue,  Block  5395,  Lot  37,  Annadale, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW—  _ 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent :  Commissioner  Wolf  .  1 


209-78-A 

APPLICANT — Albert  Melniker  for  Frank  Tambakis, 
Nicholas  and  Ann  Tambakis,  owners. 

SUBJECT — Application  March  30,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 2145  Richmond  Avenue,  east 
side,  11.74  feet  south  of  Rockland  Avenue,  Block  2360, 
Lot  54,  New  Springville,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Decision  deferred  to  March  20, 
1979,  at  2  P.M.,  hearing  closed. 


354-78-A 

APPLICANT — Hayt,  Hayt  and  Landau  for  The  Jamaica 
Hospital,  owner. 

SUBJECT — Application  May  12,  1978 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  to  provide  three  (3) 
persons  with  Certificate  of  Qualification  for  Refrigeration 
Systems  Operator  to  direct  or  control  system  on  above 
premises. 

PREMISES  AFFECTED — 89th  Avenue  and  Van  Wyck 
Expressway,  southwest  corner,  Block  9364,  Lot  40, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  Pucatch. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh  and 

Commissioner  Cincotta  .  5 

N  egative  :  .  0 

Absent:  Commissioner  Wolf .  1 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 

Commissioner  Cincotta  .  5 

Negative :  .  0 

Absent :  Commissioner  Wolf .  1 


ACTION  OF  BOARD — Hearing  reopened  and  laid  over  to 
March  6,  1979,  at  2  P.M.,  for  decision;  additional  informa¬ 
tion;  hearing  closed. 

437-78-A 

APPLICANT — William  J.  Condon  for  Del  Laboratories, 
Incorporated,  owner. 

SUBJECT — Application  June  16,  1978 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  flammable 
mixture  known  as  “Sally  Hanson  Nail  Color  Remover”,  in 
eight  (8)  ounce  high  density,  natural  polyethylene  with 
screw  cap  closure,  container  not  in  compliance  with  the 
Regulations  of  the  Administrative  Code  of  the  City  of 
New  York. 

APPEARANCES— 

For  Applicant :  William  J.  Condon. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

N  egative  :  .  0 

Absent :  Commissioner  Wolf  .  1 


ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at  2 
P.M.,  for  decision;  hearing  closed. 


528-78-A 

APPLICANT — Grushkin  and  Oddo,  Architects  for  Max  S. 
Kadin,  owner. 

SUBJECT — Application  July  11,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 220  Main  Street,  south  side, 
94.23  feet  east  of  Craig  Avenue,  Block  8048,  Lot  57, 
Tottenville,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  March  13,  1979,  at  2 
P.M.,  for  hearing. 


529-78-A 

APPLICANT — Grushkin  and  Oddo,  Architects  for  Max  S. 
Kadin,  owner. 

SUBJECT — Application  July  11,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 201  Butler  Avenue,  north  side, 
59.39  feet  east  of  Craig  Avenue,  Block  8048,  Lot  34, 
Tottenville,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  13,  1979,  at  2 
P.M.,  for  hearing. 


530-78-A 

APPLICANT — Grushkin  and  Oddo,  Architects  for  Max  S. 
Kadin,  owner. 

SUBJECT — Application  July  11,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 210  Main  Street,  south  side, 
94.23  feet  east  of  Craig  Avenue,  Block  8048,  Lot  57,  Tot¬ 
tenville,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  13,  1979,  at  2 
P.M.,  for  hearing. 


677-78-A 

APPLICANT — Atkin  and  Gibson  for  Agustino  Onoriti, 
owner. 
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SUBJECT — Application  August  10,  1978 — Review  of  a  deci¬ 
sion  of  the  Borough  Superintendent  dated  June  29,  1977. 

PREMISES  AFFECTED— 2135  Williamsbridge  Road,  west 
side,  212.5  feet  south  of  Pelham  Parkway,  Block  4332,  Lot 
14,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  Gibson. 

For  Opposition :  Irving  Polsky,  P.E.,  Dept,  of  Bldgs. 

ACTION  OF  BOARD — Laid  over  to  February  27,  1979,  at 
2  P.M.,  for  continued  hearing;  additional  information  to  be 
submitted. 


725-78-A 

APPLICANT — Joseph  Marini  for  Borg  Chemical  Company, 
Incorporated,  owner. 

SUBJECT — Application  September  1,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  drug  sup¬ 
ply  warehouse  contrary  to  Fire  Prevention  Code. 
PREMISES  AFFECTED— 920  East  132nd  Street,  south 
side,  opposite  Locust  Avenue,  Block  2583,  Lot  50,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Timothy  Taylor  and  Joseph  Marini. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf .  1 


ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at  2 
P.M.,  for  decision;  hearing  closed. 


726-78-A 

APPLICANT — Joseph  Marini  for  Borg  Chemical  Company, 
Incorporated,  owner. 

SUBJECT — Application  September  1,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  alter¬ 
ation  of  existing  structure  to  High  Hazard  Occupancy. 
PREMISES  AFFECTED — 920  East  132nd  Street,  south 
side,  opposite  Locust  Avenue,  Block  2583,  Lot  50,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Timothy  Taylor  and  Joseph  Marini. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf .  1 


ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


752-78-A 

APPLICANT — Frank  A.  Vaccaro,  for  Fred  Vasaturo, 
owner. 

SUBJECT — Application  September  14,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 20  Kinsey  Place,  northwest 
corner  of  Dolson  Place,  Block  1290,  Lot  92,  Mariners 
Harbor,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Robert  Morri. 


THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

N egative :  .  0 

Absent:  Commissioner  Wolf .  1 


ACTION  OF  BOARD — Laid  over  to  March  13,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


835-78-A 

APPLICANT — Mayne  Miller,  applicant.  Park  Seven 
Associates,  owners,  Mayne  Miller,  lessee. 

SUBJECT — Application  October  31,  1977 — request  for 

review  of  the  decision  of  the  Commissioner  of  Buildings  in 
reference  to  B.N.  3846/76. 

PREMISES  AFFECTED— 534  East  84th  Street,  south  side, 
123  feet  west  of  East  End  Avenue,  Block  1580,  Lot  30, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Mayne  Miller. 

For  Administration:  Norman  I.  Larman,  Dept,  of  Build¬ 
ings. 

ACTION  OF  BOARD— Laid  over  to  March  13,  1979,  at 
2  P.M.,  for  continued  hearing,  at  the  request  of  the  appli¬ 
cant. 


836-78-A 

APPLICANT — Mayne  Miller,  applicant.  Park  Seven  As¬ 
sociates,  owners,  Virgilio  Cleaners,  lessee. 

SUBJECT — Application  October  28,  1977 — request  for  re¬ 
view  of  the  decision  of  the  Commissioner  of  Buildings  in 
reference  to  B.N.  1574/77. 

PREMISES  AFFECTED — 88  East  End  Avenue,  west  side, 
76.4  feet  south  of  East  84th  Street,  Block  1580,  Lot  30, 
Borough  of  Manhattan. 

ACTION  OF  BOARD — Laid  over  to  March  13,  1979,  at 
2  P.M.,  for  continued  hearing,  at  the  request  of  the  applicant. 


880-78-A 

APPLICANT — Radiator  Specialty  Company,  owner. 

SUBJECT — Application  September  28,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Lube-Zit”  in  a  one  (1)  gallon 
plastic  container,  container  not  in  compliance  with  regula¬ 
tions  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Decision  deferred  to  March  13, 
1979,  at  2  P.M.,  hearing  closed. 

922-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Joseph  Ligotti, 
owner. 

SUBJECT — Application  October  20,  1978 — appeal  from  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 567  Sinclair  Avenue,  north  side, 
75.00  feet  west  of  Nippon  Avenue,  Block  6339,  Lot  122, 
Huguenot,  Borough  of  Staten  Island. 

APPEARANCES — For  Applicant:  David  C.  Winters. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

N  egative :  .  0 

Absent:  Commissioner  Wolf .  1 
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ACTION  OF  BOARD— Laid  over  to  March  13,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


930-78-A 

APPLICANT — McGee  and  Morsellino  for  Amoco  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  October  20,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  con¬ 
version  from  a  gasoline  service  station  to  self  service  gaso¬ 
line  service  station. 

PREMISES  AFFECTED— 2317  Coney  Island  Avenue, 
southeast  corner  of  Avenue  T,  Block  7315,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Administration ;  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  27,  1979, 
at  2  P.M.,  at  the  request  of  the  applicant  for  deferred 
decision ;  plans  to  be  filed. 

936-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Michael  Sirchia, 
owner. 

SUBJECT — Application  October  24,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 72  Downes  Avenue,  south  side, 
180.00  feet  east  of  Albee  Avenue,  Block  6251,  Lot  16, 
Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative :  .  0 

Absent:  Commissioner  Wolf .  1 


ACTION  OF  BOARD— Laid  over  to  March  13,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


937-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Michael  Sirchia, 
owner. 

SUBJECT— Application  October  24,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 76  Downes  Avenue,  south  side, 
140.00  feet,  east  of  Albee  Avenue,  Block  6251,  Lot  14, 
Annadale,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent :  1 


ACTION  OF  BOARD — Laid  over  to  March  13,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


938-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Michael  Sirchia, 
owner. 

SUBJECT — Application  October  24,  1978 — appeal  from  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 


PREMISES  AFFECTED— 80  Downes  Avenue,  south  side, 
100.00  feet  east  of  Albee  Avenue,  Block  6251,  Lot  12,  Anna¬ 
dale,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf  .  1 


ACTION  OF  BOARD— Laid  over  to  March  13,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


18-79-A 

APPLICANT — Andrew  Tsarsis  for  Lou  Boria,  owner. 

SUBJECT — Application  January  5,  1979 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 119  Androvette  Avenue,  east 
side,  50  feet  south  of  Desius  Street,  Block  6582,  Lots  20, 
23,  26,  Huguenot,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Andrew  Tsarsis. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative :  .  0 

Absent :  Commissioner  Wolf  .  1 


ACTION  OF  BOARD — Laid  over  to  March  13,  1979,  at 
2  P.M.,  for  decision ;  hearing  closed. 

27-79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 215-06  29th  Avenue,  south  side, 
45.54  feet  east  of  215th  Street,  Block  6057,  Lot  34,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent :  Commissioner  Wolf  .  1 


ACTION  OF  BOARD — Laid  over  February  27,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


28-79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  January  9,  1979,  appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 29-03  215th  Street,  southeast 
corner  of  29th  Avenue,  Block  6057,  Lot  32,  Bayside,  Bor¬ 
ough  of  Queens. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent :  Commissioner  Wolf .  1 


ACTION  OF  BOARD — Laid  over  to  February  27,  1979.  at 
2  P.M.,  for  decision;  hearing  closed. 
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29-79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT- — Application  January  9,  1979,  appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 29-09  215th  Street,  east  side, 
79.96  feet  south  of  29th  Avenue,  Block  6057,  Lot  30,  Bay- 
side,  Borough  of  Queens. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  . 0 

Absent :  Commissioner  Wolf  .  1 


ACTION  OF  BOARD — Laid  over  to  February  27,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


30-79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979,  appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 29-15  215th  Street,  east  side, 
119.98  feet  south  of  29th  Avenue,  Block  6057,  Lot  28, 
Bayside,  Borough  of  Queens. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative :  .  0 

Absent:  Commissioner  Wolf .  1 


ACTION  OF  BOARD — Laid  over  to  February  27,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


31-79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 215-20  29th  Avenue,  south  side, 
47.53  feet  west  of  215th  Place,  Block  6057,  Lot  42,  Bayside, 
Borough  of  Queens. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf  .  1 


ACTION  OF  BOARD — Laid  over  to  February  27,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 

32-79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 29-04  215th  Place,  southwest 
corner  of  29th  Avenue,  Block  6057,  Lot  34,  Bayside,  Bor¬ 
ough  of  Queens. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative :  .  0 

Absent :  Commissioner  Wolf .  1 


ACTION  OF  BOARD — Laid  over  to  February  27,  1979.  at 
2  P.M.,  for  decision;  hearing  closed. 

Adjourned:  4:05  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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ORDER  OF  CERTIORARI  AND  PETITION 
SERVED  ON  THE 

BOARD  OF  STANDARDS  AND  APPEALS 

On  February  7,  1979  an  Order  of  Certiorari  and  Petition  was 
served  on  the  Board  by  Peter  G.  Mirto,  attorney  for  the  petitioners 
Aldo  B.  Girasole  and  Gabriel  Borgo,  seeking  a  review  of  the  Board’s 
denial  of  the  application  on  January  9,  1979,  based  on  a  decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing  one-story  com¬ 
mercial  building,  the  addition  to  the  uses  of  an  existing  restaurant  to 
include  cabaret  (dancing).  Calendar  Number  S56-78-BZ,  premises 
affected — 1273/79  77th  Street  and  7620  13th  Avenue,  northwest 
corner,  Block  6232,  Lot  46,  Borough  of  Brooklyn. 
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882-78-BZ 

5-53-BZ 

673-78-BZ 

899-78-BZ 
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949-78-BZ 
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Office— 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 


Telephone — 566-5174. 


NOTICE  TO  APPLICANTS 


89-27-SR 

Amendments  to  the  Rules  of  Procedure 

Please  be  advised  that  the  following  changes  in  the  Rules  of  Pro¬ 
cedure  of  the  Board  of  Standards  and  Appeals  have  been  adopted  at 
the  public  hearing  of  the  Board  held  on  Tuesday,  February  27,  1979, 
at  2:00  P.M.  „  . 

Alan  D.  Gershuny,  Executive  Director 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Febru¬ 
ary  27,  1979,  Affecting  Calendar  Numbers — 


907-78-A 

30-79-A 

872-78-A 

916-78-A 

31-79-A 

913-78-A 

930-78-A 

32-79-A 

914-78-A 

1072-78-A 

558-78-A 

939-78-A 

27-79-A 

672-78-A 

1078-78-A 

28-79-A 

677-78-A 

89-27-SR 

29-79-A 

692-78-A 

Correction  Affecting  Calendar  Number — 
831-77-BZ 

Rules  of  Procedure — 89-27-SR. 
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DOCKET 

New  Cases  Filed  up  to  February  27,  1979 

Cal.  No.  Dept.  Premises  Affected 

164-79-GR — Applicability  of  Reference  Standard  RS  18-1 
(Safety  Code  for  elevators,  dumbwaiters,  escalators,  of 
the  Building  Code  of  the  City  of  New  York  and  moving 
walks)  to  approvals  of  relevant  equipment  adopted  by 
the  Board  before  February  20,  1979. 


165-79-A — B.S.I. — 531  Sycamore  Street,  north  side, 
100.00  feet  west  of  Arden  Avenue,  Block  5395,  Lot  27, 
Annadale,  Borough  of  Staten  Island,  N.B.  #1442/78, 
re-  Sec.  36,  Art.  3,  General  City  Law,  building  not  fronting 
on  a  legal  street;  storm  water  disposal  (Local  Law  #7). 


166-79-A — B.S.I. — 541  Sycamore  Street,  north  side, 
200.00  feet  west  of  Arden  Avenue,  Block  5395,  Lot  32, 
Annadale,  Borough  of  Staten  Island.  N.B.  #1443/78, 
re-  Sec.  36,  Art.  3,  General  City  Law,  building  not  fronting 
on  a  legal  street;  storm  water  disposal  (Local  Law  #7). 


167-79-A — B.S.I. — 300  Howard  Avenue,  west  side,  300 
feet  west  of  Greta  Place,  Block  593,  Lot  500,  Grymes 
Hill,  Borough  of  Staten  Island,  N.B.  #604/78,  re-  storm 
water  disposal  (Local  Law  #7). 


168-79-BZ — B.M. — 101-115  West  116th  Street,  northwest 
corner  of  Lenox  Avenue,  Block  1901,  Lot  29,  Borough 
of  Manhattan,  Community  Board  #10M.  Alt.  #524/78, 
re-  proposed  use  of  1st  floor  and  cellar  for  eating  and 
drinking  place  without  restriction  in  Cl-4  dist.  Cont.  to 
Sec.  32-21ZR. 


169-79-BZ — B.M. — 341-345  West  37th  Street,  north  side, 
225  feet  east  of  Ninth  Avenue,  Block  761,  Lot  10,  Bor¬ 
ough  of  Manhattan,  Community  Board  #5M.  Alt.  #899/ 
78,  re-  proposed  residence  building  in  a  Ml-5  dist.  Cont. 
to  Sec.  42-00ZR. 


170-79-SA — System  Seven  Model  #7000,  manufactured 
by  Potter  Electric  Signal  Company. 


171-79-BZ — B.Q. — 78-11  51st  Avenue,  north  side,  42.24 
feet  east  of  Hillger  Street,  Block  2453.  Lot  3,  Borough  of 
Queens,  Community  Board  #2 Q.  N.B.  #10/79,  re-  pro¬ 
posed  building  exceeds  the  maximum  permitted  C2-2/R-4 
dist.  Cont.  Sec.  33-121ZR,  33-26,  33-431  and  36-62ZR. 


172-79-BZ — B.Q. — 167-04  Northern  Boulevard,  southeast 
corner  of  167th  Street,  Block  5398,  Lot  11,  Flushing, 
Borough  of  Queens,  Community  Board  #7Q.  Alt. 
#1258/78,  re-  proposed  conversion  of  existing  store  in  an 
R2  dist.  Cont.  to  Sec.  22-00ZR,  52-22ZR,  54-31ZR,  and 
23-45ZR. 


173-79-A — B.Q. — 102  Beach  221st  Street,  southwest  cor¬ 
ner  of  Breezy  Point  Boulevard,  Block  16350,  Lot  400, 
Rockaway  Point,  Borough  of  Queens,  N.B.  #349/77,  re- 
Sec.  36,  Art.  3,  General  City  Law,  building  not  fronting 
on  a  legal  street. 


174-79-A — B.Q. — 106  Beach  221st  Street,  northwest  cor¬ 
ner  of  Breezy  Point  Boulevard,  Block  16350,  Lot  400, 
Rockaway  Point,  Borough  of  Queens,  N.B.  #350/79, 
re-  Sec.  36,  Art.  3,  General  City  Law,  building  not  fronting 
on  a  legal  street. 


175-79-A — B.Q. — 110  Beach  221st  Street,  west  side,  160.00 
feet  south  of  Breezy  Point  Boulevard,  Block  16350,  Lot 
400,  Rockaway  Point,  Borough  of  Queens,  N.B.  #351/77, 
re-  Sec.  36,  Art.  3,  General  City  Law,  building  not  front¬ 
ing  on  a  legal  street. 


176-79- A — B.Q. — 114  Beach  221st  Street,  west  side,  240.00 
feet  south  of  Breezy  Point  Boulevard,  Block  16350,  Lot 
400,  Rockaway  Point,  Borough  of  Queens,  N.B.  #352/77, 
re-  Sec.  36,  Art.  3,  General  City  Law,  building  not  fronting 
on  a  legal  street. 


177-79-SA — Model  “H”  Automatic  Sprinklers  and  Model 
“H”  Unspoiler,  manufactured  by  Chemetron  Fire  System 
Division  of  Chemetron  Corporation  Star  Sprinkler. 


178-79-A — B.Bx. — 2370  Hoffman  Street,  east  side,  269.28 
feet  south  of  East  187th  Street,  Block  3065,  Lot  27,  Bor¬ 
ough  of  Bronx,  Alt.  #322/78,  re-  Provide  two  egress  to 
street. 


179-79-BZ — B.B. — 9005  3rd  Avenue,  east  side,  37.3)4  feet 
south  of  90th  Street,  Block  6081,  Lot  9,  Borough  of 
Brooklyn,  Community  Board  #10BK.  Alt.  #738/78,  re¬ 
proposed  enlargement  and  extension  of  an  existing  eating 
and  drinking  establishment  in  use  group  12  in  a  Cl-2  in 
R6  dist.,  C26-254.Q.B.C. 


180-79-A — B.B. — 9005  Third  Avenue,  east  side,  37.3)4 
feet  south  of  90th  Street,  Block  6081,  Lot  9,  Borough  of 
Brooklyn,  Alt.  #738/78,  re-  proposed  enlargement  and 
extension  of  an  existing  eating  and  drinking  establish¬ 
ment  in  group  12  in  Cl-2  in  R6  dist.  and  C26-254.Q.B.C. 


181-79-BZ — -B.B. — 1665  50th  Street,  north  side,  230  feet 
west  of  17th  Avenue,  Block  5454,  Lot  62,  Borough  of 
Brooklyn,  Community  Board  #12BK.  N.B.  #1/79,  re¬ 
proposed  building  does  not  comply  with  front  yard,  side 
yard,  and  rear  yard,  cont.  to  Sec.  23-45ZR,  23-462ZR  and 
23-47ZR. 


182-79-A — B.B. — 1665  50th  Street,  north  side,  230  feet 
west  of  17th  Avenue,  Block  5454,  Lot  62,  Borough  of 
Brooklyn,  N.B.  #1/79,  re-  proposed  building  does  not 
comply  with  front  yard,  side  yard,  rear  yard,  cont.  to 
Sec.  23-45ZR,  23-462ZR  and  23-47ZR. 


183-79-A — B.S.I. — 99  Kingdom  Avenue,  east  side,  80.00 
feet  north  of  Deisius  Street,  Block  6568,  Lot  5,  Huguenot, 
Borough  of  Staten  Island,  N.B.  #1093/76,  re-  Sec.  36, 
General  City  Law,  building  not  fronting  on  a  legal  street, 
and  re-  storm  water  disposal,  Local  Law  #7. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I. — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


MARCH  27,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  morning,  March  27,  1979,  at  10  o’clock  at  80  Lafa¬ 
yette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

SPECIAL  ORDER  CALENDAR 

359-78-A 

APPLICANT — Birgitta  Filippelli  for  Lucy  Filippelli, 
owner;  Artificial  Flowers  and  Displays,  Ltd.,  lessee. 
SUBJECT — Application  for  consideration — to  dismiss  the 
application  of  May  15,  1978 — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 457  West  46th  Street,  north 
side,  175  feet  east  of  10th  Avenue,  Block  1056,  Lot  8, 
Borough  of  Manhattan. 
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5-78-A 

APPLICANT — Apsco  Fabrics,  Incorporated  for  Louis  and 
Bessie  Adler  Foundation,  Incorporated,  owners. 

SUBJECT — Application  for  consideration — to  dismiss  the 
application  of  January  4,  1978 — appeal  from  a  decision  of 
the  Fire  Commissioner  re-  sprinkler  protection  under  the 
obstructions  (Bins). 

PREMISES  AFFECTED — 469-475  10th  Avenue  and  501 
West  36th  Street,  northwest  corner,  Block  708,  Lot  31, 
Borough  of  Manhattan. 


6-58-BZ 

APPLICANT — L.  Lopez  and  C.  Santaella  for  Acacia  Realty 
Company,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  June  12,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  maintenance  of  a  parking  lot  for 
more  than  five  motor  vehicles  on  a  vacant  parcel  of  land. 

PREMISES  AFFECTED— 1039-1041  Boynton  Avenue, 
west  side,  300  feet  south  of  Watson  Avenue,  Block  3714, 
Lot  48,  Borough  of  The  Bronx.  Community  Board  #9BX. 


74-49-BZ 

APPLICANT — Stroock  and  Stroock  and  Lavan  for  Gerald 
Kaufman,  as  executor  of  last  will  and  testament  of 
Benjamin  Kaufman  and  Nathan  P.  Jacobs,  as  tenant-in¬ 
common. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  June  28,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  retail  use  district,  the  erection  and 
maintenance  of  a  storage  garage  for  more  than  five  motor 
vehicles  and  stores. 

PREMISES  AFFECTED— 515  7th  Avenue  and  144-158 
West  38th  Street,  southeast  corner,  Block  813,  Lot  64 
(formerly  Lots  64,  65  and  67),  Borough  of  Manhattan. 
Community  Board  #5M. 


608-52-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  L.  R.  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  30,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
office,  showroom,  sales  and  display,  lubritorium,  car  wash, 
motor  vehicles  repairs  and  to  permit  the  parking  and  stor¬ 
age  of  motor  vehicles,  with  a  show  window  nearer  the 
residence  use  district  than  is  permitted  (previously  denied 
for  a  gasoline  service  station). 

PREMISES  AFFECTED — 87-05  Roosevelt  Avenue  and 
37-61  to  37-69  87th  Street,  northeast  corner,  Block  1475, 
Lot  42,  Jackson  Heights,  Borough  of  Queens.  Community 
Board  #3Q. 

409-58-BZ 

APPLICANT — Andrew  Di  Camillo  for  Joseph  Coscia, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 


Sections  21,  7e  and  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  retail  and  residence  use  C  area  district,  the  erec¬ 
tion  of  a  one  story  extension  to  the  present  building  and 
change  uses  of  auto  laundry,  auto  body  repairs  and  paint 
shop  and  parking  and  storage  of  more  than  five  motor 
vehicles  to  automatic  laundry,  auto  repairs  and  parking  and 
storage  of  more  than  five  motor  vehicles  and  parking  of 
cars  waiting  to  be  serviced,  the  new  extension  occupying 
more  than  the  permitted  area. 

PREMISES  AFFECTED— 8822-8824  4th  Avenue  and  361- 
383  89th  Street,  northwest  corner,  Block  6062,  Lots  41,  45 
and  48  (formerly  Lots  41,  42,  45,  48),  Borough  of  Brook¬ 
lyn.  Community  Board  #10BK. 


164-60-BZ 

APPLICANT — Arthur  Levine  for  Catherine  Bartley,  Mary 
Bartley,  Virginia  Bartley  and  Albina  Bartley,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  January  10,  1976 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Sections  7e,  7f  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  retail  use  district  the  erection  and  maintenance  of  a 
gasoline  service  station,  auto  washing,  non-automatic, 
lubrication,  office  sale  of  auto  accessories,  minor  auto  re¬ 
pairs  with  hand  tools  only,  parking  and  storage  of  more 
than  five  motor  vehicles,  and  a  ground  sign. 

PREMISES  AFFECTED— 100-16  to  100-24  (100-20  offi¬ 
cial)  Metropolitan  Avenue,  southeast  corner  of  70th  Road, 
Block  3895,  Lot  32,  Forest  Hills,  Borough  of  Queens. 
Community  Board  #5Q. 

1055-64-BZ 

APPLICANT— WTFM  Incorporated. 

SUBJECT — Application  for  consideration — to  reopen  and 
restore  to  the  docket  by  the  Board  to  correct  the  resolution 
adopted  July  18,  1978 — decision  of  the  Borough  Superin¬ 
tendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  C2-2  district, 
in  an  existing  building  occupied  as  a  radio  transmitting 
station  and  restaurant,  the  extension  of  the  use  to  include 
catering  and  restaurant  without  restriction. 

PREMISES  AFFECTED— 173-11  to  173-15  Horace  Hard¬ 
ing  Expressway,  59-48  to  59-60  174th  Street,  northwest 
corner,  Block  6887,  Lot  74,  Flushing,  Borough  of  Queens. 


ZONING  CASES 

890-78-BZ 

APPLICANT — Rudolf  J.  Beneda  for  3769  10th  Avenue 
Corporation,  owner. 

SUBJECT — Application  October  6,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-1  district,  in  an  existing 
two  story  structure  occupied  as  a  factory  and  automobile 
repair  shop,  the  conversion  of  the  second  floor  into  an 
apartment. 

PREMISES  AFFECTED — 3769  10th  Avenue,  southeast 
corner  of  West  202nd  Street,  Block  2198,  Lot  5,  Borough 
of  Manhattan.  Community  Board  #12M. 

923-78-BZ 

APPLICANT — Joseph  B.  Raia  for  Joan  Stelarski,  owner. 

SUBJECT — Application  October  20,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  main¬ 
tenance  of  a  two  story  enlargement  to  a  one  family  dwell¬ 
ing  that  encroaches  into  the  required  rear  yard. 
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PREMISES  AFFECTED — 150  Colon  Avenue,  west  side, 
120.00  feet  north  of  Katan  Avenue,  Block  5455,  Lot  113, 
Great  Kills,  Borough  of  Staten  Island.  Community  Board 
#3S.I. 


943-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  17  East  75th 
Street  Corporation,  owner. 

SUBJECT — Application  October  27,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  and  C5-1  (MP)  district, 
the  reconstruction  of  a  two  story  and  basement  enlarge¬ 
ment  to  an  existing  four  story  and  basement  building  to  be 
occupied  as  a  one  family  dwelling. 

PREMISES  AFFECTED — 17  East  75th  Street,  north  side, 
95  feet  west  of  Madison  Avenue,  Block  1390,  Lot  13,  Bor¬ 
ough  of  Manhattan.  Community  Board  #8M. 


1149-78-BZ 

APPLICANT — M.  Milton  Glass  for  West  Side  Loft  Asso¬ 
ciates,  owner. 

SUBJECT — Application  December  22,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-5  district,  in  an  existing 
fourteen  story  building  the  conversion  of  the  second 
through  fourteenth  floors  from  manufacturing  uses  into 
apartment. 

PREMISES  AFFECTED— 347-353  West  39th  Street,  north 
side,  100  feet  east  of  Ninth  Avenue,  Block  763,  Lot  8,  Bor¬ 
ough  of  Manhattan.  Community  Board  #4M. 


638-78-BZ 

APPLICANT — Howard  I.  Brenner  for  58  Realopp  Corpora¬ 
tion,  owner,  H.  I.  S.  Enterprises,  Incorporated,  Lessee. 
SUBJECT — Application  August  7,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4CL  district,  in  an  existing 
four  story  and  penthouse  structure,  the  expansion  into  the 
fourth  floor  of  the  existing  physical  culture  establishment 
located  on  the  second  and  third  floors. 

PREMISES  AFFECTED— 300  West  58th  Street,  a/k/a 
989  Eighth  Avenue,  southwest  corner,  Block  1048,  Lot  36, 
Borough  of  Manhattan.  Community  Board  #4M. 

Laid  over  from  February  27,  1979,  for  continued  hear¬ 
ing. 


545-78-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Aldo  Vas- 
poli,  owner. 

SUBJECT — Application  July  18,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R4  district,  the  erection  of  a 
one  story  building  for  use  as  a  commercial  vehicle  storage 
establishment. 

PREMISES  AFFECTED — 903  Pine  Street,  east  side,  250 
feet  north  of  Cozine  Avenue,  Block  4547,  Lots  49  and  50, 
Borough  of  Brooklyn.  Community  Board  #5BK. 
Decision  deferred  from  January  30,  1979,  hearing  closed. 

Alan  D.  Gershuny,  Executive  Director 


MARCH  27,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  March  27,  1979,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 


532-78-A 

APPLICANT — Ralph  J.  Schwarz,  Jr.  for  York  Amusement 
Company,  Incorporated,  owner,  Jolar  Cinema,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  July  12,  1978 — Review  and  Inter¬ 
pretation  of  Zoning  Matter  re-  proposed  use  of  viewing 
machines. 

PREMISES  AFFECTED — 1487  7th  Avenue,  west  side,  40.5 
feet  south  of  43rd  Street,  Block  1014,  Lot  134,  Borough  of 
Manhattan. 


533-78-A 

APPLICANT — Ralph  J.  Schwarz,  Jr.  for  Fashion  Wear 
Realty  Corporation,  owner,  Coast  Holding  Corporation, 
lessee. 

SUBJECT — Application  July  12,  1978 — Review  and  Inter¬ 
pretation  of  Zoning  Matter  re-  proposed  use  of  viewing 
machines. 

PREMISES  AFFECTED — 113  West  42nd  Street,  north 
side,  150  feet  west  of  Avenue  of  the  Americas  and  West 
42nd  Street,  Block  995,  Lot  26,  Borough  of  Manhattan. 


534-78-A 

APPLICANT — Ralph  J.  Schwarz,  Jr.  for  Sevco  Realty 
Corporation,  owner,  Black  Jack  Distributors,  Incorporated, 
lessee. 

SUBJECT — Application  July  12,  1978 — Review  and  Inter¬ 
pretation  of  Zoning  Matter  re-  proposed  use  of  viewing 
machines. 

PREMISES  AFFECTED— 210-212  West  42nd  Street,  south 
side,  100  feet  west  of  Seventh  Avenue,  Block  1013,  Lot  37, 
Borough  of  Manhattan. 


535-78-A 

APPLICANT — Ralph  J.  Schwarz  for  Fun  City  Novelties 
Incorporated,  lessee. 

SUBJECT — Application  July  12,  1978 — Review  and  Inter¬ 
pretation  of  Zoning  Matter  re-  proposed  use  of  viewing 
machines. 

PREMISES  AFFECTED— 259  West  42nd  Street,  north 
side,  100  feet  east  of  Eighth  Avenue,  Block  1014,  Lot  5, 
Borough  of  Manhattan. 


536-78-A 

APPLICANT — Ralph  J.  Schwarz,  Jr.  for  Jean  Messina  and 
Kathryn  Fahy,  owner,  Queens  Paperbook  Incorporated, 
lessee. 

SUBJECT — Application  July  12,  1978 — Review  and  Inter¬ 
pretation  of  Zoning  Matter  re-  proposed  use  of  viewing 
machines. 

PREMISES  AFFECTED — 247  West  42nd  Street,  north 
side,  237.6  feet  east  of  8th  Avenue,  Block  1014,  Lot  11, 
Borough  of  Manhattan. 


539-78-A 

APPLICANT — Ralph  J.  Schwarz,  Jr.  for  303  West  42nd 
Street  Corporation,  owner,  Show- World  Center  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  July  12,  1978 — Review  and  Inter¬ 
pretation  of  Zoning  Matter  re-  proposed  use  of  viewing 
machines. 

PREMISES  AFFECTED— 303  West  42nd  Street,  north 
side,  75  feet  west  of  Eighth  Avenue,  Block  1033,  Lot  32, 
Borough  of  Manhattan. 
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540-78-A 

APPLICANT— Ralph  J.  Schwarz,  Jr.  for  Michael  Zaffa- 
rano,  owner,  1605  Book  Center  Incorporated,  lessee. 

SUBJECT — Application  July  12,  1978 — Review  and  Inter¬ 
pretation  of  Zoning  Matter  re-  proposed  use  of  viewing 
machines. 

PREMISES  AFFECTED— 1603-11  Broadway,  west  side, 
19.6^4  feet  south  of  West  49th  Street,  Block  1020,  Lot  43, 
Borough  of  Manhattan. 


1070-78-A 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Anna 
E.  Pase,  owner,  Amoco  Oil  Company,  lessee. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
change  to  self  service  gasoline  station  contrary  to  Section 
C19-73-0.b(2)  of  the  Fire  Prevention  Code  of  the  City  of 
New  York. 

PREMISES  AFFECTED— 60-50  Woodhaven  Boulevard, 
southwest  corner  of  60th  Road,  Block  2885,  Lot  12,  Rego 
Park,  Borough  of  Queens. 

1081-78-A 

APPLICANT — Celeste  Industries  Corporation,  owner. 

SUBJECT — Application  November  13,  1978— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Celeste  (R)  Isopropal  Alcohol’’, 
in  11  cc,  3"  x  4"  Foil  Laminate  27.5  lb.  SC  pouch  paper  J4 
mil  polyethylene  .0003  foil,  7  mil  surlyn — towelette  100° 
rayon  with  Disposable  Packet. 


1100-78- A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 

OWNER  OF  PREMISES — Arrao’s  Real  Estate. 

SUBJECT — Application  November  21,  1978 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  #139185  re-  Sprinkler 
System. 

PREMISES  AFFECTED— 97  to  99  Court  Street,  northeast 
corner  of  Schermerhorn  Street,  Block  269,  Lot  21,  Borough 
of  Brooklyn. 

681-78-A 

APPLICANT — Rampulla  Associates  for  Philip  N.  Ram- 
pulla,  owner. 

SUBJECT — Application  August  14,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 2040  Victory  Boulevard,  south¬ 
west  corner  of  Wheeler  Avenue,  Block  724,  Lot  10,  Maiers 
Corners,  Borough  of  Staten  Island. 


126-79-A 

APPLICANT — Leonard  Boxer  for  Irving  Arzt  as  Trustee 
in  Bankruptcy  of  the  French  &  Polyclinic  Hospital  and 
Health  Center,  Incorporated,  owner. 

SUBJECT- — Application  February  13,  1979 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED— 341-349  West  50th  Street,  north 
side,  125  feet  east  of  Ninth  Avenue,  Block  1041,  Lot  6  and 
11,  Borough  of  Manhattan. 


167-79-A 

APPLICANT — Roger  F.  Petroglia  for  St.  John’s  Univer¬ 
sity,  owner. 


SUBJECT — Application  February  21,  1979 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 300  Howard  Avenue,  west  side 
of  Greta  Place,  Block  593,  Lot  500,  Grymes  Hill,  Borough 
of  Staten  Island. 


468-77-A 

APPLICANT — Jeremiah  T.  Walsh,  Commissioner  of  Build¬ 
ings. 

OWNER  OF  PREMISES— William  Schmid. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Occupancy  #4467  re-  access  to  fire  escapes, 
and  stairway  enclosure. 

PREMISES  AFFECTED— 25-29  William  Street  and  38-42 
Exchange  Place,  southwest  corner,  Block  25,  Lot  27,  Bor¬ 
ough  of  Manhattan. 

672-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 

OWNER  OF  PREMISES — Sixth  Avenue  Associates. 

SUBJECT — Application  August  9,  1978 — for  modification  of 
Certificate  of  Occupancy  #77679  re-  sprinkler  system. 

PREMISES  AFFECTED— 27-39  West  52nd  Street,  north 
side,  300  feet  east  of  Sixth  Avenue,  Block  1268,  Lot  15, 
Borough  of  Manhattan. 

Alan  D.  Gershuny,  Executive  Director 


APRIL  3,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 

Tuesday  morning,  April  3,  1979,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

SPECIAL  ORDER  CALENDAR 

360-78-BZ 

APPLICANT — McGee  and  Morsellino  for  Flushing  Federal 
Savings  and  Loan  and  Estates  of  Harry  and  Leonard 
Miller,  owners;  McDonald’s  Corporation,  lessee,  Franchise 
Realty  Interstate  Corporation,  Contract- Vendee. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  May  16,  1978 — decision  of  the  Borough 
Superintendent,  under  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  and  R3-2  district  the 
erection  of  a  one  story  restaurant  with  accessory  park¬ 
ing  and  business  sign  in  the  residence  district,  with  a  sign 
that  exceeds  the  permitted  surface  area  and  with  a  busi¬ 
ness  entrance  within  50  feet  of  intersecting  street. 

PREMISES  AFFECTED — 154-17  North  Conduit  Avenue, 
northeast  corner  of  Rockaway  Boulevard,  Block  12310, 
Lots  1,  4  and  80,  Jamaica,  Borough  of  Queens. 

860-49-BZ 

APPLICANT — Gerald  M.  Daub  for  C.  Lawrence  Keller, 
Executor,  Estate  of  Charles  G.  Keller,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  June  26,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  change  in  occupancy  on  first 
floor  from  dining  and  club  rooms  to  club  room  and  offices. 

PREMISES  AFFECTED— 317-319  West  45th  Street,  north 
side,  225  feet  1}4  inches  west  of  8th  Avenue,  Block  1036, 
Lot  23,  Borough  of  Manhattan.  Communty  Board  #4M. 
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903-66-BZ 

APPLICANT — Herbert  Ruderman  for  Albert  Maroon, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  22, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  a  C6-2  district,  the  erection  of  a 
new  second  floor  in  an  existing  five  story  garage  and  auto¬ 
motive  repair  shop  previously  before  the  Board. 

PREMISES  AFFECTED— 354-356  West  53rd  Street, 
south  side,  175  feet  east  of  9th  Avenue,  Block  1043,  Lot  56, 
Borough  of  Manhattan.  Community  Board  #4M. 


640-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  P  and  H  Asso¬ 
ciates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  28, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-9  (RIO)  and  R8  district,  on 
a  plot  with  two  six  story  structures,  the  erection  of  a  28 
story  mixed  building  that  exceeds  the  adjusted  floor  area 
ratio,  has  less  than  the  required  lot  area  per  room  and 
accessory  parking  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 1443-1451  Third  Avenue  and 
200-216  East  82nd  Street,  southeast  corner.  Block  1527, 
Lot  41,  Borough  of  Manhattan. 


578-56-BZ 

APPLICANT — Charles  M.  Spindler  Associates  for  Leemilts 
Petroleum,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  September  18,  1977 — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  maintenance  of  a  parking 
and  storage  lot  for  more  than  5  motor  vehicles  of  the 
passenger  car  type. 

PREMISES  AFFECTED— 1363  Taylor  Avenue  and  1815 
McGraw  Avenue,  northwest  corner,  Block  3881,  Lot  1,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #9BX. 


ZONING  CASES 

505-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
the  subdivision  of  a  plot  containing  eleven  buildings  into 
individual  dwelling  units  that  creates  non-compliance  in 
the  lot  area  requirements. 

PREMISES  AFFECTED — 562  Midland  Avenue,  south 
side,  103.15  feet  west  of  Olympia  Boulevard,  Block  3804, 
Lot  20,  Midland  Beach,  Borough  of  Staten  Island.  Com¬ 
munity  Board  #2S.I. 


506-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 


on  a  plot  containing  eleven  buildings,  the  subdivision  into 
individual  dwelling  units  that  creates  non-compliance  in 
the  lot  area  requirements  and  side  yard  encroachment. 

PREMISES  AFFECTED — 564  Midland  Avenue,  southwest 
corner  of  Olympia  Boulevard,  Block  3804,  Lot  27,  Midland 
Beach,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 

507- 78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
on  a  plot  containing  eleven  buildings,  the  subdivision  into 
individual  dwelling  units  that  creates  non-compliance  in 
the  lot  requirements  and  side  yard  encroachment 

PREMSES  AFFECTED — 1085  Olympia  Bouevard,  south¬ 
west  corner  of  Midland  Avenue,  Block  3804,  Lot  35,  Mid¬ 
land  Beach,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 

508- 78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
on  a  plot  with  eleven  buildings,  the  subdivision  into  in¬ 
dividual  dwelling  units  that  creates  non-compliance  in 
the  lot  area  requirement  and  encroachment  into  the  side 
and  rear  yard. 

PREMISES  AFFECTED — 1089  Olympia  Boulevard,  west 
side,  82.25  feet  south  of  Midland  Avenue,  Block  3804,  Lot 
37,  Midland  Beach,  Borough  of  Staten  Island.  Com¬ 
munity  Board  #2S.I. 


509-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
on  a  plot  containing  eleven  buildings,  the  subdivision  into 
individual  dwelling  units  that  creates  non-compliance  in 
the  lot  area  requirements  and  side  yard  encroachment. 

PREMISES  AFFECTED — 1087  Olympia  Boulevard,  west 
side,  57.66  feet  south  of  Midland  Avenue,  Block  3804,  Lot 
36,  Midland  Beach,  Borough  of  Staten  Island.  Com¬ 
munity  Board  #2S.I. 


510-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
on  a  plot  with  eleven  buildings,  the  subdivision  into  in¬ 
dividual  dwelling  units  that  creates  non-compliance  in  the 
lot  area  requirement  and  encroachment  into  the  required 
front  and  side  yards. 

PREMISES  AFFECTED — Midland  Avenue,  west  side, 
33.05  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot 
21,  Midland  Beach,  Borough  of  Staten  Island.  Com¬ 
munity  Board  #2S.I. 


511-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 
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SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  on  a 
plot  with  eleven  buildings,  the  subdivision  into  indivi¬ 
dual  dwelling  units  that  creates  non-compliance  in  the  lot 
area  requirement  and  encroachment  into  the  required  front 
and  side  yards. 

PREMISES  AFFECTED — Midland  Avenue,  west  side, 

60.81  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot  22, 
Midland  Beach,  Borough  of  Staten  Island.  Community 
Board  #2S.I. 


512-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Bro¬ 
kerage  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Midland  Avenue,  west  side, 

60.81  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot  22, 
Midland  Beach,  Borough  of  Staten  Island. 


513-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Bro¬ 
kerage  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot 
containing  eleven  buildings,  the  subdivision  into  individual 
dwelling  units  that  creates  non-compliance  in  the  lot  area 
requirement  and  encroaches  into  the  required  front  and 
rear  yards. 

PREMISES  AFFECTED — Midland  Avenue,  west  side, 

84.20  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot  23, 
Midland  Beach,  Borough  of  Staten  Island.  Community- 
Board  #2S.I. 


514-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Bro¬ 
kerage  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Midland  Avenue,  west  side, 

84.20  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot  23, 
Midland  Beach,  Borough  of  Staten  Island. 


515-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Bro¬ 
kerage  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot 
with  eleven  buildings,  the  subdivision  into  individual  dwell¬ 
ing  units  that  creates  non-compliance  in  the  lot  area  require¬ 
ment,  lot  area  per  room  and  encroaches  into  the  required 
front  and  side  yard. 

PREMISES  AFFECTED — Midland  Avenue,  east  side, 
33.05  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot  26, 
Midland  Beach,  Borough  of  Staten  Island. 


516-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 


posed  [sum]  building  not  fronting  on  a  legally  mapped 
street. 

PREMISES  AFFECTED — Midland  Avenue,  east  side, 
33.05  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot 
26,  Midland  Beach,  Borough1  of  Staten  Island. 


517-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot 
with  eleven  buildings,  the  subdivision  into  individual  dwell¬ 
ing  units  that  creates  non-compliance  in  the  lot  area  re¬ 
quirement  and  encroachment  into  the  required  front  and 
side  yards. 

PREMISES  AFFECTED — Midland  Avenue,  east  side, 

60.81  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot  25, 
Midland  Beach,  Borough  of  Staten  Island.  Community 
Board  #2S.I. 


518-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owners. 

SUBJECT — Application  June  30,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— Midland  Avenue,  east  side, 

60.81  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot  25, 
Midland  Beach,  Borough  of  Staten  Island. 


519-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  on 
a  plot  containing  eleven  buildings,  the  subdivision  into  in¬ 
dividual  dwelling  units  that  creates  non-compliance  in  the 
lot  area  requirement  and  encroachment  into  the  required 
front  side  and  rear  yards. 

PREMISES  AFFECTED — Midland  Avenue,  east  side, 

84.20  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot 
24,  Midland  Beach,  Borough  of  Staten  Island.  Community 
Board  #2S.I. 


520-78-A 

APPLICANT — Alphonse  J.  Calvanico,  for  Sunshine  Bro¬ 
kerage  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Midland  Avenue,  east  side, 

84.20  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot  24, 
Midland  Beach,  Borough  of  Staten  Island. 


521-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Bro¬ 
kerage  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Midland  Avenue,  west  side, 
33.05  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot  21, 
Midland  Beach,  Borough  of  Staten  Island. 
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905-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Nicholas  Kotso- 
nis,  Harry  Goldstein  and  Alice  Harkavy  Karp,  owner ; 
Material  Yardworkers  1175  Pension  Fund,  Contract 
Vendee. 

SUBJECT — Application  October  17,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  and  R3-2  district, 
the  erection  of  a  two  story  store  and  office  building  extend¬ 
ing  into  the  residence  district  with  accessory  parking  in 
the  open  area. 

PREMISES  AFFECTED — 2093/99  Flatbush  Avenue,  and 
4401/19  Avenue  N,  northeast  corner,  Block  7869,  Lot  2, 
Borough  of  Brooklyn.  Community  Board  #  18BK. 


1082-78-BZ 

APPLICANT — Charles  Lazarus  for  Kasar  Per  sad,  owner. 

SUBJECT — Application  November  17,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  in  an  existing 
five  story  and  basement  multiple  dwelling  the  conversion 
of  a  portion  of  the  first  floor  into  a  retail  store. 

PREMISES  AFFECTED — 1215  Grand  Concourse,  north¬ 
west  corner  of  east  167th  Street,  Block  2464,  Lot  1, 
Borough  of  Bronx.  Community  Board  #4BX. 


1131-78-BZ 

APPLICANT — Kenneth  V.  Downs  for  New  York  Tele¬ 
phone  Company,  owner. 

SUBJECT — Application  December  8,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  73-00  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  telephone  ex¬ 
change  with  accessory  parking  previously  before  the 
Board. 

PREMISES  AFFECTED — 1745  Richmond  Avenue,  east 
side,  340.8  feet  south  of  Victory  Boulevard,  Block  2072, 
Lot  15,  New  Springville,  Borough  of  Staten  Island.  Com¬ 
munity  Board  #2S.I. 


899-78-BZ 

APPLICANT — Alfonso  Duarte  for  United  Tamudical 
Academy,  owner. 

SUBJECT — Application  October  12,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  M3-1  district,  the  conversion 
of  an  existing  three  story  manufacturing  building  into  a 
Parochial  school. 

PREMISES  AFFECTED — 460  Kent  Avenue,  northwest 
corner  of  Division  Avenue,  Block  2134,  Lot  1,  Borough  of 
Brooklyn.  Community  Board  #1BK. 

Laid  over  from  February  27,  1979,  for  continued  hearing. 

Alan  D.  Gershuny,  Executive  Director 


APRIL  3,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  April  3,  1979,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 


1101-78-A 

APPLICANT — Arnold  Frumin  for  S/P  Industries,  Incor¬ 
porated,  owner. 

SUBJECT — Application  November  22,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “PMD  Gas  Line  Antifreeze”,  in 
twelve  (12)  ounce  cylindrical  shape  bottle  made  of  plastic 
with  hermetically  sealed  plastic  cap,  which  cannot  be  re¬ 
closed  once  opened,  container  not  in  compliance  with  the 
Regulations  of  the  Administrative  Code  of  the  City  of 
New  York. 


1132-78- A 

APPLICANT — McGee  and  Morsellino  for  Rock  Oil  Com¬ 
pany,  owner ;  Save  Way  Ft.  Hamilton,  Incorporated, 
lessee. 

SUBJECT — Application  December  12,  1978 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  conversion  to 
self  service  gasoline  station. 

PREMISES  AFFECTED — 3501  Ft.  Hamilton  Parkway, 
south  side,  264.5  feet  east  of  36th  Avenue,  Block  5302, 
Lot  21,  Borough  of  Brooklyn. 


1134-78-A 

APPLICANT — Alphonse  J.  Calvanico,  for  Oakdale  Arden 
Building  Corporation,  owner. 

SUBJECT — Application  December  14,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 1370  Arden  Avenue,  southwest 
corner  of  Edwin  Street,  Block  5394,  Lot  22,  Annadale, 
Borough  of  Staten  Island. 


1135-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Oakdale  Arden 
Building  Corporation,  owner. 

SUBJECT — Application  December  14,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 37  Weaver  Street,  northeast 
corner  of  Harold  Avenue,  Block  5401,  Lot  42,  Annadale, 
Borough  of  Staten  Island. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  27,  1979,  10  A.M. 

Present :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 
Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  February  13,  1979,  were 
approved  as  printed  in  the  Bulletin  of  February  22,  1979, 
Volume  64,  Number  8. 


55-45-BZ — Vol.  Ill 

APPLICANT — ’Neil  Robert  Berzak  for  Kingsland  Service 
Station,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  November  5,  1978 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  7f  of  the  Zoning  Resolution,  permitting  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  laundry,  motor  vehicle 
repair  shop  and  storage  and  sale  of  ice. 

PREMISES  AFFECTED— 51-65  Kingsland  Avenue  (51-61 
displayed),  271-275  Withers  Street,  northwest  corner  and 
101-113  Woodpoint  Avenue,  Block  2866,  Lot  40  (formerly 
part  of  Lot  43),  Borough  of  Brooklyn.  Community  Board 
#1BK. 

APPEARANCES— 

For  Applicant:  Neil  Robert  Berzak. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


Whereas,  Community  Board  #1BK.  was  notified  by  the 
applicant  on  January  8,  1979  and  no  response  was  received; 
and 

Whereas,  this  application  was  granted  by  the  Board  on 
as  a  Vol.  Ill  on  July  13,  1954,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
February  27,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  13,  1954  as  amended  through 
January  28,  1969  only  as  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects,  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained  within  one  year  from 
the  date  of  this  amended  resolution.”  (Alt  4688-53) 

5-53-BZ 

APPLICANT — Kenneth  H.  Koons  and  Alfred  A.  Fantino 
for  Barb  Operating  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  December  15, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  and  lubri¬ 
torium. 

PREMISES  AFFECTED — 2890  Westchester  Avenue,  south 
side  from  Roberts  to  Pilgrim  Avenues,  Block  4162,  Lot  70, 
Borough  of  The  Bronx.  Community  Board  #10BX. 


APPEARANCES— 

For  Applicant :  Kenneth  H.  Koons. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf .  5 

Negative:  .  0 

Absent:  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  Community  Board  10BX.  recommended  ap¬ 
proval,  received  February  22,  1979;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
June  9,  1953,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  27,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  arid  amend  the  resolution  adopted  on  June  9, 
1953  as  amended  through  September  25,  1968  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (N.B.  1120-52) 


849-66-BZ 

APPLICANT — Charles  M.  Spindler  Associates  for  Shell 
Oil  Company ;  long  term  lessee ;  Ben-Dor  Corporation  and 
Rofar  Realty  Corporation,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tions  72-211  and  73-212  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  C4-1  district,  the  erection  of  an  automotive  service 
station  with  accessory  uses  and  accessory  signs  that  en¬ 
croaches  on  the  required  side  yard. 

PREMISES  AFFECTED— 2820  Hylan  Boulevard,  north¬ 
east  corner  of  Tysens  Lane,  Block  3980,  Lot  1  (formerly 
Part  of  Lot  1),  New  Dorp,  Borough  of  Staten  Island.  Com¬ 
munity  Board  #2S.I. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf .  5 

Negative:  .  0 

Absent:  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  Community  Board  #2S.I.  recommended  ap¬ 
proval  received  December  22,  1978 ;  and 
Whereas,  this  application  was  granted  by  the  Board  on 
January  14,  1967,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January  4, 
1967  as  amended  through  June  16,  1970  by  adding  thereto: 

“To  permit  the  removal  of  the  fencing  along  Tysens 
Lane  frontage,  and  to  install  one  30'-0"  curb  cut,  sub¬ 
stantially  as  shown  on  revised  drawing  of  proposed  con¬ 
ditions  marked  ‘Received  February  23,  1979’ — one  sheet; 
and  that  all  work  shall  be  completed  within  one  year  from 
the  date  of  this  amended  resolution;  and  that  other  than 
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as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (B.N.  166-78) 


215-67-BZ 

APPLICANT— Arno  Fischer  for  Michael  Della  Vecchia, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  July  8,  1977 — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R6  district, 
the  erection  of  a  one  story  building  for  use  as  a  warehouse 
and  factory. 

PREMISES  AFFECTED— 11-25  to  11-29  Broadway,  north¬ 
west  corner  of  12th  Street,  Block  502,  Lot  38  (formerly 
Lots  38  and  40),  Long  Island  City,  Borough  of  Queens. 
Community  Board  #1Q. 

APPEARANCES— 

For  Applicant:  Arno  Fischer. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative: .  0 

Absent :  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  Community  Board  #1Q.  recommended  approval, 
received  February  26,  1979;  and 
Whereas,  this  application  was  granted  by  the  Board  on 
July  18,  1967,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
February  27,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  18,  1967  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“ granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  on  condition  that 
the  lower  window  openings  shall  be  covered  up  with 
brick  to  match  the  facade  of  the  building;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects,  and  that  a  new  Certifi¬ 
cate  of  Occupancy  shall  be  obtained  within  one  year 
from  the  date  of  this  amended  resolution.”  (N.B.  2191-66) 


93-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Flatbush  Avenue, 
Incorporated  and  Avenue  U,  Incorporated  (Kings  Plaza), 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  20,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-49  of  the  Zoning 
Resolution,  permitting  in  an  M3-1  district,  at  a  proposed 
shopping  center,  the  addition  to  the  uses  to  include  roof 
parking. 

PREMISES  AFFECTED— 2483-2571  Flatbush  Avenue, 
5102-5430  Avenue  U,  southeast  corner,  Block  8470,  Lots  1, 
50  and  55  (formerly  part  of  Lot  1,  Lots  54,  55,  62  and  99), 
Borough  of  Brooklyn.  Community  Board  #18BK. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative: .  0 

Absent:  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  Community  Board  #18BK.  was  notified  by  the 
applicant  on  January  9,  1979  and  no  response  was  received; 
and 

Whereas,  this  application  was  granted  by  the  Board  on 
May  20,  1969,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  27,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  20, 
1969,  as  amended  through  February  17,  1970,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  May  20,  1979,  to 
permit  .  .  . ;  on  condition  that  an  amended  Certificate  of 
Occupancy  be  issued  for  the  roof  parking  only;  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained  within  one  year 
from  the  date  of  this  amended  resolution.”  (N.B.  656-67) 


316-73-BZ 

APPLICANT — Walter  T.  Gorman  for  Richard  J.  Grever, 

owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  an  R4 
district,  the  reconstruction  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 31-02  68th  Street,  southwest 
corner  of  31st  Avenue,  Block  1138,  Lot  27,  Jackson  Heights, 
Borough  of  Queens.  Community  Board  #3Q. 
APPEARANCES— 

For  Applicant:  Carl  A.  Sulfaro. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  Community  Board  #3Q.  was  notified  by  the 
applicant  on  January  18,  1979  and  no  response  was  received; 
and 

Whereas,  this  application  was  granted  by  the  Board  on 
January  8,  1974,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January  8, 
1974  as  amended  through  July  15,  1975  by  adding  thereto: 
“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  January  18, 
1979’ — one  sheet,  on  condition  that  the  work  shall  be 
completed  within  one  year  from  the  date  of  this  amended 
resolution;  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects.”  (Misc.  392-78) 


584-76-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  J.  Asaro  and 
V.  Alamia,  owner. 
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SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expires  March  7,  1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R5  district,  the  erection  of  a  two  story 
building  for  use  as  a  catering  establishment  with  accessory 
parking  that  encroaches  on  the  required  side  yards. 

PREMISES  AFFECTED— 72-33  Metropolitan  Avenue, 
north  side,  279  feet  east  of  Pleasant  View  Street,  Block 
3057,  Lots  29,  31  and  32,  Middle  Village,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Harriet  Jacobs. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  21,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
21,  1976,  as  amended  through  March  7,  1978,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (N.B. 
180-76) 


188-78-BZ 

APPLICANT — Natale  R.  Anzelmo  for  Sturdy  Wheel 
Alignment,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  11-412  and  11-413  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R5  district,  the  erection  of  a  one  story  en¬ 
largement  to  the  accessory  structure  to  an  automotive 
service  station  previously  before  the  Board  and  the  change 
in  occupancy  into  an  automobile  repair  shop. 

PREMISES  AFFECTED — 1712-18  81st  Street,  southwest 
corner  of  New  Utrecht  Avenue,  Block  6313,  Lot  31,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Natale  R.  Anzelmo. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  18,  1978,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  18, 
1978  by  adding  thereto  : 

“To  permit  the  one  (1)  story  enlargement  an  increase 
in  depth  from  40'-0"  to  45'-0",  substantially  as  shown  on 
revised  drawing  of  proposed  conditions  marked  ‘Received 
January  3,  1979’ — one  sheet;  and  that  substantial  con¬ 


struction  shall  be  completed  within  one  year  from  the 
date  of  this  amended  resolution ;  and  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Alt  36-78) 


286-78-BZ 

APPLICANT — Steven  Liebman  for  Liebman  Realty  Cor¬ 
poration,  owner,  Steven  Liebman,  lessee. 

SUBJECT — Application  April  18,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  the  conversion  of 
an  existing  accessory  parking  lot  for  a  hospital  into  a 
public  parking  lot. 

PREMISES  AFFECTED — 337-339  West  30th  Street,  north 
side,  321  feet  east  of  Ninth  Avenue,  Block  754,  Lots  19  and 
20,  Borough  of  Manhattan.  Community  Board  #4M. 
APPEARANCES— 

For  Applicant:  Morrill  P.  Berkowitz. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  May  1,  1979,  at 
10  A.M.,  for  continued  hearing  at  the  request  of  the 
applicant. 


407-78-BZ 

APPLICANT — William  H.  Ince  for  Diton  Realty,  Incor¬ 
porated,  owner. 

SUBJECT — Application  June  6,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3,  (CR)  district,  in  an  exist¬ 
ing  four  story  building,  the  addition  to  the  uses  of  the 
existing  restaurant  portion  to  include  cabaret  on  the  base¬ 
ment  level. 

PREMISES  AFFECTED— 147-151  East  45th  Street,  north 
side,  140  feet  west  of  Third  Avenue,  Block  1300,  Lot  28, 
Borough  of  Manhattan.  Community  Board  #6M. 
APPEARANCES— 

For  Applicant:  Sid  Davidoff,  William  H.  Ince  and  Marco 
Ricotta. 

For  Opposition :  Frances  O’Brien,  J.  M.  Connolly,  Louis 
Supersky,  May  Johnson,  Helen  S.  Johnston,  Karen  B. 
Marta  and  Stephen  Kaufman. 

ACTION  OF  BOARD — Laid  over  to  March  13,  1979,  at 
10  A.M.,  for  hearing  at  the  request  of  the  Community 
Planning  Board. 


638-78-BZ 

APPLICANT — Howard  I.  Brenner  for  58  Realopp  Cor¬ 
poration,  owner,  H.  I.  S.  Enterprises,  Incorporated,  Lessee. 

SUBJECT — Application  August  7,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4CL  district,  in  an  existing 
four  story  and  penthouse  structure,  the  expansion  into  the 
fourth  floor  of  the  existing  physical  culture  establishment 
located  on  the  second  and  third  floors. 

PREMISES  AFFECTED — 300  West  58th  Street,  a/k/a 
989  Eighth  Avenue,  southwest  corner,  Block  1048,  Lot  36, 
Borough  of  Manhattan.  Community  Board  #4M. 

APPEARANCES— 

For  Applicant:  Howard  I.  Brenner. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  27,  1979,  at 
10  A.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


673-78-BZ 

APPLICANT — Diffendale  and  Kubec  for  Anzo  Associates, 
Incorporated,  owner. 
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SUBJECT — Application  August  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  Rl-2  (SRO)  dis¬ 
trict,  on  a  plot  with  less  than  the  required  lot  area,  the 
erection  of  a  one  family  dwelling  that  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED — 55  Koch  Boulevard,  northwest 
corner  of  Retford  Avenue,  Block  5333,  Lot  36,  Eltingville, 
Borough  of  Staten  Island.  Community  Board  #3S.I. 

APPEARANCES— 

For  Applicant :  Peter  W.  Diffendale. 

For  Opposition :  None. 

ACTION  OF  BOARD — decision  deferred  to  March  6,  1979, 
at  10  A.M.,  hearing  closed. 


674-78-BZ 

APPLICANT — Diffendale  and  Kubec  for  Anzo  Associates, 
Incorporated,  owner. 

SUBJECT — Application  August  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  Rl-2  (SRO)  dis¬ 
trict,  on  a  plot  with  less  than  the  required  lot  area,  the 
erection  of  a  one  family  dwelling. 

PREMISES  AFFECTED — 65  Koch  Boulevard,  northwest 
corner  of  Preston  Avenue,  Block  5333,  Lot  42,  Eltingville, 
Borough  of  Staten  Island.  Community  Board  #3S.I. 

ACTION  OF  BOARD — decision  deferred  to  March  6,  1979, 
at  10  A.M.,  hearing  closed. 


695-78-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Roy-Al  Company, 
owner. 

SUBJECT — Application  August  18,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-4  district,  the  enlargement  in 
floor  area  and  the  change  in  use  of  an  existing  manufactur¬ 
ing  building  into  a  multiple  dwelling. 

PREMISES  AFFECTED— 341  West  11th  Street/721 
Washington  Street,  northeast  corner,  Block  634,  Lot  47, 
Borough  of  Manhattan.  Community  Board  #2M. 

APPEARANCES— 

For  Applicant:  Alan  J.  Kisseloff. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at  10 
A.M.,  for  continued  hearing  at  the  request  of  the  applicant 


696-78- A 

APPLICANT — Samuel  J.  Kisseloff  for  Roy-Al  Company, 
owner. 

SUBJECT — Application  August  18,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED— 341  West  11th  Street,  northeast 
corner  of  Washington  Street,  Block  634,  Lot  47,  Borough 
of  Manhattan. 

ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at 
10  A.M.,  for  continued  hearing  at  the  request  of  the 
applicant. 


701-78-BZ 

APPLICANT — A.  H.  Salkowitz  and  Carl  Heimberger  for 
Seaview  Company  C.  O.  Benjamin  Duhl,  owner.  Wald- 
baum’s  Incorporated,  lessee. 

SUBJECT — Application  August  15,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  and  R5  district,  within  an 


existing  shopping  center,  the  enlargement  in  area  of  the 
supermarket  portion  into  the  residence  district. 
PREMISES  AFFECTED— 1847  to  1887  Rockaway,  south¬ 
east  corner  of  Avenue  M,  Block  8281,  Lots  22,  24,  66,  and 
67,  Borough  of  Brooklyn.  Community  Board  #18BK. 
APPEARANCES— 

For  Applicant:  Carl  Heimberger,  Aaron  Malinsky,  Sophie 
Belino,  Barbara  Valic  and  Ruth  Melvin. 

For  Opposition:  Harry  A.  Margolis,  James  Petrenos  and 
William  Johnson. 

ACTION  OF  BOARD — Laid  over  to  March  13,  1979,  at 
10  A.M.,  for  continued  hearing;  additional  information  to 
be  submitted. 


709-78-BZ 

APPLICANT — Weinberg  and  Kirshenbaum  for  St.  Fin- 
barr’s  Roman  Catholic  Church,  owner.  Colonial  Mansion, 
Contract  Vendee. 

SUBJECT — Application  August  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  use  of  a  portion 
of  a  lot  presently  occupied  as  a  playground  as  an  accessory 
off-site  parking  facility  for  a  catering  establishment. 

PREMISES  AFFECTED — 1849  Bath  Avenue,  northeast 
corner  of  Bay  20th  Street,  Block  6405,  Lot  1,  Borough  of 
Brooklyn.  Community  Board  #11BK. 

APPEARANCES— 

For  Applicant:  Harold  Weinberg,  P.E. 

For  Opposition :  None. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Cincotta  and 

Commissioner  Wolf .  5 

Negative:  .  0 

Absent:  Commissioner  Walsh1  .  1 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 

Commissioner  Wolf .  5 

Negative:  .  0 

Absent:  Commissioner  Walsh  .  1 


ACTION  OF  BOARD — Hearing  reopened  and  laid  over  to 
March  6,  1979,  at  10  A.M.,  for  decision;  additional  informa¬ 
tion;  hearing  closed. 


860-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Creative  Living 
Incorporated,  owner. 

SUBJECT — Application  September  25,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R10  district,  the  change  in 
use  of  an  existing  five  story  and  basement  building  from 
a  multiple  dwelling  and  doctors  offices  into  commercial 
offices. 

PREMISES  AFFECTED — 52-54  Park  Avenue,  west  side, 
42.3^4  feet  north  east  37th  Street,  Block  867,  Lot  35,  Bor¬ 
ough  of  Manhattan.  Community  Board  #6M. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  Louis  Sepersky,  Stephen  Weingrad, 
Karen  B.  Marta,  Stephen  Kaufman,  Tom  Manning, 
Leslie  Schevalbe,  Diane  and  Edwin  Hochberg,  Eleanor 
V.  Hines,  Florence  M.  Purqura,  Frederick  J.  Mac- 
Kenthun,  Clifford  L.  Jackson  and  Patricia  Lee  Jackson. 

ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
10  A.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 
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861-78-A 

APPLICANT — Leonard  F.  Rothkrug  for  Creative  Living 
Incorporation,  owner. 

SUBJECT — Application  September  25,  1978 — appeal  of  a 
decision  of  the  Borough  Superintendent,  re-  Administra¬ 
tive  Code. 

PREMISES  AFFECTED — 52-54  Park  Avenue,  west  side, 
42.3 feet  north  east  37th  Street,  Block  867,  Lot  35,  Bor¬ 
ough  of  Manhattan. 

ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at 
10  A.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


882-78-BZ 

APPLICANT — Shael  Shapiro  for  Shapiro  Lawn  Associates 
Architects,  for  William  Monaghan,  owner. 

SUBJECT — Application  September  29,  1978 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-5  district,  in  an 
existing  six  story  loft  building,  the  conversion  of  the 
fourth,  fifth,  and  sixth  floors  into  apartments. 

PREMISES  AFFECTED— 161-165  Perry  Street,  north 
side,  136.0  feet  west  of  Washington  Street,  Block  637,  Lot 
77,  Borough1  of  Manhattan.  Community  Board  #2M. 

APPEARANCES— 

For  Applicant :  Shael  Shapiro. 

For  Opposition :  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

N  egative :  . 0 

Absent :  Commissioner  Walsh  .  1 


ACTION  OF  BOARD— Laid  over  to  March  13,  1979,  at 
10  A.M.,  for  decision;  hearing  closed. 


899-78-BZ 

APPLICANT — Alfonso  Duarte  for  United  Tamudical 
Academy,  owner. 

SUBJECT — Application  October  12,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  M3-1  district,  the  conversion 
of  an  existing  three  story  manufacturing  building  into  a 
Parochial  school. 

PREMISES  AFFECTED — 460  Kent  Avenue,  northwest 
corner  of  Division  Avenue,  Block  2134,  Lot  1,  Borough  of 
Brooklyn.  Community  Board  #1BK. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte. 

For  Opposition:  None. 

For  Administration:  Steven  Stein,  CPC. 

ACTION  OF  BOARD— Laid  over  to  April  3,  1979,  at  10 
A.M.,  for  continued  hearing;  additional  information  to  be 
submitted. 


949-78-BZ 

APPLICANT — Ferrenz  and  Taylor,  Incorporated  for  St. 
Vincent’s  Hospital  and  Medical  Center  of  New  York, 
owner. 

SUBJECT — Application  November  3,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-6  and  R6  district,  the 
erection  of  a  two  stage  enlargement  to  an  existing  medical 
center  that  increases  the  degree  of  non  compliance  within 
the  sky  exposure  plane. 

PREMISES  AFFECTED— 153  West  11th  Street,  1-15  Sev¬ 
enth  Avenue,  northeast  corner  and  160/178  West  12th 


Street,  Block  607,  Lot  1,  Borough  of  Manhattan.  Com¬ 
munity  Board  #2M. 

APPEARANCES— 

For  Applicant :  Matthew  Saitta. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Commissioner  Walsh  .  1 


495-78-BZ 

APPLICANT — Sidney  L.  Spanier  for  Tzemet  Associates, 
owner. 

SUBJECT — Application  June  29,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  Ml-5  (LMM)  district,  in  a  building  that 
exceeds  the  permitted  area,  the  conversion  from  warehouse 
into  loft  dwellings  that  has  less  than  the  required  yard 
depth  and  with  windows  that  open  on  a  deficient  yard  or 
court. 

PREMISES  AFFECTED — 466-470  Washington  Street, 
southwest  corner  of  Canal  Street,  Block  595,  Lot  16,  Bor¬ 
ough  of  Manhattan.  Community  Board  #1M. 
APPEARANCES— 

For  Applicant:  Joel  M.  Schawartz,  Sidney  Spanier, 
Tzemet  Spanier,  Czashka  Ross. 

For  Opposition:  None. 

For  Administration:  Steven  Stein,  Suzanne  O’Keefe 
C.P.C. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Tabled  resolution. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  24,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  21,  1978;  then  to  December 
12,  1978;  then  to  December  19,  1978;  then  to  January  16, 
1979;  then  to  January  30,  1979;  then  to  February  6,  1979; 
then  to  February  20,  1979;  then  to  February  27,  1979;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  26,  1978,  acting  on  Alt.  Applic.  #338/1978,  reads: 

“4.  Loft  dwellings  located  in  building  exceeding 
50004  is  contrary  to  Section  111-103  Z.R. 

6.  Loft  dwelling  opening  on  yard  less  than  30'  deep 
is  contrary  to  Section  111-111  Z.R. 

7.  Loft  dwelling  containing  rooms  without  windows 
opening  on  yard  or  street  is  contrary  to  Section  111-111 
Z.R.” 

and 

Whereas,  site  evaluation  of  the  premises  was  performed 
by  Commissioners  Philip  Agusta,  R.A.  and  Stanley  Wolf, 
R.A. ;  and 

Whereas,  the  LMM  Special  District  permits  the  proposed 
development  of  loft  dwellings  and  joint  living  and  working 
quarters  in  buildings  with  a  gross  floor  area  of  5,000  square 
feet  or  less  per  floor;  and 

Whereas,  the  record  shows  that  the  cost  to  remove  the 
excess  floor  area  over  5,000  square  feet,  so  as  to  make  this 
building  comply  to  the  premitted  requirement  of  the  Zoning 
Resolution,  is  prohibitive  and  that  this  is  not  the  only  cri- 
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teria  by  which  an  industrial  building  may  be  determined  to 
be  obsolete;  and 

Whereas,  the  clear  floor  to  ceiling  height  throughout  the 
building  is  only  8  feet  and  the  spacing  of  wood  columns  is 
10  feet  on  centers  and  large  masonry  interior  walls  divide  the 
floor  area  into  3  segments  with  relatively  restricted  access 
openings  which  render  the  structure  functionally  obsolete  for 
conforming  uses ;  and 

Whereas,  the  principal  orientation  of  the  usable  floor  area 
of  the  structure  is  vertical  rather  than  horizontal,  the  latter 
being  designed  and  habitable  for  industrial  and/or  commer¬ 
cial  usage ;  and 

Whereas,  the  aforementioned  physical  characteristics  plus 
the  fact  that  the  building  does  not  have  adequate  loading 
facilities  and  is  located  on  a  narrow  60-foot  wide  street 
which  provides  an  exceedingly  restricted  turning  radius  for 
docking  trucks,  and  that  the  present  dock  location  requires 
loading  from  the  street  and  trucks  would  block  the  sidewalk 
contributes  to  the  unmarketability  and  inability  of  the  build¬ 
ing  to  be  rented  for  industrial  and/or  commercial  usage;  and 

Whereas,  the  record  indicates  vacancies  occurred  in  the 
building;  Floors  1  to  5  since  November  1975  and  Floors  6 
to  8  since  July  1976  with  the  building  on  the  market  since 
these  vacancies;  and 

Whereas,  the  record  indicates  that  the  cost  of  acquiring 
this  property  plus  the  cost  of  back  taxes  and  the  additional 
cost  of  commercial  rehabilitation  is  at  market  value  compar¬ 
able  to  or  below  the  current  sales  of  industrial  buildings  in 
the  area.  And  further,  that  the  reasonable  average  rent  of 
the  premises  for  conforming  uses  is  lower  than  market  values 
in  the  area  because  of  the  unique  physical  conditions  as 
enumerated  above  and,  therefore,  does  not  render  the  owner 
a  reasonable  return;  and 

Whereas,  the  record  shows  substantial  residential  develop¬ 
ment  in  the  area  and  in  the  vicinity  immediately  surrounding 
the  property;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be 
and  it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml -5  (LMM)  district,  in  a 
building  that  exceeds  the  permitted  area,  the  conversion  from 
warehouse  into  loft  dwellings  that  has  less  than  the  required 
yard  depth  and  with  windows  that  open  on  a  deficient  yard 
or  court,  on  condition  that  all  work  shall  substantially  conform 
to.  drawings  as  they  apply  to  the  objection,  above  noted,  filed 
with  this  application,  marked  “Received  January  26,  1979”,  10 
sheets,  “June  29,  1978”,  one  sheet,  and  “February  2,  1979”, 
3  sheets ;  and  on  further  condition  that  a  fully  automated 
sprinkler  be  maintained  throughout  the  building  with  an 
alarm  to  sound  throughout  the  building;  that  an  approved 
type  smoke  detector  with  a  self-contained  alarm  be  installed 
in  each  apartment;  that  no  changes  will  be  made  in  the 
arrangement  of  any  apartment  contrary  to  conditions  shown 
on  drawings  filed  with  this  application  unless  such  changes 
comply  with  all  existing  laws  in  effect  at  the  time  and  a  per¬ 
mit  for  the  work  has  been  issued  by  the  Department  of  Build¬ 
ings  ;  that  the  20-foot  by  24-foot  area  at  the  northwest  corner, 
known  as  Block  595,  Lot  9,  of  the  property  in  co-ownership 
be  permanently  maintained  by  binding  agreement  for  light 
and  ventilation ;  that  no  permit  shall  be  issued  until  31  days 
after  the  certification  of  such  resolution ;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


496-78-A 

APPLICANT — Sidney  L.  Spanier  for  Tzemet  Associates, 
owner. 

SUBJECT — Application  June  29,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  conver¬ 
sion  to  loft  dwellings  is  contrary  to  Multiple  Dwelling 
Law. 

PREMISES  AFFECTED — 466/470  Washington  Street, 
west  side,  60  feet  south  of  Canal  Street,  Block  595,  Lot  16, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joel  M.  Schawartz,  Sidney  Spanier, 
Tzemet  Spanier,  Czashka  Ross. 

For  Administration :  Steven  Stein,  Suzanne  O’Keefe, 
C.P.C. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  26,  1978,  on  Alt.  Applic.  #338/78,  reads : 

“8.  Class  3  building,  exceeding  7  stories,  containing 
loft  dwellings  is  contrary  to  Sec.  277  M.D.L.” 

and 

Whereas,  the  premises  were  evaluated  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  26,  1978,  acting  on  Alt.  Applic.  #338/1978,  Ob¬ 
jection  No.  8,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  all  work 
conform  to  the  resolution  adopted  this  date  under  Calendar 
Number  495-78-BZ;  and  that  all  other  laws,  rules  and  regu¬ 
lations  be  complied  with. 


550-78-BZ 

APPLICANT — Rampulla  Associates  for  Louis  Crispi, 
owner. 

SUBJECT — Application  July  19,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  story  and  basement  enlargement  to  an  existing  banquet 
hall,  restaurant  and  cabaret  establishment. 

PREMISES  AFFECTED — 67  Olympia  Boulevard,  north 
side,  230.38  feet  west  of  Piave  Avenue,  Block  3281,  Lot  10, 
South  Beach,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  9,  1979,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  February  13,  1979;  then  to  February  27, 
1979;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  6,  1978,  acting  on  Alt.  Applic.  #53/1978,  reads: 
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“1.  The  proposed  enlargement  to  an  existing  build¬ 
ing  containing  non-conforming  uses  such  as  banquet  hall 
U.G.  9  and  restaurant  bar  and  cabaret  U.G.  12  within  a 
R3-2  district  is  contrary  to  Sec.  11-01,  52-22  and  52-61 
Z.R. 

2.  There  are  no  zoning  requirements  as  to  bulk 
parking  or  loading  berths  for  commercial  uses  within  a 
R-3-2  district.” 
and 

Whereas,  the  premises  and  surrounding  area  had  a  site 
and  neighborhood  evaluation  by  a  committee  of  the  Board 
consisting  of  Comm.  John  J.  Walsh,  P.E.  and  Comm.  John 
B.  Cincotta;  and 

Whereas,  Community  Board  #2S.I.  has  recommended 
approval  of  this  application ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  limited  to  the  objection  cited,  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  one-story  and  basement  enlargement  to  an  existing  banquet 
hall,  restaurant  and  cabaret  establishment  on  condition  that 
all  work  shall  substantially  conform  to  drawings  as  they 
apply  to  the  objection,  above  noted,  filed  with  this  application, 
marked  “Received  July  19,  1978”,  10  sheets;  and  on  further 
condition  that  an  interior  refrigerated  room  be  provided  for 
garbage  disposal ;  that  screening  be  provided  along  all  lot 
lines  in  accordance  with  Section  25-66  of  the  Zoning  Resolu¬ 
tion  ;  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


685-78-BZ 

APPLICANT — Paul  G.  Mauch  for  Helena  La  Barca,  owner. 
SUBJECT — Application  August  15,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  73-125  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  change  in 
use  of  an  existing  one  story  building  from  a  dwelling  and 
doctor’s  office  into  a  medical  office  building. 

PREMISES  AFFECTED— 214-02  24th  Avenue,  southeast 
corner  of  Bell  Boulevard,  Block  6001,  Lot  55,  Bayside, 
Borough  of  Queens.  Community  Board  #11Q. 
APPEARANCES— 

For  Applicant:  Paul  G.  Mauch. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf .  5 

Negative:  .  0 

Absent:  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  16,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  6,  1979;  then  to  February  27, 
1979;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  9,  1978,  acting  on  Alt.  Applic.  #703/1978, 
reads : 

“2.  The  proposed  medical  offices  exceeding  1500 
square  feet  of  floor  area  located  in  a  R-2  zoning  district 
is  contrary  to  Section  22-14  of  the  Zoning  Resolution.” 

and 


Whereas,  the  premises  and  surrounding  area  had  a  site 
and  neighborhood  evaluation  by  a  committee  of  the  Board 
consisting  of  Comm.  Philip  P.  Agusta,  R.A.  and  Comm. 
Stanley  M.  Wolf,  R.A. ;  and 

Whereas,  this  structure  is  residential  in  character  within 
the  fire  district  and  of  brick  veneer  construction;  and 

Whereas,  there  are  three  exits  from  the  first  floor  pro¬ 
posed  medical  offices;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  72-21  and  73-125  of  the  Zoning  Resolution,  and  that 
the  applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  Special  Permit  and  limited  to  the  objection  cited,  a 
variation  in  the  application  of  the  Zoning  Resolution,  limited 
to  the  objection  cited,  and  that  the  application  be  and  it  hereby 
is  granted  under  Section  72-21  and  73-125  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  change  in  use  of 
an  existing  one-story  building  from  a  dwelling  and  doctor’s 
office  into  a  medical  building  on  condition  that  all  work  shall 
substantially  conform  to  drawings  as  they  apply  to  the 
objection,  above  noted,  filed  with  this  application,  marked 
“Received  August  15,  1978”,  8  sheets,  and  “February  1,  1979”, 
2  sheets ;  and  on  further  condition  that  this  use  be  limited  to 
a  term  of  five  (5)  years;  that  smoke  detectors  be  installed  in 
every  room ;  that  no  smoking  signs  be  posted  in  all  treatment 
rooms ;  that  smoking  be  restricted  to  the  waiting  rooms ;  that 
fire  extinguishers  be  mounted  in  the  foyers ;  that  proper  exit 
signs  be  provided ;  that  the  cellar  stairs  be  enclosed  in  a  rated 
partion  with  a  fireproof  self-closing  door;  that  the  ceiling 
above  the  boiler  and  burner  be  fire  retarded ;  that  a  sprinkler 
system  from  the  domestic  water  supply  be  provided ;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


686-78-A 

APPLICANT — Paul  G.  Mauch  for  Helena  La  Barca,  owner. 
SUBJECT — Application  August  15,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  con¬ 
version  from  dwelling  and  doctor’s  office  to  a  community 
facility  building  in  a  class  4  structure. 

PREMISES  AFFECTED — 214-02  24th  Avenue,  southeast 
corner  of  Bell  Boulevard,  Block  6001,  Lot  55;  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Paul  G.  Mauch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  27,  1978,  on  Alt.  Applic.  #703/78,  reads: 

“1.  The  proposed  conversion  of  a  Class  4  building 
from  dwelling  and  doctor’s  office  to  a  community  facility 
building  is  contrary  to  the  tabular  limits  C26-254.0  A.C. 
1935.” 

and 

Whereas,  the  premises  were  evaluated  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  27,  1978,  acting  on  Alt.  Applic.  #703/1978, 
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Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
conform  to  the  resolution  adopted  this  date  under  Calendar 
Number  685-78-BZ;  and  that  all  other  laws,  rules  and  regu¬ 
lations  be  complied  with. 


724-78-BZ 

APPLICANT — Larry  Meltzer  for  Jobico  Realty  Corpora¬ 
tion,  owner.  Lorean  Enterprises  Incorporated,  lessee. 

SUBJECT — Application  September  1,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  within  an 
existing  two  story  store  and  office  building,  the  addition 
to  the  uses  of  the  first  floor  restaurant  to  include  limited 
cabaret. 

PREMISES  AFFECTED— 1702/1710  Sheepshead  Bay 
Road,  1620/1630  Voorhies  Avenue,  southwest  corner,  Block 
8770,  Lot  9,  Borough  of  Brooklyn.  Community  Board 
#15BK. 

APPEARANCES— 

For  Applicant:  Ronald  Ogur. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf .  5 

Negative:  .  0 

Absent:  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  13,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  27,  1979;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  4,  1978,  acting  on  Alt.  Applic.  #392/1978, 
reads : 

“1.  The  proposed  change  of  use,  in  a  C2-2  district, 
of  the  first  floor  of  a  commercial  building  from  ‘Billiard 
Studio  and  Snack  Bar  and  Boiler  Room’  to  ‘Eating  and 
Drinking  Place  Without  Restrictions  on  Entertainment 
or  Dancing  (use  group  #12)  and  Dance  Studio  (use 
group  #9)’  is  contrary  to  Section  32-21  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surounding  area  had  a  site  and 
neighborhood  evaluation  by  a  committee  of  the  Board  con¬ 
sisting  of  Comm.  Philip  P.  Agusta,  R.A.  and  Comm.  Harry 
M.  Carroll,  P.E. ;  and 

Whereas,  Community  Board  #15BK  has  recommended 
approval  of  this  application  on  condition;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-241  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-241  of  the  Zoning  Resolution,  to  permit  in 
a  C2-2  district,  within  an  existing  two-story  store  and  office 
building,  the  addition  to  the  uses  of  the  first  floor  restaurant 
to  include  limited  cabaret  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application, 
marked  “Received  February  21,  1979”,  4  sheets;  and  on 
further  condition  that  this  Special  Permit  be  limited  to  a 
term  of  five  (5)  years;  that  this  establishment  shall  restrict 
patrons  to  persons  between  13  and  18  years  of  age ;  that  only 
soft  drinks  be  sold,  no  alcoholic  beverages  be  served  or  sold; 
that  signs  comply  with  the  C2  district  regulations;  that  the 
hours  of  operation  be  limited  to  from  4  P.M.  to  1  A.M. ;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 


with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


Adjourned:  3:30  P.M. 

Alan  D.  Gershuny,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  27,  1979,  2  P.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 
Commissioner  Wolf. 


907-78-A 

APPLICANT — J.  Gary  Parker  for  Eastman  Kodak  Com¬ 
pany,  owner. 

SUBJECT — Application  October  16,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Recordak  Electrostatic  24P 
Toner”,  in  one  (1)  pint  plastic  bottle  with  plastic  screw 
cap-cardboard  liner,  foil  seal,  container  not  in  compliance 
with  the  Regulations  of  the  Administrative  Code  of  the 
City  of  New  York. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf .  5 

Negative:  .  0 

Absent:  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  19,  1978,  on  Folder  #  122-1 116B  (C.M.),  reads: 
“We  regret  to  inform  you  that  your  application  to  register 
your  product  ‘Recordak  Electrostatic  24P  Toner’  a 
Combustible  Mixture  with  a  flash  point  of  112°F  (TOC) 
in  containers  as  follows :  1  pint  plastic  bottle  with  plastic 
screw  cap-cardboard  liner,  foil  seal  is  disapproved. 
Such  containers  are  not  in  compliance  with  our  regula¬ 
tions  to  wit:  Sec.  C19-62.0.b  of  the  New  York  City 
Administrative  Code  requires  that  containers  of  this 
type  for  combustible  mixtures  be  of  metal  with  replace¬ 
able  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
September  19,  1978  acting  on  Folder  Number  122-1116  B 
(C.M.)  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  container 
comply  with  drawing  filed  “October  16,  1978”,  1  sheet,  that 
the  modification  shall  apply  to  “Recordak  Electrostatic  24P 
Toner”  in  one  pint  container  only;  and  on  further  condition 
that  the  label  on  the  container  be  in  such  style  and  wording  as 
is  satisfactory  to  the  Fire  Commissioner;  that  any  descrip¬ 
tive  product  information  about  this  item  including  bro¬ 
chures,  catalogues,  and  bulletins,  etc.,  as  well  as  all  product 
labels,  packaging,  and  where  possible,  the  item  itself,  shall 
include  the  wording  “Approved  by  the  New  York  City  Board 
of  Standards  and  Appeals  under  Cal.  No.  907-78-A”  and  that 
in  all  other  respects  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 
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APPLICANT — M.  Milton  Glass  for  Pamela  Equities  Cor¬ 
poration,  owner. 

SUBJECT — Application  October  17,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevator  in  readiness. 
PREMISES  AFFECTED— 116-20  West  32nd  Street,  south 
side,  204.02  feet  west  of  Avenue  of  the  Americas,  119-23 
West  31st  Street,  Block  807,  Lot  28,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  M.  Milton  Glass. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf .  5 

Negative : .  0 

Absent:  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
September  19,  1978,  on  Folder  #119651.01,  reads: 

“In  reply  to  your  request  of  September  18,  1978  for  a 
Quick  Response  Elevator  Service  at  the  above  premises 
is  hereby  denied.  However,  this  denial  may  be  used  in 
filing  your  appeal  with  the  Board  of  Standards  and 
Appeals  for  a  variance.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  September  19,  1978  acting  on  Folder  No. 
119651.01  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  for  a  term  of  10  years  on  condition 
that  an  approved  agency  in  accordance  with  Cal.  #630-56- 
G.R.  be  permitted  to  perform  the  service ;  that  the  records 
and  reports  required  by  the  Fire  Department  shall  be  main¬ 
tained  ;  that  the  sprinkler  system  have  a  central  office  con¬ 
nection;  and  that  should  the  service  for  any  reason  be  discon¬ 
tinued;  that  this  grant  shall  automatically  lapse;  and 
on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings  marked  received  “October  18,  1978”, 
2  sheets;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


930-78-A 

APPLICANT — McGee  and  Morsellino  for  Amoco  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  October  20,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  a  gasoline  service  station  to  self-service  gasoline 
service  station. 

PREMISES  AFFECTED— 2317  Coney  Island  Avenue, 
southeast  corner  of  Avenue  T,  Block  7315,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  13,  1978,  on  Alt.  Applic.  #1106/78,  reads: 

“1.  The  proposed  change  of  use  from  Automotive 
Service  Station  &  Store  to  Automotive  Service  Station 


(Self-Service)  &  Store  is  contrary  to  C19-73-0-b-2  of 
the  Fire  Prevention  Code  of  the  City  of  New  York.” 

and 

Whereas,  a  letter  of  the  Fire  Commissioner,  dated 
October  13,  1978  reads  “Please  be  advised  that  self  service 
gasoline  stations  are  prohibited  by  Chapter  19-73.  o-b  of  the 
Administrative  Code  and  therefore  your  request  for  the 
aforementioned  conversion  is  denied” ;  and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  Section  C19-73.0.b2  of  the  Fire  Prevention 
Code  permits  the  use  and  installation  of  self-service  devices 
in  gasoline  service  stations  provided  that  such  devices  are 
operated  by  persons  holding  a  Certificate  of  Fitness  for  the 
dispensing  of  gasoline  or  diesel  fuel  for  motor  fuel ;  and 

Whereas,  it  is  required  that  at  all  times,  when  fuel  is 
dispensed,  the  person  holding  a  Certificate  of  Fitness  have 
control  over  fuel  dispensing  devices;  and 

Whereas,  the  record  and  filed  plans  in  the  instant  applica¬ 
tion  indicate  that  safety  devices,  fuel  dispensing  devices  and 
consoles  are  under  the  direct  supervision  and  control  of  the 
person  holding  a  Certificate  of  Fitness  as  above  specified ; 
and 

Whereas,  the  filed  plans  indicates  the  installation  of 
Board  of  Standards  and  Appeals  approved  automatic  dry 
chemical  suppression  system  utilizing  heat  activators  as  well 
as  a  manual  activator  control  and  a  fail  safe  electric  energy- 
device  which  will  automatically  disconnect  the  complete 
electrical  system  to  the  self-service  dispensing  equipment 
when  the  dry  chemical  suppression  system  is  activated ;  and 

Whereas,  the  filed  plans  indicate  the  control  booth  is  lo¬ 
cated  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
October  13,  1978  be  and  it  hereby  is  modified  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  (1)  that 
a  trained  attendant  who  possesses  a  Certificate  of  Fitness, 
as  above  described,  shall  be  on  duty  at  all  times  when  the 
station  is  open  for  business;  (2)  that  it  shall  be  the  attend¬ 
ant’s  duty  to  require  the  engine  of  any  vehicle  be  shut  off 
before  the  start  of  the  fuel  operation,  and  to  prohibit  smoking 
within  the  immediate  area  of  the  fuel  operation;  (3)  that  it 
shall  be  the  attendant’s  duty  to  prevent  the  dispensing  of  fuel 
into  portable  containers;  (4)  that  signs  reading  “No  Smok¬ 
ing”,  “Stop  Your  Engine”,  “It  Is  Unlawful  to  Dispense 
Gasoline  Into  Portable  Containers”  and  “The  Dispensing  of 
Gasoline  Shall  be  by  a  Person  Holding  a  Valid  Drivers 
License  or  a  Person  18  years  of  age  or  older”  shall  be  con¬ 
spicuously  posted  in  clear  view  of  the  customer  at  the  dis¬ 
pensing  island;  (5)  that  portable  fire  extinguishers,  ac¬ 
ceptable  to  the  Fire  Commissioner,  be  located  as  indicated  on 
filed  plans;  (6)  that  all  dispensing  devices  and  fire  suppres¬ 
sion  systems  be  approved  by  the  Board  of  Standards  and 
Appeals;  (7)  that  the  suppression  system  be  arranged  in  a 
manner  so  as  to  cover  an  area  around  each  pump  encom¬ 
passed  by  a  circle  having  a  radius  equal  to  the  maximum 
extendable  length  of  the  hose  and  nozzle  of  said  pump;  (8) 
that  the  installation  and  use  of  coin-operated  dispensing  de¬ 
vices  for  fuel  be  prohibited;  (9)  that  there  shall  be  constant 
contact  between  the  attendant  in  the  control  booth  and  the 
dispensing  island  by  means  of  a  voice  intercommunication 
system  which  shall  be  maintained  in  proper  operating  con¬ 
dition  at  all  times;  (10)  that  all  controls,  devices,  fire  sup¬ 
pression  systems  and  fire  fighting  equipment  be  maintained 
in  good  operating  order  at  all  times;  (11)  that  a  mainte¬ 
nance  log  shall  be  kept  on  the  premises  as  per  direction  of 
the  Fire  Commissioner;  (12)  that  all  dispensing  nozzles  are 
the  automatic  closing  type  without  hold  open  latches;  (13) 
that  a  list  of  emergency  procedures  and  instructions  be  con¬ 
spicuously  posted  in  the  immediate  vicinity  of  the  attendant’s 
principal  control  location,  said  instructions  shall  be  at  the 
direction  of  the  Fire  Commissioner;  (14)  that  the  dis¬ 
pensing  areas  shall,  at  all  times,  be  well  lit  for  complete 
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visual  control;  (15)  that  the  permit  to  operate  this  station 
shall  be  for  a  term  of  five  (5)  years  from  the  date  of  this 
approval;  (16)  that  all  of  the  conditions  set  forth  in  this 
resolution  shall  be  conspicuously  posted  in  the  attendant’s 
booth ;  on  further  condition  that  the  building,  equipment,  de¬ 
vices  and  controls  shall  substantially  conform  to  drawings, 
marked  received  “February  26,  1979”,  2  sheets  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 

1072-78-A 

APPLICANT — Nicholas  J.  Salvadeo  for  R.  J.  Ingrassia 
Direct  Auto,  owner. 

SUBJECT — Application  November  9,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street;  proposed 
use  of  drywell  for  the  disposal  of  storm  water  (Local 
Law  # 7 ). 

PREMISES  AFFECTED — 713  Sharrotts  Road,  north  side, 
1174.73  feet  west  of  Arthur  Kill  Road,  Block  7385,  Lot  203, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  J.  Buday. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1978,  on  Alt.  Applic.  #164/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  use  is 
not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore,  no  certificate  of  occupancy  can  be  issued  as 
per  Article  3,  Section  36  of  the  General  City  Law. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  where  no  public  storm  sewers  into  which 
discharge  is  feasible  are  located  within  500  ft.  of  the 
property  is  contrary  to  Section  P110.2(c),  RS-16  of  the 
Administrative  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  8,  1978,  acting  on  Alt. 
Applic.  #164/78,  Objection  Nos.  1  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  2  inches  of  water  over  the  entire  lot  area, 
same  to  be  verified  by  the  Department  of  Buildings ;  that  the 
volume  of  voids  of  selected  gravel  carefully  placed  under 
and  to  the  sides  of  the  dry  wells  may  be  used  to  satisfy  the 
required  retained  volume  as  long  as  it  represents  not  more 
than  25  percent  of  the  volume  required,  a  minimum  of  75 
percent  of  volume  to  be  within  the  dry  wells ;  that  when  a 
storm  sewer  is  constructed  in  the  street  fronting  this  site, 
the  structure  then  will  connect  to  such  sewer;  that  the  dry 
wells  will  be  maintained  in  a  properly  operating  manner; 
that  the  dry  wells  are  to  be  located  so  as  to  allow  on-site 
runoff  to  occur  as  close  as  possible  to  the  natural  flow 
permitting  the  least  disruption  of  trees  and  natural  features ; 
and  that  the  requirements  of  Local  Law  #7/1974  are  also 
waived  as  to  storm  water  falling  on  the  street  on  which  this 
building  fronts  (refer  to  Corporation  Counsel  opinion  108,539, 
dated  September  9,  1977)  ;  that  Objection  Number  1  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law;  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings,  marked 
"Received  November  9,  1978,  3  sheets”,  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


27-79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  January  9,  1979 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 215-06  29th  Avenue,  south  side, 
45.54  feet  east  of  215th  Street,  Block  6057,  Lot  34,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  3,  1979,  on  N.B.  Applic.  #115/77,  reads: 

“1.  The  proposed  100%  on-site  disposal  of  storm 
water  is  contrary  to  Sec.  P110.2  (b)  (1)  (B)  of  Local 
Law  #7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  3,  1979,  acting  on  N.  B.  Applic.  #115/77,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  entire  lot  area  same  to  be  verified  by  the 
Department  of  Buildings;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume  re¬ 
quired,  a  minimum  of  75  percent  of  volume  to  be  within  the 
dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  prop¬ 
erly  operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  January  9,  1979”,  3  sheets 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


28-79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion.  owner. 

SUBTECT — Application  January  9,  1979 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 29-03  215th  Street,  southeast 
corner  of  29th  Avenue,  Block  6057,  Lot  32,  Bayside,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Walsh .  1 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  3,  1979,  on  N.B.  Applic.  #116/77,  reads: 

“1.  The  proposed  100%  on-site  disposal  of  storm 
water  is  contrary  to  Sec.  P110.2  (b)  (1)  (B)  of  Local 
Law  #7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  3,  1979,  acting  on  N.  B.  Applic.  #116/77,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  entire  lot  area  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume  re¬ 
quired,  a  minimum  of  75  percent  of  volume  to  be  within  the 
dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  prop¬ 
erly  operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  January  9,  1979”,  3  sheets 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


29-79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 29-09  215th  Street,  east  side, 
79.96  feet  south  of  29th  Avenue,  Block  6057,  Lot  30,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  3,  1979,  on  N.B.  Applic.  #117/77,  reads: 

“1.  The  proposed  100%  on-site  disposal  of  storm 
water  is  contrary  to  Sec.  P110.2  (b)  (1)  (B)  of  Local 
Law  #7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  3,  1979,  acting  on  N.B.  Applic.  #117/77,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  entire  lot  area  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume  re¬ 
quired,  a  minimum  of  75  percent  of  volume  to  be  within  the 
dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 


street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  prop¬ 
erly  operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  January  9,  1979”,  3  sheets 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 

30-79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 29-15  215th  Street,  east  side, 
119.98  feet  south  of  29th  Avenue,  Block  6057,  Lot  28, 
Bayside,  Borough  of  Queens. 

APPEARAN  CES — 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf .  5 

Negative: .  0 

Absent:  Commissioner  Walsh  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  3,  1979,  on  N.B.  Applic.  #118/77,  reads: 

“1.  The  proposed  100%  on-site  disposal  of  storm 
water  is  contrary  to  Sec.  P110.2  (b)  (1)  (B)  of  Local 
Law  #7— 1974.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  3,  1979,  acting  on  N.B.  Applic.  #118/77,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  entire  lot  area  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume  re¬ 
quired,  a  minimum  of  75  percent  of  volume  to  be  within  the 
dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  prop¬ 
erly  operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  January  9,  1979”,  3  sheets 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 

31-79-A 

APPLICANT — Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 215-20  29th  Avenue,  south  side, 
47.53  feet  west  of  215th  Place,  Block  6057,  Lot  42,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative: .  0 

Absent:  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  3,  1979,  on  N.B.  Applic.  #121/77,  reads: 

“1.  The  proposed  100%  on-site  disposal  of  storm 
water  is  contrary  to  Sec.  PI  10.2  (b)  (1)  (B)  of  Local 
Law  #7— 1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  3,  1979,  acting  on  N.B.  Applic.  #121/77,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  entire  lot  area  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume  re¬ 
quired,  a  minimum  of  75  percent  of  volume  to  be  within  the 
dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  prop¬ 
erly  operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawines.  marked  “Received  January  9,  1979”,  3  sheets 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 

32-79-A  ' 

APPLICANT— Leo  D.  Fakler  for  Milmar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  January  9,  1979 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 29-04  215th  Place,  southwest 
corner  of  29th  Avenue,  Block  6057,  Lot  34,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Walsh .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  3,  1979,  on  N.B.  Applic.  #122/77,  reads: 

“1.  The  proposed  100%  on-site  disposal  of  storm 
water  is  contrary  to  Sec.  P110.2  (b)  (1)  (B)  of  Local 
Law  #7— 1974.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  3,  1979,  acting  on  N.B.  Applic.  #122/77,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
water  over  the  entire  lot  area  same  to  be  verified  by  the 


Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume  re¬ 
quired,  a  minimum  of  75  percent  of  volume  to  be  within  the 
dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  prop¬ 
erly  operating  manner ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  January  9,  1979”,  3  sheets 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 

558-78-A 

APPLICANT — Alan  R.  Gaines  for  Walter  and  Judith  Roth¬ 
man,  owners. 

SUBJECT — Application  July  25,  1978 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED— 60  Circle  Road,  north  side,  130 
feet  east  of  Benedict  Road,  Block  867,  Lot  112,  Todt  Hill, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Alan  R.  Gaines. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Walsh .  1 


ACTION  OF  BOARD — Laid  over  to  March  13,  1979,  at  2 
P.M.,  for  decision,  hearing  closed. 

672-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 
OWNER  OF  PREMISES — Sixth  Avenue  Associates. 
SUBJECT — Application  August  9,  1978— for  Modification  of 
Certificate  of  Occupancy  #77679  re-  sprinkler  system. 
PREMISES  AFFECTED— 27-39  West  S2nd  Street,  north 
side,  300  feet  east  of  Sixth  Avenue,  Block  1268,  Lot  15, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  R.  J.  Ellis. 

For  Owner :  Henry  M.  Garason,  P.E.  and  Maurice 
Brahms. 

ACTION  OF  BOARD— Laid  over  to  March  27,  1979,  at  2 
P.M.,  for  continued  hearing,  additional  information  to  be 
submitted. 

677-78-A 

APPLICANT — Atkin  and  Gibson  for  Agustino  Onoriti, 
owner. 

SUBJECT — Application  August  10,  1978 — review  of  a  deci¬ 
sion  of  the  Borough  Superintendent  dated  June  29,  1977. 
PREMISES  AFFECTED — 2135  Williamsbridge  Road,  west 
side,  212.5  feet  south  of  Pelham  Parkway,  Block  4332,  Lot 
14,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  Gibson. 

For  Administration :  Irving  Polsky,  P.E.,  Dept  of 
Buildings. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf .  5 

Negative :  .  0 

Absent:  Commissioner  Walsh .  1 
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ACTION  OF  BOARD — Laid  over  to  March  6,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 

692-78- A 

APPLICANT — David  Nathanson  d/b/a  MLN  Associates, 
owner. 

SUBJECT — Application  August  17,  1978 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  installation  of  sprinkler 
system. 

PREMISES  AFFECTED— 589/599  East  New  York  Avenue 
and  548/554  Lefferts  Avenue,  southwest  corner,  Block 
1332,  Lot  38,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  David  A.  Field  and  George  D.  Kelly. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf .  5 

Negative :  .  0 

Absent :  Commissioner  Walsh .  1 


ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 

872-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Ro-Sal  Estates, 
Incorporated,  owner. 

SUBJECT — Application  September  28,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 38  Tyndale  Street,  south  side, 
115.00  feet  east  of  Barclay  Avenue,  Block  6364,  Lot  153, 
Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Walsh .  1 


ACTION  OF  BOARD — Laid  over  to  March  13,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 

913-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Borgart  Homes, 
owner. 

SUBJECT — Application  October  17,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 50  Kingdom  Avenue,  west  side, 
80  feet  north  of  Billiou  Street,  Block  6578,  Lot  27,  Hugue¬ 
not,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf .  5 

Negative :  .  0 

Absent:  Commissioner  Walsh .  1 


ACTION  OF  BOARD — Laid  over  to  March  13,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 

914-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Borgart  Homes, 
owner. 


SUBJECT — Application  October  17,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 56  Kingdom  Avenue,  northwest 
corner  of  Billiou  Street,  Block  6578,  Lot  31,  Huguenot, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Wolf  .  1 


ACTION  OF  BOARD — Laid  over  to  March  13,  1979,  at  2 
P.M.,  for  decision,  hearing  closed. 


939-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 

OWNER  OF  PREMISES— Demetries  Drallios. 

SUBJECT — Application  October  24,  1978 — for  Modification 
of  Certificate  of  Occupancy  #Q189545  re-  sprinkler  system. 

PREMISES  AFFECTED — 147-24  Northern  Boulevard, 
south  side,  150  feet  west  of  149th  Street,  Block  5016,  Lot 
33,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  R.  J.  Ellis. 

For  Opposition :  S.  Scopas  and  H.  Sokolf. 

ACTION  OF  BOARD — Laid  over  to  March  13,  1979,  at 
2  P.M.,  for  hearing. 


1078-78-A 

APPLICANT — Joseph  B.  Schwartz  for  Peter  Orosz  and 
Leslie  Pajor,  owners. 

SUBJECT — Application  November  14,  1978 — Review  and 
Interpretation  of  Zoning  Matter. 

PREMISES  AFFECTED — 230  East  53rd  Street,  southwest 
corner  of  Second  Avenue,  Block  1326,  Lot  36,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Schwartz,  R.A. 

For  Opposition:  Marion  M.  Reider  and  Joana  Battaglia. 
For  Administration :  Irving  Polsky,  P.E.,  Dept,  of  Build¬ 
ings  and  Steven  Stein,  C.P.C. 

ACTION  OF  BOARD— Laid  over  to  March  13,  1979,  at 
2  P.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


89-27-SR 

Rules  of  Procedure  of  the  Board  of  Standards  and  Ap¬ 
peals  adopted  February  15,  1927,  amended  December  2,  1930, 
April  14,  1931,  June  13,  1933,  April  30,  1935  and  revised  Sep¬ 
tember  22,  1959,  effective  October  28,  1959,  amended  June  2, 
1967,  and  further  amended  April  20,  1971,  effective  Septem¬ 
ber  6,  1971  and  amended  September  28,  1976  and  further  re¬ 
vised  on  July  12,  1977,  effective  July  12,  1977  and  further 
revised  on  March  14,  1978  effective  April  12,  1978;  further 
amended  on  February  27,  1979  effective  March  31,  1979. 
SUBJECT — Amendments  to  the  Rules  of  Procedure  pertain¬ 
ing  to  Article  III — the  Calendar — Section  6,  Article  IV — 
Disposition  of  Cases — Section  6  and  Article  V — Zoning 
Applications,  Section  4. 

ACTION  OF  BOARD — Amendments  to  the  Rules  of  Pro¬ 
cedure  adopted  as  printed  below. 
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MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Walsh  .  1 


AMENDMENTS  TO  THE  RULES  OF 
PROCEDURE  PERTAINING  TO 

Article  III— THE  CALENDAR— Section  6 

6.  In  such  zoning  cases  where  an  application  is  filed  for 
an  extension  of  term  of  the  variance,  within  three  days  of 
filing  with  the  Board,  the  applicant  shall  forward  a  copy  of 
the  application  together  with  all  new  case  material,  by  cer¬ 
tified  mail  or  personal  service  upon  a  member  or  duly 
authorized  employee  of  the  Community  Board  who  shall  sign 
a  receipt  for  such  material,  to  the  Local  Community  Board, 
which  has  jurisdiction  within  the  area  affected  by  the  appli¬ 
cation  or  when  the  affected  area  is  within  the  district  of 
more  than  one  Local  Board,  one  copy  each  of  all  such  new 
material  shall  be  submitted  to  the  two  or  more  Local  Com¬ 
munity  Boards  affected  and  the  appropriate  Borough  Board. 
The  applicant  shall  submit  proof  of  such  service  to  this  Board 
within  ten  (10)  days  of  initial  filing.  Within  sixty  (60) 
calendar  days  after  receipt,  the  Local  Community  Board  or 
in  an  appropriate  case,  the  two  or  more  Local  Community 
Boards  and  Borough  Board,  may  hold  a  public  hearing  on 
the  application  and  submit  their  recommendation  to  this 
Board  or  may  waive  a  public  hearing.  Upon  receipt  of  a 
recommendation  or  a  waiver  from  each  of  the  concerned  Local 
Community  Boards  or  Borough  Board  or  upon  the  expiration 
of  the  time  limit  for  their  review,  this  Board  may  proceed  to 
review  the  application  and  to  make  a  decision.  Not  less  than 
twenty  (20)  days  prior  to  the  date  of  a  hearing  by  this 
Board,  the  applicant  shall  send  notice  of  such  hearing  by 
personal  service  or  certified  mail  to  the  concerned  Local 
Community  Boards  or  Borough  Board.  The  applicant  shall 
submit  proof  of  such  service  to  this  Board  not  less  than  five 
(5)  days  prior  to  such  hearing  date. 

Article  IV — DISPOSITION  OF  CASES— Section  6 

In  such  zoning  cases  where  the  Board  may  determine, 
based  upon  the  written  and  oral  testimony  at  its  hearing,  that 
there  is  a  likelihood  that  its  decision  may  be  appealed  to  the 
Board  of  Estimate  under  the  provisions  of  Section  668  of 
the  New  York  City  Charter,  the  Board  may  declare  as  an 
express  condition  in  its  resolution  that  no  building  permit 
shall  be  issued  until  thirty-one  (31)  days  after  the  date  of 
certification  of  such  resolution. 

Article  V— ZONING  APPLICATIONS— Section  4 

As  soon  as  any  application  is  completed  by  the  filing  of  the 
data  required  in  Form  BZ  and  payment  of  the  prescribed  fee, 
the  case  shall  receive  a  Calendar  Number.  The  Executive 
Director  shall  forward  a  copy  of  all  case  material  to  the 
City  Planning  Commission.  In  addition  a  copy  of  all  case 
material  shall  be  submitted  by  the  applicant  by  certified  mail 
or  personal  service  upon  a  member  or  duly  authorized  em¬ 
ployee  of  the  Community  Board(s)  who  shall  sign  a  receipt 
for  such  material,  to  the  Local  Community  Board  which  has 
jurisdiction  within  the  area  affected  by  the  application  or 
when  the  affected  area  is  within  the  district  of  more  than  one 
local  board,  one  copy  each  of  all  such  material  shall  be  sub¬ 
mitted  to  the  two  or  more  Local  Community  Board’s  affected 
and  the  appropriate  Borough  Board.  The  applicant  shall 
submit  proof  of  such  service  to  this  Board  within  ten  (10) 
days  of  initial  filing.  The  aforesaid  notice  by  certified  mail 
or  the  signed  receipt  by  a  duly  authorized  member  of  the 
Community  Board(s)  shall  constitute  the  certification  of 
completeness  under  the  Uniform  Land  Use  Review  Proce¬ 
dure  pursuant  to  Section  197-c  of  the  New  York  City 
Charter.  Within  sixty  (60)  calendar  days  after  receipt,  the 
community  board  shall  hold  a  public  hearing  and  submit  a 


written  recommendation  concerning  such  application.  For 
purposes  of  this  provision,  a  community  board  shall  be 
deemed  to  have  received  an  application  three  (3)  calendar 
days  after  the  mailing  of  the  notice  to  the  community  board. 
A  community  board  may  waive  in  writing  the  holding  of  a 
public  hearing  and  the  adoption  of  a  written  recommendation. 
Upon  receipt  of  a  waiver  or  recommendation  from  each  of 
the  concerned  community  boards  or  borough  board  or  upon 
the  expiration  of  the  time  limit  for  community  board  or 
borough  board  review,  the  Board  may  proceed  to  review  the 
application  and  to  make  a  decision.  Any  public  hearing 
scheduled  for  a  date  prior  to  the  expiration  of  the  time  limits 
for  action  by  the  community  or  borough  boards  shall  be 
adjourned  until  the  first  meeting  after  such  time  limits. 
After  review  of  the  application  by  the  Examiner,  the  appli¬ 
cant  shall  be  notified  by  the  Executive  Director  on  Form  6CC 
of  the  date  set  for  the  public  hearing,  which  shall  be  at  least 
thirty  (30)  days  after  the  mailing  of  said  notice.  Simul¬ 
taneously,  the  Executive  Director  shall  notify  the  Chairman 
of  the  City  Planning  Commission  and  the  Chairman  of  the 
local  Community  Board  which  has  jurisdiction  or  in  appro¬ 
priate  cases  the  Chairmen  of  the  two  or  more  local  Com¬ 
munity  Boards  and  Borough  Board  affected.  With  this 
notice,  the  applicant  shall  be  supplied  with  an  official  copy 
of  Form  7NO,  which  he  or  she  is  required  to  send  by  certi¬ 
fied  mail,  or  by  personal  service  or  by  regular  mail  not  less 
than  twenty  (20)  days  prior  to  the  date  of  such  hearing  to 
every  property  owner  entitled  to  notice  of  the  application  and 
to  the  Chairman  of  the  City  Planning  Commission  and  to  the 
Chairman  of  the  Local  Community  Board  which  has  juris¬ 
diction  or  in  appropriate  cases  the  Chairmen  of  the  two  or 
more  Local  Community  Boards  and  the  Borough1  Board 
affected.  The  area  of  notification  to  affected  property  owners 
shall  be  defined  as  a  radius  of  400  feet  from  the  center 
of  the  lot  which  is  the  subject  matter  of  the  application 
except  that  for  lots  of  50,000  square  feet  or  more  in  area  or 
having  a  frontage  of  more  than  300  feet  on  any  one  street, 
the  affected  area  shall  be  within  a  line  running  parallel  to 
and  200  feet  from  all  site  property  lines.  A  radius  of  200 
feet  shall  be  taken  from  corners  of  the  site  property  having 
an  interior  angle  of  less  than  180  degrees.  On  all  applica¬ 
tions  for  lots  containing  separately  owned  one,  two  or  three 
family  dwellings,  and  on  applications  for  special  permits,  the 
area  of  notification  to  the  affected  property  owners  shall  be 
defined  as  a  radius  of  200  feet  from  the  center  of  the  lot.  In 
addition,  the  applicant  shall  publish  the  contents  of  Form 
7NO,  or  such  notice  as  may  be  approved  by  the  Secretary  of 
the  Board,  at  his  or  her  own  expense  in  one  newspaper  of 
local  circulation  or  one  newspaper  of  general  circulation, 
except,  that  publication  shall  not  be  required  for  applications 
involving  bulk  variances  on  separately  owned  one,  two  and 
three  family  dwellings  and  for  applications  involving  special 
permits.  The  publication  of  this  notice  shall  take  place  in 
such  newspaper  on  one  day  of  each  week  for  two  (2)  of  the 
three  (3)  weeks  prior  to  the  Public  Hearing.  The  Secretary, 
or  such  staff  member  as  the  Chairman  shall  designate,  shall 
notify  the  applicant  in  a  notice  to  accompany  Form  6CC  in 
which  newspaper  the  applicant  shall  place  the  notice  to  be 
published.  Five  (5)  days  prior  to  such  hearing  date,  the 
applicant  shall  file  a  verified  statement  that  each  property 
owner,  the  Chairman  of  the  City  Planning  Commission,  the 
Chairman  of  the  Local  Community  Board  having  jurisdiction 
or  in  the  appropriate  case  the  Chairmen  of  the  two  or  more 
Local  Community  Boards  and  the  Borough  Board  affected 
has  been  so  notified,  either  by  personal  service  or  by  certified 
mail  or  by  regular  mail.  If  such  service  has  been  by  regular 
mail,  the  applicant  shall  submit  an  affidavit  of  mailing  to¬ 
gether  with  an  official  Post  Office  Certificate  of  Mailing. 
The  applicant  shall  also  file  a  copy  of  the  published  notice 
with  appropriate  proof  of  publication.  Not  less  than  fourteen 
(14)  days  notice  of  the  said  hearing  shall  be  given  publica¬ 
tion  in  the  Bulletin  of  the  Board. 

Adjourned:  5:00  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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CORRECTION 


CORRECTION* 

The  resolution  adopted  May  23,  1978  under  Calendar 
Number  831-77-BZ  and  printed  in  Volume  LXIII,  Bulletin 
No.  22,  is  hereby  corrected  to  read  as  follows: 

831-77-BZ 

APPLICANT — Alfonso  Duarte  for  Redmont  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  November  9,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  within  an  existing 
shopping  center,  the  enlargement  in  area  of  one  building 
for  use  as  a  theatre. 

PREMISES  AFFECTED — 153-67A  Cross  Island  Parkway, 
north  side,  103.3  feet  west  of  154th  Street,  Block  4717,  Lot 
16,  Whitestone,  Borough  of  Queens.  Community  Board 
#7Q. 

APPEARANCES— 

For  Applicant :  Alfonso  Duarte. 

For  Opposition:  Frances  Gioia,  Ruth  Johnson  and  many 
others. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  11,  1978,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  2,  1978;  then  to  May  23,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  12,  1977,  acting  on  N.B.  Applic.  #174/1977, 
reads : 

“7.  Proposed  theatre  for  not  more  than  500  persons 
in  a  new  building  in  a  Cl  district  is  contrary  to  Section 
32-17  Z.R.  and  requires  a  special  permit  by  Board  of 
Standards  and  Appeals  in  accordance  with  section  32-31 
Z.R.” 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  this  shopping  center  was  previously  approved 
by  the  City  Planning  Commission;  and 

Whereas,  Community  Board  #7  has  recommended  ap¬ 
proval;  and 

Whereas,  the  Whitestone  Civic  Association  and  Robin- 
wood  Property  Owners  Associated  have  both  recommended 
approval ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-20  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-20  of  the  Zoning  Resolution,  to  permit 
in  a  Cl-2  district,  within  an  existing  shopping  center  the 
enlargement  in  area  of  one  building  for  use  as  a  theatre  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application,  marked  “Received  November 
9,  1977”,  4  sheets,  “March  2,  1978”,  one  sheet,  and  “May  19, 
1978”,  one  sheet ;  on  further  condition  that  there  shall  be  no 
X-rated  pornographic  films  displayed;  that  lighting  be  refur¬ 
bished  and  maintained  along  the  parking  area;  that  all  graf¬ 
fiti  be  removed  and  maintained  cleaned ;  that  the  parking  area 
and  premises  be  cleaned  and  regularly  maintained ;  that  all 
entrances  to  the  main  parking  area  be  closed  after  business 
hours ;  that  theatre  patrons  exit  by  the  Cross  Island  Park¬ 
way  opening  to  protect  the  residential  community;  that  the 
hours  of  operation  be  limited  to  from  1 :00  P.M.  to  11 :30 
P.M.  Monday  through  Thursday,  1 :00  P.M.  to  12  :30  A.M. 
Friday,  Saturday,  Sunday  and  holidays;  that  waste  recepti- 
cles  are  to  be  properly  screened;  that  bumper  guards  be  in¬ 
stalled  to  protect  the  abutting  residential  parcels ;  that 
screening  be  installed  along  the  14th  Avenue/Road  frontage 
in  accordance  with  Section  25-66  of  the  Zoning  Resolution; 
that  all  benches  be  repaired  and  maintained;  that  a  plan  be 
submitted  to  this  Board  showing  the  above  conditions  prior 
to  the  issuance  of  a  building  permit;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 

*  In  the  Resolved  section  the  words  “.  .  .  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
.  .  .”  has  been  included  to  correct  the  resolution. 
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ORDER  TO  SHOW  CAUSE  AND  PETITION 
SERVED  ON  THE  BOARD  OF  STANDARDS 
AND  APPEALS 

On  February  14,  1979  an  Order  to  Show  Cause  and  Petition  was 
served  on  the  Board  by  Francis  L.  Giordano,  attorney  for  the  peti¬ 
tioners  Michael  Christie  and  Miliac  Realty,  Inc.  seeking  a  review  of 
an  Appeal  brought  to  the  Board  of  Estimate  by  the  Decker  Avenue 
Civic  Association,  Inc.  of  Staten  Island  which  had  reversed  the  Board 
of  Standards  and  Appeals  grant  of  November  8,  1978,  based  on  a  deci¬ 
sion  of  the  Borough  Superintendent,  under  Section  73-35  of  the  Zoning 
Resolution,  to  permit  in  a  C4-1  district,  within  an  existing  shopping 


center,  the  addition  to  the  uses  of  an  existing  restaurant  to  include  an 
amusement  arcade.  Calender  Number  309-78-BZ,  premises  affected 
1425  Forest  Avenue,  northwest  corner  of  Barrett  Avenue,  Block  1053, 
Lot  101,  Port  Richmond,  Borough  of  Staten  Island. 


ORDER  TO  SHOW  CAUSE  AND  PETITION 
SERVED  ON  THE  BOARD  OF  STANDARDS 
AND  APPEALS 

On  March  6,  1979  an  Order  to  Show  Cause  and  Verified  Petition 
was  served  on  the  Board  by  Leonard  F.  Rothkrug,  attorney  for  the 
petitioners,  Frank  Tambakis,  Nicholas  Tambakis  and  Ann  Tambakis, 
seeking  a  review  of  an  Appeal  brought  to  the  Board  of  Estimate  by 
City  Planning  Commission  of  the  City  of  New  York  which  reversed 
the  Board  of  Standards  and  Appeals  grant  of  December  19,  1978, 
based  on  a  decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  erec¬ 
tion  of  a  one-story  building  for  use  as  a  funeral  establishment  with 
accessory  parking  in  the  open  area.  Calendar  Number  208-78-BZ, 
premises  affected,  2145  Richmond  Avenue,  east  side,  11.74  feet  south 
of  Rockland  Avenue,  Block  2360,  Lot  54,  New  Springville,  Borough 
of  Staten  Island. 
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New  Cases  filed  up  to  March  6,  1979 

Cal.  No.  Dept.  Premises  Affected 

184-79-A — B.S.I. — 43  Valdemar  Avenue,  north  side,  102.05 
feet  east  of  Queensdale  Avenue,  Block  6857,  Lot  35, 
Huguenot,  Borough  of  Staten  Island.  N.B.  #1952/78  re- 
storm  water  disposal  (Local  Law  #7). 


185-79-A — B.S.I. — 881  Ionia  Avenue,  northwest  corner 
of  Vernon  Avenue,  Block  6880,  Lot  40,  Huguenot,  Bor¬ 
ough  of  Staten  Island.  N.B.  #1844/78  re-  storm  water 
disposal  (Local  Law  #7). 


186-79- A — B.S.I. — 891  Ionia  Avenue,  north  side,  119.83 
feet  west  of  Vernon  Avenue,  Block  6880,  Lot  46,  Hu¬ 
guenot,  Borough  of  Staten  Island.  N.B.  #1843/78  re¬ 
storm  water  disposal  (Local  Law  #7). 


187-79-A — B.S.I. — 901  Ionia  Avenue,  north  side,  219.83 
feet  west  of  Vernon  Avenue,  Block  6880,  Lot  51,  Hu¬ 
guenot,  Borough  of  Staten  Island.  N.B.  #1842/78  re¬ 
storm  water  disposal  (Local  Law  #7). 


188-79-A — B.S.I. — 911  Ionia  Avenue,  north  side,  200  feet 
east  of  Foster  Road,  Block  6880,  Lot  56,  Huguenot,  Bor¬ 
ough  of  Staten  Island.  N.B.  #1841/78  re-  storm  water 
disposal  (Local  Law  #7). 


189-79-A — B.S.I. — 921  Ionia  Avenue,  north  side,  100  feet 
east  of  Foster  Road,  Block  6880,  Lot  59,  Huguenot,  Bor¬ 
ough  of  Staten  Island.  N.B.  #1840/78  re-  storm  water 
disposal  (Local  Law  #7). 


190-79-A — B.S.I. — 1440  Forest  Hill  Road,  north  side, 
196.49  feet  west  of  Travis  Avenue,  Block  2370,  Lot  400, 
New  Springville,  Borough  of  Staten  Island.  N.B.  #9/79 
re-  storm  water  disposal  (Local  Law  #7). 


191-79-A — B.S.I. — 1442  Forest  Hill  Road,  north  side, 
234.55  feet  west  of  Travis  Avenue,  Block  2370,  Lot  401, 
New  Springville,  Borough  of  Staten  Island.  N.B.  #10/79 
re-  storm  water  disposal  (Local  Law  #7). 


192-79-A — B.S.I. — 1446  Forest  Hill  Road,  north  side, 
259.94  feet  west  of  Travis  Avenue,  Block  2370,  Lot  402, 
New  Springville,  Borough  of  Staten  Island.  N.B.  #11/79 
re-  storm  water  disposal  (Local  Law  #7). 


193-79-A — B.S.I. — 1448  Forest  Hill  Road,  north  side, 
285.33  feet  west  of  Travis  Avenue,  Block  2370,  Lot  404, 
New  Springville,  Borough  of  Staten  Island.  N.B.  #12/79 
re-  storm  water  disposal  (Local  Law  #7). 


194-79-A — B.S.I. — 1452  Forest  Hill  Road,  north  side, 
310.72  feet  west  of  Travis  Avenue,  Block  2370,  Lot  405, 
New  Springville,  Borough  of  Staten  Island.  N.B.  #13/79 
re-  storm  water  disposal  (Local  Law  #7). 


195-79-A — B.S.I. — 1454  Forest  Hill  Road,  north  side, 
336.11  feet  west  of  Travis  Avenue,  Block  2370,  Lot  406, 
New  Springville,  Borough  of  Staten  Island.  N.B.  #14/79 
re-  storm  water  disposal  (Local  Law  #7). 


196-79-A — B.S.I. — 1458  Forest  Hill  Road,  north  side, 
361.50  feet  west  of  Travis  Avenue,  Block  2370,  Lot  408, 
New  Springville,  Borough  of  Staten  Island.  N.B.  #15/79 
re-  storm  water  disposal  (Local  Law  #7). 


197-79-A — B.S.I. — 1460  Forest  Hill  Road,  north  side, 
386.89  feet  west  of  Travis  Avenue,  Block  2370,  Lot  409, 
New  Springville,  Borough  of  Staten  Island.  N.B.  #16/79 
re-  storm  water  disposal  (Local  Law  #7). 


198- 79-A — B.S.I. — 1464  Forest  Hill  Road,  north  side, 
412.28  feet  west  of  Travis  Avenue,  Block  2370,  Lot  410, 
New  Springville,  Borough  of  Staten  Island.  N.B.  #17/79 
re-  storm  water  disposal  (Local  Law  #7). 

199- 79-A — B.S.I. — 1466  Forest  Hill  Road,  north  side, 
437.67  feet  west  of  Travis  Avenue,  Block  2370,  Lot  412, 
New  Springville,  Borough  of  Staten  Island.  N.B.  #18-79 
re-  storm  water  disposal  (Local  Law  #7). 


200-79- A — B.S.I.— 946  Rockland  Avenue,  south  side, 
668.71  feet  east  of  Kelly  Boulevard,  Block  2375,  Lot  45, 
New  Springville,  Borough  of  Staten  Island.  N.B. 
#2137/78  re-  storm  water  disposal  (Local  Law  #7). 


201-79-A — B.S.I. — 944  Rockland  Avenue,  south  side, 

700.61  feet  east  of  Kelly  Boulevard,  Block  2375,  Lot  46, 
New  Springville,  Borough  of  Staten  Island.  N.B. 
#2138/78  re-  storm  water  disposal  (Local  Law  #7). 


202-79-A — B.S.I. — 942  Rockland  Avenue,  south  side, 

731.61  feet  east  of  Kelly  Boulevard,  Block  2375,  Lot  48, 
New  Springville,  Borough  of  Staten  Island.  N.B. 
#2139/78  re-  storm  water  disposal  (Local  Law  #7). 


203-79-A — B.S.I. — 940  Rockland  Avenue,  south  side, 

762.61  feet  east  of  Kelly  Boulevard,  Block  2375,  Lot  49, 
New  Springville,  Borough  of  Staten  Island.  N.B. 
#2140/78  re-  storm  water  disposal  (Local  Law  #7). 


204-79-BZ — B.M. — 48  West  22nd  Street,  south  side, 
210.5  feet  east  of  Avenue  of  the  Americas,  Block  823, 
Lot  69,  Borough  of  Manhattan,  Community  Board  #5M. 
Alt.  1149/78  re-  Proposed  change  of  use  from  manufac¬ 
turing  to  general  residential  living — loft  dwelling.  Cont. 
to  Section  41-11  Z.R. 


205-79-BZ — B.B.K. — 1660  49th  Street,  south  side,  270  feet 
west  of  17th  Avenue,  Block  5454,  Lot  34,  Borough  of 
Brooklyn,  Community  Board  #12BK.  N.B.  #24/79  re- 
Proposed  front  yard.  Cont.  to  Section  23-45  Z.R. 


206-79-SA — Decade  400,  Self  Service  Control  Console, 
Manufactured  by  Petroleum  Equipment  Division,  Dresser 
Industries,  Incorporated. 


207-79-SA — Series  310,  320,  330  and  Series  E511  and 
E511E,  Motor  Fuel  Dispensing,  Manufactured  by  Pe¬ 
troleum  Equipment  Division,  Dresser  Industries,  Incor¬ 
porated. 


208-79-A — B.S.I. — 70  Summit  Road,  south  side,  40.70 
feet  east  of  Bryant  Street,  40.70  feet  east  of  Bryant 
Street,  Block  7942,  Lot  3,  Tottenville,  Borough  of  Staten 
Island.  N.B.  #1469/78  re-  storm  water  disposal  (Local 
Law  #7). 


209-79-A — B.S.I. — 15  Bryant  Street,  east  side,  88.18  feet 
south  of  Summit  Road,  Block  7942,  Lot  39,  Tottenville, 
Borough  of  Staten  Island.  N.B.  #1470/78  re-  Sec.  36, 
Art.  3,  General  City  Law,  building  not  fronting  on  a 
legal  street;  storm  water  disposal  (Local  Law  #7). 


210-79-A — B.S.I. — 19  Bryant  Street,  east  side,  144.18 
feet  south  of  Summit  Road,  Block  7942,  Lot  37,  Totten¬ 
ville,  Borough  of  Staten  Island.  N.B.  #1471/78  re-  Sec. 
36,  Art.  3,  General  City  Law,  building  not  fronting  on  a 
legal  street;  storm  water  disposal  (Local  Law  #7). 


211-79-A — B.S.I. — 25  Bryant  Street,  east  side,  112.00  feet 
north  of  Pittsville  Avenue,  Block  7942,  Lot  32,  Totten¬ 
ville,  Borough  of  Staten  Island.  N.B.  #1472/78  re-  Sec. 
36,  Art.  3,  General  City  Law,  building  not  fronting  on  a 
legal  street;  storm  water  disposal  (Local  Law  #7). 
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212-79-A— B.S.I. — 31  Bryant  Street,  east  side,  56.00  feet 
north  of  Pittsville  Avenue,  Block  7942,  Lot  32,  Totten- 
ville,  Borough  of  Staten  Island.  N.B.  #1473/78  re-  Sec. 
36,  Art.  3,  General  City  Law,  building  not  fronting  on  a 
legal  street;  storm  water  disposal  (Local  Law  #7). 


213-79-A — B.S.I. — 35  Bryant  Street,  northeast  corner  of 
Pittsville  Avenue,  Block  7942,  Lot  27,  Tottenville,  Bor¬ 
ough  of  Staten  Island.  N.B.  #1474/78  re-  Sec.  36,  Art.  3, 
General  City  Law,  building  not  fronting  on  a  legal  street; 
storm  water  disposal  (Local  Law  #7). 


214-79-A — B.S.I. — 32  Connecticut  Street,  west  side,  106.18 
feet  south  of  Summit  Road,  Block  7942,  Lot  13,  Totten¬ 
ville,  Borough  of  Staten  Island.  N.B.  #1475/78  re-  Sec. 
36,  Art.  3,  General  City  Law,  building  not  fronting  on  a 
legal  street;  storm  water  disposal  (Local  Law  #7). 


215-79-A — B.S.I. — 38  Connecticut  Street,  west  side,  166.18 
feet  south  of  Summit  Road,  Block  7942,  Lot  15,  Totten¬ 
ville,  Borough  of  Staten  Island.  N.B.  #1476/78  re-  Sec. 
36,  Art.  3,  General  City  Law,  building  not  fronting  on  a 
legal  street;  storm  water  disposal  (Local  Law  #7). 


216-79-A — B.S.I. — 44  Connecticut  Street,  west  side,  120.00 
feet  north  of  Pittsville  Avenue,  Block  7942,  Lot  17, 
Tottenville,  Borough  of  Staten  Island.  N.B.  #1477/78 
re-  Sec.  36,  Art.  3,  General  City  Law,  building  not  front¬ 
ing  on  a  legal  street;  storm  water  disposal  (Local  Law 

#7). 


217-79-A — -B.S.I. — 50  Connecticut  Street,  west  side,  60.00 
feet  north  of  Pittsville  Avenue,  Block  7942,  Lot  21, 
Tottenville,  Borough  of  Staten  Island.  N.B.  #1478/78 
re-  Sec.  26,  Art.  3,  General  City  Law,  building  not  front¬ 
ing  on  a  legal  street;  storm  water  disposal  (Local  Law 
#7). 


218-79-A — B.S.I. — 56  Connecticut  Street,  northwest  cor¬ 
ner  of  Pittsville  Avenue,  Block  7942,  Lot  23,  Tottenville, 
Borough  of  Staten  Island.  N.B.  #1479/78  re-  Sec.  26, 
Art.  3,  General  City  Law,  building  not  fronting  on  a 
legal  street;  storm  water  disposal  (Local  Law  #7). 


219-79-A — B.S.I. — 84  Mason  Boulevard,  southwest  corner 
of  Rossville  Avenue,  Block  7028,  Lot  83,  Rossville,  Bor¬ 
ough  of  Staten  Island.  N.B.  #  1 701/78  re-  storm  water 
disposal  (Local  Law  #7). 


220-79-A — -B.S.I. — 94  Mason  Boulevard,  south  side,  92.16 
feet  west  of  Rossville  Avenue,  Block  7028,  Lot  78,  Ross¬ 
ville,  Borough  of  Staten  Island.  N.B.  #1702/78  re-  storm 
water  disposal  (Local  Law  #7). 


221-79-A — B.S.I. — 104  Mason  Boulevard,  south  side,  192.16 
feet  west  of  Mason  Boulevard,  Block  7028,  Lot  73,  Ross¬ 
ville,  Borough  of  Staten  Island.  N.B.  #1703/78  re-  storm 
water  disposal  (Local  Law  #7). 


222-79- A — B.S.I. — 114  Mason  Boulevard,  south  side,  292.16 
feet  west  of  Rossville  Avenue,  Block  7028,  Lot  68,  Ross¬ 
ville,  Borough  of  Staten  Island.  N.B.  #1704/78  re-  storm 
water  disposal  (Local  Law  #7). 


223-79-A — B.S.I. — 124  Mason  Boulevard,  south  side,  392.16 
feet  west  of  Rossville  Avenue,  Block  7028,  Lot  63,  Ross¬ 
ville,  Borough  of  Staten  Island.  N.B.  #1705/78  re-  storm 
water  disposal  (Local  Law  #7). 


224-79-A — B.S.I. — 134  Mason  Boulevard,  south  side,  492.16 
feet  west  of  Rossville  Avenue,  Block  7028,  Lot  58,  Ross¬ 
ville,  Borough  of  Staten  Island.  N.B.  #1706/78  re-  storm 
water  disposal  (Local  Law  #7). 


225-79-A — B.S.I. — 144  Mason  Boulevard,  south  side,  592.16 
feet  west  of  Rossville  Avenue,  Block  7028,  Lot  53,  Bor¬ 
ough  of  Staten  Island.  N.B.  #1707/78  re-  storm  water 
disposal  (Local  Law  #7). 


226-79-A — B.S.I. — 150  Mason  Boulevard,  southeast  corner 
of  Maguire  Avenue,  Block  7028,  Lots  45  and  50,  Rossville, 
Borough  of  Staten  Island.  N.B.  #1708/79  re-  storm 
water  disposal  (Local  Law  #7). 


227-79-A — B.S.I. — 165  McBaine  Avenue,  northwest  cor¬ 
ner  of  Maguire  Avenue,  Block  7045,  Lot  145,  Rossville, 
Borough  of  Staten  Island.  N.B.  #1661/78  re-  storm 
water  disposal  (Local  Law  #7). 


228- 79-A — B.S.I. — 166  Mason  Boulevard,  southwest  cor¬ 
ner  of  Maguire  Avenue,  Block  7045,  Lot  265,  Rossville, 
Borough  of  Staten  Island.  N.B.  #1662/78  re-  storm 
water  disposal  (Local  Law  #7). 

229- 79-A — B.S.I. — 180  Mason  Boulevard,  south  side, 137.96 
feet  west  of  Maguire  Avenue,  Block  7045,  Lot  260,  Ross¬ 
ville,  Borough  of  Staten  Island.  N.B.  #1663/78  re-  storm 
water  disposal  (Local  Law  #7). 


230-79-A — B.S.I. — 190  Mason  Boulevard,  south  side,  137.96 
feet  west  of  Maguire  Avenue,  Block  7045,  Lot  255,  Ross¬ 
ville,  Borough  of  Staten  Island.  N.B.  #1664/78  re-  storm 
water  disposal  (Local  Law  #7). 


231-79-SA — Roth  Turbine  Pump,  Model  No.  41TS8654SI 
Serial  No.  790740,  manufactured  by  Roth  Pump  Com¬ 
pany. 


232-79-SA— Baking  ovens  (gas  or  oil  fired)  batch  and  con¬ 
veyor  type,  manufactured  by  Deiden  Industries  Ltd. 


233-79-GR — Applicability  of  the  requirement  of  the  Board 
of  Standard  and  Appeals,  concerning  the  minimum  sound 
level  of  audible  alarm  of  smoke  detectors,  of  smoke  detec¬ 
tors,  of  smoke  detectors  approved  by  the  Board  before 
April  3,  1979. 


234-79-A — Packaging  of  combustible  mixture  known  as 
“Premium  “8”  Gas  Line  Anti-Freeze’’,  in  12  ounce  HDPE 
with  CR  Cap,  container  not  in  compliance  with  Admini¬ 
strative  Code. 


235-79-BZ — B.B. — 2625  and  2627  Harway  Avenue,  north¬ 
east  corner  of  Bay  43rd  Street,  Block  6898,  Lot  9,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #13BK.  Alt. 
#854/78  re-  Proposed  extension  of  a  funeral  parlor  use 
group  #7,  into  residence  uses  dist.  Cont.  to  Sec.  22.00  Z.R. 


236-79-SA — Alarm  vales,  various  models  for  use  in  Auto¬ 
matic  Fire  Protection  Systems,  manufactured  by  Grinnell 
Fire  Protection  Systems  Company,  Incorporated,  Gem 
Sprinkler  Company. 


237-79-A — B.S.I. — 44  Edith  Avenue,  south  side,  100.00 
feet  east  of  Linden  Avenue,  Block  6535,  Lot  5,  Huguenot, 
Borough  of  Staten  Island.  N.B.  #768/78  re-  storm 
water  disposal  (Local  Law  #7). 


238-79-A — B.S.I. — 389  Linden  Avenue,  southeast  corner 
of  Edith  Avenue,  Block  6535,  Lot  1,  Huguenot,  Borough 
of  Staten  Island.  N.B.  #769/78  re-  storm  water  disposal 
(Local  Law  #7). 


239-79-A — B.S.I. — 399  Linden  Avenue,  east  side,  100.18 
feet  south  of  Edith  Avenue,  Block  6535,  Lot  70,  Hugue¬ 
not,  Borough  of  Staten  Island.  N.B.  #770/78  re-  storm 
water  disposal  (Local  Law  #7). 
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240-79-A — B.S.I. — 409  Linden  Avenue,  east  side,  200.18 
feet  south  of  Edith  Avenue,  Block  6535,  Lot  65,  Huguenot, 
Borough  of  Staten  Island.  N.B.  #771/78  re-  storm  water 
disposal  (Local  Law  #7). 


241-79-A — B.S.I. — 419  Linden  Avenue,  east  side,  199.82 
feet  north  of  Chester  Avenue,  Block  6535,  Lot  60,  Hugue¬ 
not,  Borough  of  Staten  Island.  N.B.  #772/78  re-  storm 
water  disposal  (Local  Law  #7). 


242-79-A — B.S.I. — 429  Linden  Avenue,  east  side,  99.82 
feet  north  of  Chester  Avenue,  Block  6535,  Lot  55,  Hugue¬ 
not,  Borough  of  Staten  Island.  N.B.  #773/78  re-  storm 
water  disposal  (Local  Law  #7). 


243-79-A — B.S.I. — 439  Linden  Avenue,  northeast  corner 
of  Chester  Avenue,  Block  6535,  Lot  48,  Huguenot,  Bor¬ 
ough  of  Staten  Island.  N.B.  #774/78  re-  storm  water 
disposal  (Local  Law  #7). 


244-79-A — B.S.I. — 15  Chester  Avenue,  north  side,  95.09 
feet  west  of  Jarvis  Avenue,  Block  6535,  Lot  43,  Huguenot, 
Borough  of  Staten  Island.  N.B.  #775/78  re-  storm  water 
disposal  (Local  Law  #7). 


245-79-A — B.S.I. — 66  Jarvis  Avenue,  southwest  corner  of 
Edith  Avenue,  Block  6535,  Lot  10,  Huguenot,  Borough 
of  Staten  Island.  N.B.  #776/78  re-  storm  water  disposal 
(Local  Law  #7). 


246-79-A — B.S.I. — 76  Jarvis  Avenue,  west  side,  100.18  feet 
south  of  Edith  Avenue,  Block  6535,  Lot  16,  Huguenot, 
Borough  of  Staten  Island.  N.B.  #777/78  re-  storm  water 
disposal  (Local  Law  #7). 


247-79-A — B.S.I. — 86  Jarvis  Avenue,  west  side,  200.18  feet 
south  of  Edith  Avenue,  Block  6535,  Lot  21,  Huguenot, 
Borough  of  Staten  Island.  N.B.  #778/78  re-  storm 
water  disposal  (Local  Law  #7). 


248-79-A— B.S.I. — 96  Jarvis  Avenue,  west  side,  199.87 
north  of  Chester  Avenue,  Block  6535,  Lot  26,  Huguenot, 
Borough  of  Staten  Island.  N.B.  #779/78  re-  storm 
water  disposal  (Local  Law  #7). 


249-79-A — B.S.I. — 106  Jarvis  Avenue,  west  side,  99.87 
feet  north  of  Chester  Avenue,  Block  6535,  Lot  31,  Hugue¬ 
not,  Borough  of  Staten  Island.  N.B.  #780/78  re-  storm 
water  disposal  (Local  Law  #7). 


250-79- A — B.S.I. — 116  Jarvis  Avenue,  northwest  corner 
of  Chester  Avenue,  Block  6535,  Lot  36,  Huguenot,  Bor¬ 
ough  of  Staten  Island,  re-  storm  water  disposal  (Local 
Law  #7). 


251-79-BZ — B.Q. — 92-36  Merrick  Boulevard  and  92-35 
165th  Street,  west  side,  110.42  feet  north  of  Archer 
Avenue,  Block  10155,  Lot  24,  Jamaica,  Borough  of 
Queens.  Community  Board  #12Q.  Alt.  #1056/76  re¬ 
number  of  parking  space  as  approved  under  Cal.  #327-64- 
BZ  and  203-78-BZ  Cont.  to  such  approval,  proposed  en¬ 
largement  in  accordance  with  the  provision  of  Sec.  36-21 
Z.R. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q.— Department  of  Buildings,  Queens;  B.S.I. — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


APRIL  3,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  morning,  April  3,  1979,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

SPECIAL  ORDER  CALENDAR 

360-78-BZ 

APPLICANT — McGee  and  Morsellino  for  Flushing  Federal 
Savings  and  Loan  and  Estates  of  Harry  and  Leonard 
Miller,  owners;  McDonald’s  Corporation,  lessee,  Franchise 
Realty  Interstate  Corporation,  Contract- Vendee. 
SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  May  16,  1978 — decision  of  the  Borough 
Superintendent,  under  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  and  R3-2  district  the 
erection  of  a  one  story  restaurant  with  accessory  park¬ 
ing  and  business  sign  in  the  residence  district,  with  a  sign 
that  exceeds  the  permitted  surface  area  and  with  a  busi¬ 
ness  entrance  within  50  feet  of  intersecting  street. 
PREMISES  AFFECTED— 154-17  North  Conduit  Avenue, 
northeast  corner  of  Rockaway  Boulevard,  Block  12310, 
Lots  1,  4  and  80,  Jamaica,  Borough  of  Queens. 


860-49-BZ 

APPLICANT — Gerald  M.  Daub  for  C.  Lawrence  Keller, 
Executor,  Estate  of  Charles  G.  Keller,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  June  26,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7e  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  change  in  occupancy  on  first 
floor  from  dining  and  club  rooms  to  club  room  and  offices. 

PREMISES  AFFECTED— 317-319  West  45th  Street,  north 
side,  225  feet  \x/>  inches  west  of  8th  Avenue,  Block  1036, 
Lot  23,  Borough  of  Manhattan.  Communty  Board  #4M. 


903-66-BZ 

APPLICANT — Herbert  Ruderman  for  Albert  Maroon, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  22, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  a  C6-2  district,  the  erection  of  a 
new  second  floor  in  an  existing  five  story  garage  and  auto¬ 
motive  repair  shop  previously  before  the  Board. 

PREMISES  AFFECTED— 354-356  West  53rd  Street, 
south  side,  175  feet  east  of  9th  Avenue,  Block  1043,  Lot  56, 
Borough  of  Manhattan.  Community  Board  #4M. 


640-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  P  and  H  Asso¬ 
ciates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  28, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-9  (R10)  and  R8  district,  on 
a  plot  with  two  six  story  structures,  the  erection  of  a  28 
story  mixed  building  that  exceeds  the  adjusted  floor  area 
ratio,  has  less  than  the  required  lot  area  per  room  and 
accessory  parking  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 1443-1451  Third  Avenue  and 
200-216  East  82nd  Street,  southeast  corner,  Block  1527, 
Lot  41,  Borough  of  Manhattan. 
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578-56-BZ 

APPLICANT — Charles  M.  Spindler  Associates  for  Leemilts 
Petroleum,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  September  18,  1977 — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  maintenance  of  a  parking 
and  storage  lot  for  more  than  5  motor  vehicles  of  the 
passenger  car  type. 

PREMISES  AFFECTED— 1363  Taylor  Avenue  and  1815 
McGraw  Avenue,  northwest  corner,  Block  3881,  Lot  1,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #9BX. 


115-58-BZ 

APPLICANT — Kenneth  H.  Koons  for  Robert  Ahders, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  January  8,  1979 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a  local 
retail  use  district,  the  extension  of  parking  from  the  present 
four  (4)  car  metal  garage  to  include  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  on  the 
unbuilt  portion  of  the  premises. 

PREMISES  AFFECTED — 1061  Ogden  Avenue,  west  side, 
70  feet  north  of  West  165th  Street,  Block  2526,  Lot  32, 
Borough  of  The  Bronx.  Community  Board  #4BX. 


222-56-BZ 

APPLICANT — Kenneth  H.  Koons  for  Metropolitan  Trans¬ 
portation  Authority,  long  term  lessee ;  Pennsylvania  Cen¬ 
tral  Railroad,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  12, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  parking  for 
more  than  five  cars. 

PREMISES  AFFECTED — East  side  of  New  York  Central 
Railroad  Right-of-Way,  394  feet  north  of  West  254th 
Street  and  390  feet  west  of  Palisade  Avenue,  Block  3427, 
Part  of  Lot  100,  Riverdale,  Borough  of  The  Bronx. 
Community  Board  #8BX. 


328-35-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Mao-Hal  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  October  27,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7f,  7i  and  7h  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  car  wash,  motor 
vehicle  repairs,  storage  and  sale  of  accessories  and  office, 
and  permitting  the  parking  and  storage  of  motor  vehicles 
on  unbuilt  portion  of  plot 

PREMISES  AFFECTED — 922  Westchester  Avenue  and 
908-923  East  163rd  Street  and  910-918  Rogers  Place, 
southeast  corner,  Block  2697,  Lot  35,  Borough  of  the 
Bronx.  Community  Board  #2BX. 


ZONING  CASES 

505-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
the  subdivision  of  a  plot  containing  eleven  buildings  into 
individual  dwelling  units  that  creates  non-compliance  in 
the  lot  area  requirements. 

PREMISES  AFFECTED— 562  Midland  Avenue,  south 
side,  103.15  feet  west  of  Olympia  Boulevard,  Block  3804, 
Lot  20,  Midland  Beach,  Borough  of  Staten  Island.  Com¬ 
munity  Board  #2S.I. 


506-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
on  a  plot  containing  eleven  buildings,  the  subdivision  into 
individual  dwelling  units  that  creates  non-compliance  in 
the  lot  area  requirements  and  side  yard  encroachment. 

PREMISES  AFFECTED — 564  Midland  Avenue,  sout’  west 
corner  of  Olympia  Boulevard,  Block  3804,  Lot  27,  Midland 
Beach,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 


507-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978— decision  of  ffie  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
on  a  plot  containing  eleven  buildings,  the  subdivision  into 
individual  dwelling  units  that  creates  non-compliance  in 
the  lot  requirements  and  side  yard  encroachment 

PREMSES  AFFECTED — 1085  Olympia  Bouevard,  south¬ 
west  corner  of  Midland  Avenue,  Block  3804,  Lot  35,  Mid¬ 
land  Beach,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 


508-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
on  a  plot  with  eleven  buildings,  the  subdivision  into  in¬ 
dividual  dwelling  units  that  creates  non-compliance  in 
the  lot  area  requirement  and  encroachment  into  the  side 
and  rear  yard. 

PREMISES  AFFECTED — 1089  Olympia  Boulevard,  west 
side,  82.25  feet  south  of  Midland  Avenue,  Block  3804,  Lot 
37,  Midland  Beach,  Borough  of  Staten  Island.  Com¬ 
munity  Board  #2S.I. 


509-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
on  a  plot  containing  eleven  buildings,  the  subdivision  into 
individual  dwelling  units  that  creates  non-compliance  in 
the  lot  area  requirements  and  side  yard  encroachment. 
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PREMISES  AFFECTED— 1087  Olympia  Boulevard,  west 
side,  57.66  feet  south  of  Midland  Avenue,  Block  3804,  Lot 
36,  Midland  Beach,  Borough  of  Staten  Island.  Com¬ 
munity  Board  #2S.I. 


510-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
on  a  plot  with  eleven  buildings,  the  subdivision  into  in¬ 
dividual  dwelling  units  that  creates  non-compliance  in  the 
lot  area  requirement  and  encroachment  into  the  required 
front  and  side  yards. 

PREMISES  AFFECTED — Midland  Avenue,  west  side, 
33.05  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot 
21,  Midland  Beach,  Borough  of  Staten  Island.  Com¬ 
munity  Board  #2S.I. 


511-78-BZ 

APPLICANT— Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  on  a 
plot  with  eleven  buildings,  the  subdivision  into  indivi¬ 
dual  dwelling  units  that  creates  non-compliance  in  the  lot 
area  requirement  and  encroachment  into  the  required  front 
and  side  yards. 

PREMISES  AFFECTED — Midland  Avenue,  west  side, 

60.81  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot  22, 
Midland  Beach,  Borough  of  Staten  Island.  Community 
Board  #2S.I. 


512-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Bro¬ 
kerage  Corporation,  owner. 

SUBJECT — Application  June  30,  1978— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Midland  Avenue,  west  side, 

60.81  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot  22, 
Midland  Beach,  Borough  of  Staten  Island. 


513-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Bro¬ 
kerage  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot 
containing  eleven  buildings,  the  subdivision  into  individual 
dwelling  units  that  creates  non-compliance  in  the  lot  area 
requirement  and  encroaches  into  the  required  front  and 
rear  yards. 

PREMISES  AFFECTED — Midland  Avenue,  west  side, 

84.20  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot  23, 
Midland  Beach,  Borough  of  Staten  Island.  Community 
Board  #2S.I. 


514-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Bro¬ 
kerage  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 


PREMISES  AFFECTED — Midland  Avenue,  west  side, 

84.20  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot  23, 
Midland  Beach,  Borough  of  Staten  Island. 


515-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Bro¬ 
kerage  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot 
with  eleven  buildings,  the  subdivision  into  individual  dwell¬ 
ing  units  that  creates  non-compliance  in  the  lot  area  require¬ 
ment,  lot  area  per  room  and  encroaches  into  the  required 
front  and  side  yard. 

PREMISES  AFFECTED — Midland  Avenue,  east  side, 
33.05  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot  26, 
Midland  Beach,  Borough  of  Staten  Island. 


516-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  [sum]  building  not  fronting  on  a  legally  mapped 
street. 

PREMISES  AFFECTED — Midland  Avenue,  east  side, 
33.05  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot 
26,  Midland  Beach,  Borough  of  Staten  Island. 


517-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  on  a  plot 
with  eleven  buildings,  the  subdivision  into  individual  dwell¬ 
ing  units  that  creates  non-compliance  in  the  lot  area  re¬ 
quirement  and  encroachment  into  the  required  front  and 
side  yards. 

PREMISES  AFFECTED — Midland  Avenue,  east  side, 

60.81  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot  25, 
Midland  Beach,  Borough  of  Staten  Island.  Community 
Board  #2S.I. 


518-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owners. 

SUBJECT — Application  June  30,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Midland  Avenue,  east  side, 

60.81  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot  25, 
Midland  Beach,  Borough  of  Staten  Island. 


519-78-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  on 
a  plot  containing  eleven  buildings,  the  subdivision  into  in¬ 
dividual  dwelling  units  that  creates  non-compliance  in  the 
lot  area  requirement  and  encroachment  into  the  required 
front  side  and  rear  yards. 

PREMISES  AFFECTED — Midland  Avenue,  east  side, 

84.20  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot 
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24,  Midland  Beach,  Borough  of  Staten  Island.  Community- 
Board  #2S.I. 


520-78-A 

APPLICANT — Alphonse  J.  Calvanico,  for  Sunshine  Bro¬ 
kerage  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Midland  Avenue,  east  side, 
84.20  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot  24, 
Midland  Beach,  Borough  of  Staten  Island. 


521-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Sunshine  Bro¬ 
kerage  Corporation,  owner. 

SUBJECT — Application  June  30,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — Midland  Avenue,  west  side, 
33.05  feet  south  of  Olympia  Boulevard,  Block  3804,  Lot  21, 
Midland  Beach,  Borough  of  Staten  Island. 


905-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Nicholas  Kotso- 
nis,  Harry  Goldstein  and  Alice  Harkavy  Karp,  owner ; 
Material  Yardworkers  1175  Pension  Fund,  Contract 
Vendee. 

SUBJECT — Application  October  17,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  and  R3-2  district, 
the  erection  of  a  two  story  store  and  office  building  extend¬ 
ing  into  the  residence  district  with  accessory  parking  in 
the  open  area. 

PREMISES  AFFECTED— 2093/99  Flatbush  Avenue,  and 
4401/19  Avenue  N,  northeast  corner,  Block  7869,  Lot  2, 
Borough  of  Brooklyn.  Community  Board  #18BK. 


1082-78-BZ 

APPLICANT — Charles  Lazarus  for  Kasar  Persad,  owner. 

SUBJECT — Application  November  17,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  in  an  existing 
five  story  and  basement  multiple  dwelling  the  conversion 
of  a  portion  of  the  first  floor  into  a  retail  store. 

PREMISES  AFFECTED — 1215  Grand  Concourse,  north¬ 
west  corner  of  east  167th  Street,  Block  2464,  Lot  1, 
Borough  of  Bronx.  Community  Board  #4BX. 


1131-78-BZ 

APPLICANT — Kenneth  V.  Downs  for  New  York  Tele¬ 
phone  Company,  owner. 

SUBJECT — Application  December  8,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  73-00  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  telephone  ex¬ 
change  with  accessory  parking  previously  before  the 
Board. 

PREMISES  AFFECTED — 1745  Richmond  Avenue,  east 
side,  340.8  feet  south  of  Victory  Boulevard,  Block  2072, 
Lot  15,  New  Springville,  Borough  of  Staten  Island.  Com¬ 
munity  Board  #2S.I. 


967-77-BZ 

APPLICANT — Sheldon  Lobel  for  Romford  Realty  Corpo¬ 
ration,  owner. 


SUBJECT — Application  December  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -9  district,  the  amendment 
to  a  new  building  application  that  creates  non-compliance 
in  lot  area  per  room. 

PREMISES  AFFECTED — 301/303  East  83rd  Street  and 
1602/1614  Second  Avenue,  northeast  corner,  Block  1546, 
Lots  1  and  50,  Borough  of  Manhattan.  Community  Board 
#8M. 

Laid  over  from  March  13,  1979,  for  hearing. 


223-78-A 

APPLICANT — Sheldon  Lobel  for  Romford  Realty  Corpo¬ 
ration,  owner. 

SUBJECT— Application  April  4,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  review  and  inter¬ 
pretation  of  zoning  matter. 

PREMISES  AFFECTED— 301-303  East  83rd  Street,  and 
1614  Second  Avenue,  northeast  corner  of  East  83rd  Street 
and  Second  Avenue,  Block  1546,  Lot  1  and  50,  Borough 
of  Manhattan. 

Laid  over  from  March  13,  1979,  for  hearing. 


492-78-A 

APPLICANT — Irving  E.  Minkin,  P.E.,  Acting  Commis¬ 
sioner  of  Department  of  Buildings. 

OWNER  OF  PREMISES— H.  J.  Kalikow  and  Company, 
Incorporated. 

SUBJECT — Application  June  28,  1978— for  Revocation  of 
Certificate  of  Occupancy  #78511. 

PREMISES  AFFECTED— 301/303  83rd  Street  and  1602/ 
1610  Second  Avenue,  northeast  corner,  Block  1546,  Lots 
1-5,  62,  Borough  of  Manhattan. 

Laid  over  from  March  13,  1979,  for  hearing. 


899-78-BZ 

APPLICANT — Alfonso  Duarte  for  United  Tamudical 
Academy,  owner. 

SUBJECT — Application  October  12,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  M3-1  district,  the  conversion 
of  an  existing  three  story  manufacturing  building  into  a 
Parochial  school. 

PREMISES  AFFECTED — 460  Kent  Avenue,  northwest 
corner  of  Division  Avenue,  Block  2134,  Lot  1,  Borough  of 
Brooklyn.  Community  Board  #1BK. 

Laid  over  from  February  27,  1979,  for  continued  hearing. 


701-78-BZ 

APPLICANT — A.  H.  Salkowitz  and  Carl  Heimberger  for 
Seaview  Company,  C.  O.  Benjamin  Duhl,  owner.  Wald- 
baum’s  Incorporated,  lessee. 

SUBJECT — Application  August  15,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  and  R5  district,  within  an 
existing  shopping  center,  the  enlargement  in  area  of  the 
supermarket  portion  into  the  residence  district. 

PREMISES  AFFECTED— 1847  to  1887  Rockaway,  south¬ 
east  corner  of  Avenue  M,  Block  8281,  Lots  22,  24,  66  and 
67,  Borough  of  Brooklyn.  Commuity  Board  #18BK. 

Laid  over  from  March  13,  1979,  for  decision;  hearing 

closed. 
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APRIL  3,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
'ncsday  afternoon,  April  3,  1979,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

233-79-GR 

SUBJECT — Applicability  of  the  requirement  of  the  Board  of 
Standards  and  Appeals,  concerning  the  minimum  sound 
level  of  audible  alarms  of  smoke  detectors,  of  smoke  de¬ 
tectors  approved  by  the  Board  before  April  3,  1979. 


740-78-SA 

APPLICANT — Variguard  Central  Station  Alarm  Corpora¬ 
tion  for  Potter  Electric  Signal  Company — fire  and  sprinkler 
alarm  equipment. 


177-79-SA 

APPLICANT — Chemetron  Fire  Systems,  Division  of  Chem- 
etron  Corporation,  Star  Sprinkler  Products — automatic 
sprinkler  heads. 


232-79-SA 

APPLICANT— Deidan  Industries  Ltd., — ovens  for  drying 
paints,  enamels,  and  lacquers  on  steel. 


236-79-SA 

APPLICANT — Grinnel  Fire  Protection  Systems  Company, 
Incorporated — sprinkler  system  valves. 


252- 79-SM 

APPLICANT — United  States  Gypsum  Company — one  hour 
fire  rated  load  bearing  partition  assembly. 

253- 79-SM 

APPLICANT — The  Flintkote  Company,  Building  Materials 
Manufacturing  Division — two  hour  fire  rated  sound  trans¬ 
mission  class  rated  shaftwall  assemblies. 


1101-78-A 

APPLICANT — Arnold  Frumin  for  S/P  Industries,  Incor¬ 
porated,  owner. 

SUBJECT — Application  November  22,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “PMD  Gas  Line  Antifreeze”,  in 
twelve  (12)  ounce  cylindrical  shape  bottle  made  of  plastic 
with  hermetically  sealed  plastic  cap,  which  cannot  be  re¬ 
closed  once  opened,  container  not  in  compliance  with  the 
Regulations  of  the  Administrative  Code  of  the  City  of 
New  York. 

1132-78-A 

APPLICANT — McGee  and  Morsellino  for  Rock  Oil  Com¬ 
pany,  owner;  Save  Way  Ft.  Hamilton,  Incorporated, 
lessee. 

SUBJECT — Application  December  12,  1978 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  conversion  to 
self  service  gasoline  station. 

PREMISES  AFFECTED — 3501  Ft.  Hamilton  Parkway, 
south  side,  264.5  feet  east  of  36th  Avenue,  Block  5302, 
Lot  21,  Borough  of  Brooklyn. 


1134-78-A 

APPLICANT— Alphonse  J.  Calvanico,  for  Oakdale  Arden 
Building  Corporation,  owner. 

SUBJECT — Application  December  14,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 1370  Arden  Avenue,  southwest 
corner  of  Edwin  Street,  Block  5394,  Lot  22,  Annadale, 
Borough  of  Staten  Island. 


1135-78- A 

APPLICANT— Alphonse  J.  Calvanico  for  Oakdale  Arden 
Building  Corporation,  owner. 

SUBJECT— Application  December  14,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 37  Weaver  Street,  northeast 
corner  of  Harold  Avenue,  Block  5401,  Lot  42,  Annadale, 
Borough  of  Staten  Island. 


95-79-A 

APPLICANT — Leonard  F.  Rothkrug  for  Alec  A.  Jagoda 
and  Doreen  Chu,  owner. 

SUBJECT — Application  February  5,  1979 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  con¬ 
struction  contrary  to  Multiple  Dwelling  Law. 

PREMISES  AFFECTED — 11  East  94  Street,  north  side, 
212.2)4  feet  east  of  Fifth  Avenue,  Block  1506,  Lot  9, 
Borough  of  Manhattan. 


528-78-A 

APPLICANT — Grushkin  and  Oddo,  Architects  for  Max  S. 
Kadin,  owner. 

SUBJECT — Application  July  11,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 220  Main  Street,  south  side, 
94.23  feet  east  of  Craig  Avenue,  Block  8048,  Lot  57, 
Tottenville,  Borough  of  Staten  Island. 


529-78-A 

APPLICANT — Grushkin  and  Oddo,  Architects  for  Max  S. 
Kadin,  owner. 

SUBJECT — Application  July  11,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 201  Butler  Avenue,  north  side, 
59.39  feet  east  of  Craig  Avenue,  Block  8048,  Lot  34, 
Tottenville,  Borough  of  Staten  Island. 


530-78-A 

APPLICANT — Grushkin  and  Oddo,  Architects  for  Max  S. 
Kadin,  owner. 

SUBJECT — Application  July  11,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 210  Main  Street,  south  side, 
94.23  feet  east  of  Craig  Avenue,  Block  8048,  Lot  57,  Tot¬ 
tenville,  Borough  of  Staten  Island. 
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351-78-A 

APPLICANT — Basil  Gajdycz  for  136-40  Holding  Corpora¬ 
tion,  owner. 

SUBJECT — Application  May  12,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
cellar  apartment  without  adequate  adjacent  space. 

PREMISES  AFFECTED— 140  West  16th  Street,  south 
side,  275  feet  east  of  7th  Avenue,  Block  791,  Lot  68,  Bor¬ 
ough  of  Manhattan. 


924-78-A 

APPLICANT — Charles  M.  Spindler  Associates  for  Jack 
Lyons,  owner.  Shell  Oil  Company,  Long  Term  Lessee, 
decision  of  the  Fire  Commissioner  re-  Proposed  conversion 

SUBJECT — Application  October  20,  1978 — appeal  from  a 
from  a  gasoline  service  station  to  self  service  gasoline 
service  station. 

PREMISES  AFFECTED— 249-15  Rockaway  Boulevard, 
southeast  corner  of  Riverside  Avenue,  Block  13895,  Lot  27, 
Hook  Creek,  Borough  of  Queens. 


925-78-A 

APPLICANT — Charles  M.  Spindler  Associates  for  Marga¬ 
ret  Distasio,  John  Banter,  Laura  Grieco,  owner.  Shell  Oil 
Company,  Long  Term  Lessee. 

SUBJECT — Application  October  20,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Proposed  conversion 
from  a  gasoline  service  station  to  self  service  gasoline 
service  station. 

PREMISES  AFFECTED — 50-72  Jamaica  Avenue,  south¬ 
west  corner  of  Pennsylvania  Avenue,  Block  3659,  Lots  4, 
14  and  15,  Borough  of  Brooklyn. 


951-78-A 

APPLICANT — Tucciarone  and  Di  Millia  for  Dr.  Anthony 
Bottone,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Proposed 
medical  offices  on  first  floor  of  frame  building  located 
within  the  fire  district. 

PREMISES  AFFECTED— 45-28  Parsons  Boulevard, 
southwest  corner  of  Georgia  Road,  Block  5206,  Lot  22, 
Flushing,  Borough  of  Queens. 

Alan  D.  Gershuny,  Executive  Director 


APRIL  10,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  morning,  April  10,  1979,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

SPECIAL  ORDER  CALENDAR 

248-78-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Anna 
E.  Pase,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Superin¬ 
tendent;  previously  granted  on  condition  under  Section 
11-412  and  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R6  district,  the  rehabilitation  and  modernization  of  an  exist¬ 
ing  automotive  service  station  with  accessory  uses  previ¬ 
ously  before  the  Board. 


PREMISES  AFFECTED — 60-50  Woodhaven  Boulevard, 
southwest  corner  of  60th  Road,  Block  2885,  Lot  12,  Rego 
Park,  Borough  of  Queens.  Community  Board  #5Q. 


21-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Ciampa  Proper¬ 
ties,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  time  to  complete  which 
expired  October  26,  1977 ;  and  for  amendment-Aiecision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  73-44  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  C4-2  district,  the  reduction  in  the  required 
accessory  parking  spaces  for  a  proposed  seven  story  office 
building. 

PREMISES  AFFECTED — 136-26  37th  Avenue,  south  side, 
60.35  feet  west  of  138th  Street,  Block  4978,  Lot  13,  Flush¬ 
ing,  Borough  of  Queens. 


569-43-BZ 

APPLICANT — Lama  and  Vassalotti  for  Louise  Prisco, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  April  21,  1979 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  partly  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 520-522  Lefferts  Avenue,  south 
side,  254  feet  6  inches  west  of  Kingston  Avenue  and  571 
East  New  York  Avenue,  Block  1332,  Lot  27,  Borough  of 
Brooklyn.  Community  Board  #9BK. 


739-76-BZ 

APPLICANT — McGee  and  Morsellino  for  Cord-Meyer  De¬ 
velopment  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-35  of  the  Zoning 
Resolution,  permitting  in  a  C4-1  district,  within  an  existing 
shopping  center,  the  conversion  of  a  retail  store  into  an 
amusement  arcade. 

PREMISES  AFFECTED — 212-65  26th  Street,  northwest 
corner  of  Bell  Boulevard,  Block  5900,  Lot  2,  Bayside, 
Borough  of  Queens.  Community  Board  #7Q. 


346-47-BZ — Vol.  II 

APPLICANT — Alfonso  Duarte  for  233  Spring  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  March  10,  1979 — 
decision  of  the  Borough  Superintendent;  previously  grant¬ 
ed  on  condition  under  Section  7f  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  motor  vehicles,  a 
gasoline  service  station  and  parking  for  more  than  five 
motor  vehicles  on  the  roof. 

PREMISES  AFFECTED — 792-798  10th  Avenue  and  455 
West  53rd  Street,  northeast  corner,  Block-  1063,  Lot  1, 
Borough  of  Manhattan.  Community  Board  #4M. 

663-76-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Arlity  Realty  Cor¬ 
poration,  owner. 
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SUBJECT — Application  for  consideration— reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  February  14, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  72-01  (b)  and  72-21  of 
the  Zoning  Resolution,  permitting  in  an  R6  district,  the 
construction  and  maintenance  of  a  non-transient  parking 
lot. 

PREMISES  AFFECTED — 144-148  Lexington  Avenue, 
south  side,  205  feet  west  of  Bedford  Avenue,  Block  1971, 
Lot  15,  Borough  of  Brooklyn. 

352-74-BZ 

APPLICANT — Denis  de  Mahy  for  William  F.  Alleyne, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  July  23.  1975 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R6  district,  the  erection  of  a  three  story  enlargement  to  a 
dwelling  that  creates  non-compliance  in  floor  area  ratio 
and  open  space  ratio. 

PREMISES  AFFECTED — 372  Adelphi  Street,  west  side, 
96  feet  north  of  Greene  Avenue,  Block  2120,  Lot  38, 
Borough  of  Brooklyn. 


ZONING  CASES 

941-78-BZ 

APPLICANT — Regi  Goldberg  for  Kubera  Corporation, 
owner. 

SUBJECT — Application  October  27,  1978— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-5  district,  in  an  existing 
nine  story  commercial  and  manufacturing  structure,  the 
conversion  of  the  second  through  ninth  floors  into  residen¬ 
tial  use. 

PREMISES  AFFECTED — 26  East  22nd  Street,  south  side, 
363.9  feet  west  of  Park  Avenue,  Block  850,  Lot  59,  Bor¬ 
ough  of  Manhattan.  Community  Board  #5M. 


1099-78-B  Z 

APPLICANT — Joseph  B.  Raia  for  Ida  Le  Rue,  owner. 

SUBJECT — Application  November  21,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  subdivi¬ 
sion  of  a  plot  containing  a  dwelling  that  creates  non- 
compliance  in  lot  area,  lot  width,  lot  area  per  dwelling  unit 
and  encroachment  within  the  side  yard. 

PREMISES  AFFECTED — 30  Overlook  Avenue,  south 
side,  217.16  feet  west  of  Vista  Avenue,  Block  853,  Lot  30, 
Dongon  Hills,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 


613-77-BZ 

APPLICANT — Joseph  B.  Raia  for  Ida  Lo  Bue,  owner. 

SUBJECT — Application  September  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection  of 
a  one  family  dwelling  that  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED — 34  Overlook  Avenue,  south  side, 
311.86  feet  west  of  Vista  Avenue,  Block  853,  Lot  27,  Don- 
gan  Hills,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 


ACTION  OF  BOARD — Laid  over  without  date  ;  to  be  heard 
in  conjunction  with  application  to  be  filed.  Now  filed  under 
Cal.  #1099-78-BZ. 


1110-78-BZ 

APPLICANT — Harry  Soled  for  Bobover  Yeshiva  Bnai  Zion, 
owner. 

SUBJECT — Application  November  28,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
four  story  enlargement  to  an  existing  school  that  encroaches 
on  the  required  rear  yard  and  rear  yard  equivalent. 

PREMISES  AFFECTED— 1533  48th  Street,  north  side,  220 
feet  east  of  15th  Avenue,  Block  5442,  Lots  18  and  65,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #12BK. 


1113-78-BZ 

APPLICANT — Charles  M.  Spindler  for  Eastern  Boulevard 
Realty  Company,  owner.  Getty  Refining  and  Marketing 
Company,  lessee. 

SUBJECT — Application  November  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  within  an  R5  district, 
the  completion  of  an  automotive  service  station  with  acces¬ 
sory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 1895  Bruckner  Boulevard, 

northwest  corner  of  White  Plains  Road,  Block  3732,  Lot  1, 
Borough  of  Bronx.  Community  Board  #9BX. 


1155-78-BZ 

APPLICANT — Frank  P.  Farinella  for  Hurley  and  Farinella 
for  Arthur  Williams,  owner. 

SUBJECT — Application  December  27,  1978— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  main¬ 
tenance  of  an  existing  four  story  and  cellar  building  as 
film  editing  studio  and  office  building. 

PREMISES  AFFECTED — 214  East  50th  Street,  south  side, 
166.3  feet  east  of  Third  Avenue,  Block  1323,  Lot  43,  Bor¬ 
ough  of  Manhattan.  Community  Board  #6M. 


1156-78-A 

APPLICANT — Frank  P.  Farinella  for  Hurley  and  Farinella 
for  Arhur  Williams,  owner. 

SUBJECT — Application  December  27,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 214  East  50th  Street,  south  side, 
166.3  feet  east  of  Third  Avenue,  Block  1323,  Lot  43,  Bor¬ 
ough  of  Manhattan. 


105-79-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dural 
Estates,  owner. 

SUBJECT — Application  February  8,  1979 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  an  R6  (BR)  district,  the  erec¬ 
tion  of  a  two  story  and  basement,  three  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  then 
the  required  open  space  ratio  and  encroaches  on  the  re¬ 
quired  front,  side  and  rear  yards. 

PREMISES  AFFECTED — 8802  Ft.  Hamilton  Parkway, 
southwest  corner  of  88th  Street,  Block  6068,  Lot  30,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #10BK. 
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106-79-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dural 
Estates,  owner. 

SUBJECT — Application  February  8,  1979 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  in  an  R6  (BR)  district,  the  erection  of  a 
two  story  and  basement,  three  family  dwelling  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  encroaches  on  the  required 
front,  side  and  rear  yards. 

PREMISES  AFFECTED— 8804  Ft.  Hamilton  Parkway, 
west  side,  22  feet  south  of  88th  Street,  Block  6068,  Lot  31, 
Borough  of  Brooklyn,  Community  Board  #10BK. 


107-79-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dural  Estates, 
owner. 

SUBJECT — Application  February  8,  1979 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  in  an  R6  (BR)  district,  the  erection  of  a  two 
story  and  basement,  three  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  encroaches  on  the  required  front,  side 
and  rear  yards. 

PREMISES  AFFECTED— 8808  Ft.  Hamilton  Parkway, 
west  side,  48  feet  south  of  88th  Street,  Block  6068,  Lot  32, 
Borough  of  Brooklyn,  Community  Board  #10BK. 


108-79-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dural  Estates, 
owner. 

SUBJECT — Application  February  8,  1979 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  in  an  R6  (BR)  district,  the  erection  of  a  two 
story  and  basement,  three  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  encroaches  on  the  required  front,  side  and 
rear  yards. 

PREMISES  AFFECTED— 8812  Ft.  Hamilton  Parkway, 
west  side  74  feet  south  of  88th  Street,  Block  6068,  Lot  132, 
Borough  of  Brooklyn,  Community  Board  #10BK. 


870-78-BZ 

APPLICANT — Shael  Shapiro  for  Shapiro,  Lawn  Associates 
A  for  14  West  17  Tenants  Corporation,  owner. 

SUBJECT — Application  September  26,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-6  district,  in  an  existing 
twelve  story  building,  the  conversion  of  the  second  through 
twelfth  floors  from  factories  into  a  multiple  dwelling. 

PREMISES  AFFECTED — 14  West  17th  Street,  south 
side,  250.0  feet  west  of  Fifth  Avenue,  Block  818,  Lot  59, 
Borough  of  Manhattan.  Community  Board  #4M. 

Laid  over  from  March  6,  1979,  for  hearing. 


APRIL  10,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  April  10,  1979,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

1137-78-A 

APPLICANT — McGee  and  Morsellino  for  Save  Way  39th 
Street,  Incorporated,  owner. 


SUBJECT — Application  December  15,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
to  self  service  gasoline  service  station  contrary  to  Chapter 
19-73.6-b  of  the  Administrative  Code  of  the  City  of  New 
York. 

PREMISES  AFFECTED — 39-02  Queens  Boulevard,  south¬ 
east  corner  of  39th  Street,  Block  195,  Lot  21,  Borough  of 
Queens. 


1141-78-A 

APPLICANT — McGee  and  Morsellino  for  Eugene  Lapides, 
owner,  Merit  Oil  Company,  Lessee. 

SUBJECT — Application  December  19,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
to  self  service  gasoline  station  is  contrary  to  Sec.  19-70-0-B 
of  the  Administrative  Code. 

PREMISES  AFFECTED— 2394-2412  Flatbush  Avenue, 
northeast  corner  of  Avenue  T,  Block  8528,  Lot  1,  Borough 
of  Brooklyn. 


1142-78-A 

APPLICANT — McGee  and  Morsellino  for  Meadmer  Cor¬ 
poration,  owner. 

SUBJECT— Application  December  19,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
to  self  service  gasoline  station  is  contrary  to  Sec.  19-73- 
0-b  of  the  Administrative  Code. 

PREMISES  AFFECTED— 117-08  Springfield  Boulevard, 
southwest  corner  of  Linden  Boulevard,  Block  12637,  Lot 
50,  Cambria  Heights,  Borough  of  Queens. 


1143-78- A 

APPLICANT — McGee  and  Morsellino  for  38th  and  4th 
Corporation,  owner. 

SUBJECT — Application  December  19,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
to  self  service  gasoline  station  is  contrary  to  Sec.  19-73- 
0-b  of  the  Administrative  Code. 

PREMISES  AFFECTED— 965/969/975  Fourth  Avenue, 
northeast  corner  of  38th  Street,  Block  701,  Lots  1,  2  and  3, 
Borough  of  Brooklyn. 

543-78-A 

AP  PLI C  A  NT — Galbreath-  Ruffin  Corporation. 

SUBJECT — Application  July  14,  1978 — review  and  appeal  of 
Modification  to  Reference  Standard  13-1  (Air  Filters) 
granted  under  Calendar  Number  281-77  BCR. 

PREMISES  AFFECTED — 150  E.  42nd  St.,  block  bounded 
by  Lexington  Ave.,  3rd  Ave.,  E.  42nd  St.  and  E.  41st  St., 
Block  1296,  Lot  46,  Borough  of  Manhattan. 

Alan  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  6,  1979,  10  A.M. 

Present:  Vice  Chairman  Agusta,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 
Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  February  20,  1979,  were 
approved  as  printed  in  the  Bulletin  of  March  1,  1979,  Vol¬ 
ume  64,  Number  9. 


221-77-A 

APPLICANT — Lama  and  Vassalotti  for  Utopia  Associates, 
owner ;  Mobil  Oil  Corporation,  long  term  lessee. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — appeal  from  a  decision  of 
the  Borough  Superintendent ;  re-  proposed  change  of  use 
from  automotive  service  station  to  self  service  gasoline 
station;  previously  granted  on  condition. 

PREMISES  AFFECTED— 181-08  Horace  Harding  Ex¬ 
pressway,  southeast  corner  of  Utopia  Parkway,  Block 
7070,  Lot  2,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  20,  1977,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amerid  the  resolution  adopted  on  Decem¬ 
ber  20,  1977,  as  amended  through  June  27,  1978,  by  adding 
thereto : 

“That  the  gasoline  pump  island  and  canopy  facing  Uto¬ 
pia  Parkway  may  be  removed,  substantially  as  shown 
on  revised  drawing  of  proposed  conditions  marked  ‘Re¬ 
ceived  January  22,  1979’  one  sheet;  and  that  substantial 
construction  shall  be  completed  within  one  year  from 
the  date  of  this  amended  resolution;  and  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (Alt  325-77) 


457-58-BZ 

APPLICANT — Carlo  Nuzzi  for  John  Colangelo,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  22, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  use  of  a 
vacant  plot  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 2330-2334  Cambreleng  Avenue, 
east  side,  274.52  feet  south  of  East  187th  Street,  Block  3089, 
Lots  18,  19  and  20,  Borough  of  The  Bronx.  Community 
Board  #6BX. 

APPEARANCES— 

For  Applicant:  Carlo  Nuzzi. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative: .  0 

Absent:  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  Community  Board  #6BX  was  notified  by  the 
applicant  on  January  19,  1979  and  no  response  has  been 
received;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
November  18,  1958,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  6,  1979,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  ametid  the  resolution  adopted  on  November 
18,  1958  as  amended  through  January  22,  1974  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  on  condition  that 
the  lot  be  cleaned  and  the  surface  shall  be  treated  to 
prevent  the  release  of  dust,  that  the  sidewalk  shall  be 
repaired  where  required,  and  that  the  barbed  wire  be 
removed  from  the  fence;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied  with 
in  all  respects;  and  that  a  new  Certificate  of  Occupancy 
shall  be  obtained  within  one  year  from  the  date  of  this 
amended  resolution.”  (Alt.  485-58) 


663-58-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Westbury  Spe¬ 
cialties,  Incorporated. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  March  10,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  change  in 
use  from  stables  and  storage  to  factory  for  manufacturing 
of  metal  products  with  accessory  office  and  caretaker’s 
apartments  in  another  building  on  the  same  lot  formerly 
used  as  a  one  family  dwelling. 

PREMISES  AFFECTED — 25-52  Crescent  Street,  west  side, 
140.76  feet  north  of  Astoria  Avenue,  Block  872,  Lot  76, 
Astoria,  Borough  of  Queens.  Community  Board  #1Q. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  Community  Board  #1Q  was  notified  by  the 
applicant  on  January  23,  1979  and  no  response  has  been 
received;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
March  10,  1959,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  6,  1979,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  10, 
1959,  as  amended  through  April  1,  1969,  only  as  to  the  term  of 
variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“ granted  for  a  term  of  ten  years  from  March  10,  1979,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
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and  that  a  new  Certificate  of  Occupancy  shall  be  obtained 
within  one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  135-58) 


43-59-BZ 

APPLICANT — Lama  and  Vassalotti  for  Milton  J.  Acker¬ 
man,  Thelma  Hinderstein,  Marilyn  Weiss,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  12,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7e  and  21  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  retail  and  residence  use  C 
area  district,  the  erection  of  a  Class  one  building  to  be 
used  as  a  factory  and  office  with  two  loading  berths, 
occupying  more  than  the  permitted  area  and  with  the 
omission  of  the  required  rear  yard  for  a  C  area  district. 

PREMISES  AFFECTED— 76-96  Rochester  Avenue,  1802- 
1812  Pacific  Street,  southwest  corner  and  1793-1801  Dean 
Street,  Block  1343,  Lot  45,  Borough  of  Brooklyn.  Com¬ 
munity  Board  #18BK. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  Community  Board  #18BK  was  notified  by  the 
applicant  on  January  30,  1979  and  no  response  has  been 
received ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1959,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  6,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  12, 
1959,  as  amended  through  June  6,  1961,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  twenty  years  from  May  12,  1979,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained  within  one  year  from  the  date  of  this  amended 
resolution.”  (N.B.  2124-58) 


627-70-BZ — Vol.  II 

APPLICANT- — George  Angelastro,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  obtain  Certificate  of  Occupancy  which 
expired  January  10,  1979 — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
73-241  of  the  Zoning  Resolution,  permitting  in  a  C2-2  dis¬ 
trict  in  an  existing  one  story  building  occupied  as  a  res¬ 
taurant  addition  to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED— 2148  to  2150  Flatbush  Avenue, 
west  side,  140  feet  south  of  Quentin  Road,  Block  7889,  Lot 
49,  Borough1  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Marie  Angelastro. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  obtain  a  Certificate  of  Occupancy. 


THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as  a 
Vol.  II  on  September  12,  1972,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  a  Certificate  of  Occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  12,  1972,  as  amended  through  January  10,  1978,  only  as 
to  the  time  to  obtain  a  Certificate  of  Occupancy,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  a  Certificate  of  Occupancy  shall  be  obtained  within 
one  year  from  the  date  of  this  amended  resolution.”  (Alt. 
1563-70) 


743-72-BZ 

APPLICANT— Lama  and  Vassalotti  for  Utopia  Associates, 
owner;  Mobil  Oil  Corporation,  long  term  lessee. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  time  to  complete  which 
expired  December  20,  1978  and  for  amendment— decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion  under  Section  73-211  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  C2-2  district,  the  erection  and  maintenance  of  an 
automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 181-08  Horace  Harding  Ex¬ 
pressway  and  69-05  Utopia  Parkway,  southeast  corner, 
Block  7070,  Lot  2,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  applica¬ 
tion  reopened  and  time  extended  to  complete  the  work,  and 
resolution  amended. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf .  5 

Negative: .  0 

Absent :  Chairman  Fossella .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  15,  1973,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  15,  1973,  as  amended  through 
December  20,  1977,  by  adding  thereto: 

“That  the  gasoline  pump  island  and  canopy  facing  Uto¬ 
pia  Parkway  may  be  removed,  substantially  as  shown  on 
revised  drawing  of  proposed  conditions  marked  ‘Re¬ 
ceived  January  29,  1979’ — one  sheet;  and  that  substantial 
construction  shall  be  completed  within  one  year  from  the 
date  of  this  amended  resolution;  and  that  other  than  as 
herein  amended,  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Alt.  325-77) 


839-76-BZ 

APPLICANT — Lichtner  Associates  for  Julius  Mehrberg, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  July  19,  1978;  and  for  amendment — decision 
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of  the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  72-21  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R3-2  district,  the  erection  of  a  one  story 
building  for  use  as  a  restaurant  with  accessory  parking  in 
the  open  area. 

PREMISES  AFFECTED — 2025  Richmond  Avenue,  east 
side,  894.75  feet  north  of  Rockland  Avenue,  Block  2015, 
Lot  48,  New  Springville,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  William  Lichtner. 

ACTION  OF  BOARD —  Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  complete  the  work, 
and  resolution  amended. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf .  5 

Negative: .  0 

Absent :  Chairman  Fossella .  1 

THE  RESOLUTION— 


Whereas,  Community  Board  #2S.I.  was  notified  by  the 
applicant  on  February  14,  1979  and  no  response  has  been  re¬ 
ceived;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
July  19,  1977,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  19,  1977,  as  amended  through 
January  17,  1978,  by  adding  thereto: 

“That  the  premises  may  be  redesigned  and  rearranged 
substantially  as  shown  on  revised  drawings  of  proposed 
conditions  marked  ‘Received  January  24,  1979’ — three 
sheets ;  and  that  substantial  construction  shall  be  com¬ 
pleted  within  one  year  from  the  date  of  this  amended 
resolution:  on  condition  that  the  planting  area  along  the 
north  lot  line  shall  be  provided  with  densely  planted 
shrubbery  as  per  Sec.  25-66  of  the  Z.R.,  omit  the  plastic 
inserts  in  the  fence  along  the  north  lot  line,  that  a 
screening  shall  be  provided  around  the  refuse  area:  and 
that  other  than  as  herein  amended,  the  resolution  above 
cited  shall  be  complied  with  in  all  respects”.  (N.B.  926- 
76) 


358-68-A 

APPLICANT — I.  Daniel  Weisberg  for  Kings  Plaza  Shop¬ 
ping  Center  of  Avenue  U,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — appeal  from  a  decision  of  the 
Borough  Superintendent  re-  exterior  of  garage,  mall’s 
length,  height,  spacing  fire  partition,  etc.,  open  stairs, 
egress;  previously  granted  on  condition. 

PREMISES  AFFECTED— 5102  to  5430  Avenue  U,  2483- 
2571  Flatbush  Avenue,  southeast  corner,  Block  8470,  Lots 
1,  50  and  55,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  I.  Daniel  Weisberg  and  Peter  Harding. 

ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar,  for  decision;  hearing 
closed. 


328-35-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Mac-Hal  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 


which  expired  October  27,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tions  7f,  7i  and  7h  of  the  Zoning  Resolution,  permitting  in 
a  business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  car  wash,  motor 
vehicle  repairs,  storage  and  sale  of  accessories  and  office, 
and  permitting  the  parking  and  storage  of  motor  vehicles 
on  unbuilt  portion  of  plot. 

PREMISES  AFFECTED — 922  Westchester  Avenue  and 
908-923  East  163rd  Street  and  910-918  Rogers  Place,  south¬ 
east  corner,  Block  2697,  Lot  35,  Borough  of  The  Bronx. 
Community  Board  #2BX. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Laid  over  to  April  3,  1979,  at 
10  A.M.,  Special  Order  Calendar,  for  decision;  hearing 
closed. 


819-52-BZ 

APPLICANT — Richard  E.  Beaman  for  Marinid  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  October  23,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7i  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  change  in  occupancy  from  five-car 
garage  to  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1890  Watson  Avenue  and  1077 
White  Plains  Road,  southwest  corner,  Block  3732,  Lot  49, 
Borough  of  The  Bronx.  Community  Board  #9BX. 

APPEARANCES— 

For  Applicant :  Richard  E.  Beaman. 

ACTION  OF  BOARD — Laid  over  to  March  13,  1979,  at 
10  A.M.,  Special  Order  Calendar,  for  decision;  owner  to 
submit  affidavit ;  hearing  closed. 


352-74-BZ 

APPLICANT — Denis  de  Mahy  for  William  F.  Alleyne, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  July  23,  1975 — decision  of  the  Borough  Su¬ 
perintendent  ;  previously  granted  on  condition  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  an  R6 
district,  the  erection  of  a  three  story  enlargement  to  a 
dwelling  that  creates  non-compliance  in  floor  area  ratio 
and  open  space  ratio. 

PREMISES  AFFECTED — 372  Adelphi  Street,  west  side, 
96  feet  north  of  Greene  Avenue,  Block  2120,  Lot  38,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Denis  de  Mahy. 

ACTION  OF  BOARD — Laid  over  to  April  10,  1979,  at  10 
A.M.,  Special  Order  Calendar,  for  decision;  hearing 
closed. 


481-78-BZ 

APPLICANT — George  Perotto  for  Metra  Electronics  Cor¬ 
poration,  Contract  Vendee. 

SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  the  conversion  of 
an  existing  one  story  building  from  a  warehouse  into  an 
electronic  manufacturing  establishment. 

PREMISES  AFFECTED — 1512-1546  McDonald  Avenue, 
west  side,  75  feet  south  of  Avenue  “M”,  Block  6563,  Lot  10, 
Borough  of  Brooklyn.  Community  Board  #15BK. 
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APPEARANCES— 

For  Applicant :  George  Peratto. 

For  Opposition :  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Chairman  Fossella .  1 


ACTION  OF  BOARD— Laid  over  to  March  13,  1979,  at 
10  A.M.,  for  decision;  additional  information;  hearing 
closed. 


646-78-BZ 

APPLICANT — Barry  J.  Bank  for  Franchise  Realty  Inter¬ 
state  Corporation,  owner. 

SUBJECT — Application  August  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-2  and  R5  district,  the 
enlargement  in  area  of  the  accessory  parking  area  for  an 
existing  restaurant. 

PREMISES  AFFECTED— 3525  Fort  Hamilton  Parkway, 
southeast  corner  of  36th  Street,  Block  5302,  Lot  6  and 
Part  of  1,  Borough  of  Brooklyn.  Community  Board 
#10BK. 

APPEARANCES— 

For  Applicant:  Jonathan  C.  O’Leary. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  Alarch  20,  1979,  at 
10  A.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


647-78-BZ 

APPLICANT — Ludwig  P.  Bono  for  Nicholas  Fasanella, 
owner. 

SUBJECT — Application  August  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction 
and  maintenance  of  a  public  parking  lot  including  commer¬ 
cial  vehicle  storage. 

PREMISES  AFFECTED— 1696  Banyer  Place  and  945 
Croes  Avenue,  southwest  corner,  Block  3660,  Lot  27,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #9BX. 

APPEARANCES— 

For  Applicant :  Ludwig  P.  Bono. 

For  Opposition :  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella .  1 


ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at 
10  A.M.,  for  decision,  hearing  closed. 


695-78-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Roy-Al  Company, 
owner. 

SUBJECT — Application  August  18,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-4  district,  the  enlargement 
in  floor  area  and  the  change  in  use  of  an  existing  manufac¬ 
turing  building  into  a  multiple  dwelling. 

PREMISES  AFFECTED— 341  West  11th  Street/721 
Washington  Street,  northeast  corner,  Block  634,  Lot  47, 
Borough  of  Manhattan.  Community  Board  #2M. 


APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff,  Sy  Churgin  and  Roy 
Kalimidn. 

For  Opposition :  Doris  Diether,  C.B.  #2M  and  David 
Starkweather. 

ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at 
10  A.M.,  for  continued  hearing;  additional  information. 


696-78- A 

APPLICANT — Samuel  J.  Kisseloff  for  Roy-Al  Company, 
owner. 

SUBJECT — Application  August  18,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED— 341  West  11th  Street,  northeast 
corner  of  Washington  Street,  Block  634,  Lot  47,  Borough 
of  Manhattan. 

ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at 
10  A.M.,  for  continued  hearing;  additional  information. 


729-78-BZ 

APPLICANT — Albert  Melniker  for  Louise  Schuman, 
owner. 

SUBJECT — Application  September  1,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-1  district,  the  mainte¬ 
nance  of  an  enclosed  porch  that  encroaches  on  the  required 
side  yard. 

PREMISES  AFFECTED — 198  Douglas  Road,  west  side, 
185  feet  south  of  Private  Road,  Block  829,  Lot  8,  Emerson 
Hill,  Borough  of  Staten  Island.  Community  Board  #2S.I. 
APPEARANCES— 

For  Applicant :  Albert  Melniker  and  Louise  Schuman. 
For  Opposition :  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Chairman  Fossella .  1 


ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
10  A.M.,  for  decision,  hearing  closed. 


730-78-A 

APPLICANT — Albert  Melniker  for  Louise  Schuman, 
owner. 

SUBJECT — Application  September  1,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 198  Douglas  Road,  west  side, 
185  feet  south  of  Private  Road,  Block  829,  Lot  8,  Emerson 
Hill,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Chairman  Fossella,  .  1 


ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at 
10  A.M.,  for  decision ;  hearing  closed. 


733-78-BZ 

APPLICANT — L.  Shutkind  and  J.  Marini  for  Francesco 
Armenio,  owner. 

SUBJECT — Application  September  11,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
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ing  Resolution,  to  permit  in  an  R4  district,  the  maintenance 
of  an  enlargement  to  a  two  family  dwelling  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio,  lot 
area  per  room  and  side  yard  encroachment. 

PREMISES  AFFECTED— 1543  East  Gun  Hill  Road,  north 
side,  185.68  feet  east  of  Mickle  Avenue,  Block  4786,  Lot  30, 
Borough  of  The  Bronx.  Community  Board  #12BX. 

APPEARANCES— 

For  Applicant:  Joseph  Morini. 

For  Opposition:  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Chairman  Fossella,  .  1 


ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at 
10  A.M.,  for  decision ;  hearing  closed. 


859-78-A 

APPLICANT — Joseph  Marini  for  Francesco  Armenio, 
owner. 

SUBJECT — Application  September  21,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED — 1543  East  Gun  Hill  Road,  north 
side,  185.68  feet  east  of  Mickle  Avenue,  Block  4786,  Lot  30, 
Borough  of  The  Bronx. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

N  egative :  .  0 

Absent :  Chairman  Fossella .  1 


ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
10  A.M.,  for  decision,  hearing  closed. 


870-78-BZ 

APPLICANT — Shael  Shapiro  for  Shapiro,  Lawn  Associates 
A  for  14  West  17  Tenants  Corporation,  owner. 

SUBJECT — Application  September  26,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-6  district,  in  an  existing 
twelve  story  building,  the  conversion  of  the  second  through 
twelfth  floors  from  fatcories  into  a  multiple  dwelling. 

PREMISES  AFFECTED— 14  West  17th  Street,  south  side 
250.0  feet  west  of  Fifth  Avenue,  Block  818,  Lot  59,  Borough 
of  Manhattan.  Community  Board  #4M. 

APPEARANCES— 

For  Applicant:  Shael  Shapiro. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  April  10,  1979,  at 
10  A.M.,  for  hearing. 


883-78-BZ 

APPLICANT — Lloyd  Neal  Merrill  for  682  Tenant  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-5  district,  in  a  structure 
that  exceeds  the  permitted  size,  the  conversion  from  loft 
into  joint  living-working  quarters  for  artist  that  has  less 
than  the  required  floor  area. 

PREMISES  AFFECTED — 682  Broadway,  southeast  cor¬ 
ner  of  Great  Jones  Street,  Block  530,  Lot  7,  Borough  of 
Manhattan.  Community  Board  #2M. 


APPEARANCES— 

For  Applicant :  Lloyd  N.  Merrill,  Doris  Diether,  C.B.  #2, 
Henry  Beard  and  Eugene  Andrews. 

For  Opposition:  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella .  1 


ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at 
10  A.M.,  for  decision;  additional  information;  hearing 
closed. 


884-78-A 

APPLICANT — Lloyd  Neal  Merrill  for  682  Tenant  Corpora¬ 
tion,  owner. 

SUBJECT — Application  September  29,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  joint  living,  working  quarter  for  artists  is  contrary  to 
Section  277  of  the  Multiple  Dwelling  Law. 

PREMISES  AFFECTED — 682  Broadway,  southeast  cor¬ 
ner  of  Great  Jones  Street,  Block  530,  Lot  7,  Borough  of 
Manhattan. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative: . 0 

Absent :  Chairman  Fossella  .  1 


ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at  10 
A.M.,  for  decision;  additional  information;  hearing  closed. 


885-78-BZ 

APPLICANT — John  D.  Castagnello  for  DGN  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  October  5,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-6  district,  in  an  existing 
five  story  building,  the  conversion  of  the  second  through 
fifth  floors  from  manufacturing  use  into  apartment. 
PREMISES  AFFECTED — 120  and  122  West  25th  Street, 
south  side,  225  feet  west  of  Avenue  of  the  Americas,  Block 
800,  Lot  53,  Borough  of  Manhattan.  Community  Board 
#5M. 

APPEARANCES— 

For  Applicant:  John  D.  Castagnello  and  Sy  Churgin. 

For  Opposition :  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta, 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella  .  1 


ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
10  A.M.,  for  decision;  hearing  closed. 

947-78-BZ 

APPLICANT — Martyn  and  Don  Weston  for  Ben  Fishbein, 
owner. 

SUBJECT — Application  October  31,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  M2-1  district,  the  conversion 
of  an  existing  eight  story  and  penthouse  structure  from  a 
warehouse  into  a  multiple  dwelling. 

PREMISES  AFFECTED — 28  to  44  Cadman  Plaza  West 
and  1  to  13  Elizabeth  Place,  southeast  corner.  Block  202, 
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Lots  1  and  9,  Borough  of  Brooklyn.  Community  Board 
#2BK. 

APPEARANCES— 

For  Applicant :  I.  Donald  Weston,  Ben  Fishbein  and 
Bernard  Rothzeid. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
10  A.M.,  for  continued  hearing;  additional  information  to 
be  submitted. 


673-78-BZ 

APPLICANT — Diffendale  and  Kubec  for  Anzo  Associates, 
Incorporated,  owner. 

SUBJECT — Application  August  9,  1978— decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  Rl-2  (SRO)  dis¬ 
trict,  on  a  plot  with  less  than  the  required  lot  area,  the 
erection  of  a  one  family  dwelling  that  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED — 55  Koch  Boulevard,  northwest 
corner  of  Retford  Avenue,  Block  5333,  Lot  36,  Eltingville, 
Borough  of  Staten  Island.  Community  Board  #3S.I. 

APPEARANCES— 

For  Applicant :  Peter  W.  Diffendale. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  16,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  13,  1979;  then  to  February 
27,  1979;  then  to  March1  6,  1979;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  1,  1978,  acting  on  N.B.  Applic.  #847/1978, 
reads : 

“1.  The  proposed  lot  area  per  dwelling  unit  of  less 
than  5700  sq.  ft.  for  a  one  family  dwelling  located  in  an 
Rl-2  district  is  contrary  to  Section  23-221  of  the  Zoning 
Resolution. 

2.  The  proposed  construction  of  a  one  family  dwell¬ 
ing  on  a  lot  less  than  5700  sq.  ft.  in  area  when  located  in 
a  Rl-2  zoning  district  is  contrary  to  Section  107-12  of 
the  Zoning  Resolution. 

3.  The  proposed  front  yard  facing  Koch  Boulevard 
of  less  than  15'-0"  for  a  one-family  dwelling  located  in 
a  Rl-2  zoning  district  is  contrary  to  Section  107-461  and 
23-65  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  had  site  and 
neighborhood  evaluation  by  a  committee  of  the  Board  con¬ 
sisting  of  Comm.  John  J.  Walsh,  P.E.  and  Comm.  John  B. 
Cincotta ;  and 

Whereas,  Community  Board  #3S.I.  has  recommended 
approval  of  this  application;  and 

Whereas,  the  site  conforms  to  the  majority  of  lots  within 
the  affected  area ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 


tion,  limited  to  the  objection  cited,  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  Rl-2  (SRO)  district, 
on  a  plot  with  less  than  the  required  lot  area,  the  erection 
of  a  one-family  dwelling  that  encroaches  on  the  required 
front  yard  on  condition  that  all  work  shall  substantially 
conform  to  drawings  as  they  apply  to  the  objection,  above 
noted,  filed  with  this  application,  marked  “Received  August  9, 
1978”,  4  sheets,  and  “February  8,  1979”,  one  sheet;  and 
on  further  condition  that  a  deed  restriction  limiting  the 
occupancy  to  a  one-family  dwelling  be  filed  with  the  De¬ 
partment  of  Buildings ;  that  the  Certificate  of  Occupancy 
shall  indicate  the  libre,  page  and  date  of  recording  of  said 
covenant ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


674-78-BZ 

APPLICANT — Diffendale  and  Kubec  for  Anzo  Associates, 
Incorporated,  owner. 

SUBJECT — Application  August  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  Rl-2  (SRO)  dis¬ 
trict,  on  a  plot  with  less  than  the  required  lot  area,  the 
erection  of  a  one  family  dwelling. 

PREMISES  AFFECTED — 65  Koch  Boulevard,  northwest 
corner  of  Preston  Avenue,  Block  5333,  Lot  42,  Eltingville, 
Borough  of  Staten  Island.  Community  Board  #3S.I. 
APPEARANCES— 

For  Applicant:  Peter  W.  Diffendale. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  16,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  13,  1979;  then  to  February 
27,  1979;  then  to  March  6,  1979;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  1,  1978,  acting  on  N.B.  Applic.  #848/1978, 
reads : 

“1.  The  proposed  construction  of  a  one  family 
dwelling  on  a  lot  of  less  than  5,700  square  feet  in  area 
when  located  in  a  Rl-2  zoning  district  is  contrary  to 
Section  107-42  of  the  Zoning  Resolution. 

2.  The  proposed  lot  area  per  dwelling  unit  of  less 
than  5,700  sq.  ft.  for  a  one-family  dwelling  located  in  a 
Rl-2  zoning  district  is  contrary  to  Section  23-221  of 
the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  had  site  and 
neighborhood  evaluation  by  a  committee  of  the  Board  con¬ 
sisting  of  Comm.  John  J.  Walsh,  P.E.  and  Comm.  John  B. 
Cincotta;  and 

Whereas,  Community  Board  #3S.I.  has  recommended 
approval  of  this  application;  and 

Whereas,  the  site  conforms  to  the  majority  of  lots  within 
the  affected  area ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  limited  to  the  objection  cited,  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  (SRO)  district,  on  a  plot 
with  less  than  the  required  lot  area,  the  erection  of  a  one- 
family  dwelling  that  encroaches  on  the  required  front  yard 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  as  they  apply  to  the  objection,  above  noted,  filed 
with  this  application,  marked  “Received  August  9,  1978”, 
4  sheets,  and  “February  8,  1979”,  one  sheet ;  and  on  further 
condition  that  a  deed  restriction  limiting  the  occupancy  to  a 
one-family  dwelling  be  filed  with  the  Department  of  Build¬ 
ings  ;  that  the  Certificate  of  Occupancy  shall  indicate  the 
libre,  page  and  date  of  recording  of  said  covenant;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


704-78-BZ 

APPLICANT — Wuest  and  Bailey  for  Mario  and  James 
Cazzara,  owner  E.  E.  J.  and  R.  Moreus,  lessee. 
SUBJECT — Application  August  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a  one 
story  enlargement  to  an  existing  drive-in  refreshment  stand. 
PREMISES  AFFECTED — 57-10  Main  Street,  southwest 
corner  of  Booth  Memorial  Avenue,  Block  6375,  Lot  9, 
Flushing,  Borough  of  Queens.  Community  Board  #7Q. 
APPEARANCES— 

For  Applicant:  Ralph  Wuest. 
for  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  6,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  20,  1979;  then  to  March  6, 
1979:  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  18,  1978,  acting  on  Alt.  Applic.  #704/1978, 
reads : 

“1.  Enlargement  of  an  Eating  and  Drinking  Place 
(Ice  Cream  Store),  Use  Group  6,  in  a  Residential  R4 
Zone,  is  contrary  to  Section  22-00  of  the  Zoning  Resolu¬ 
tion. 

2.  Structural  Alterations  to  a  Non  Conforming  Use 
is  contrary  to  Section  52-22  of  the  Zoning  Resolution. 

3.  Since  there  are  no  bulk  regulations  for  a  non 
conforming  use  in  a  Residence  District,  this  matter  is 
referred  to  the  Board  of  Standards  and  Appeals  for  its 
determination.” 

and 

Whereas,  the  premises  and  surrounding  area  had  site  and 
neighborhood  evaluation  by  a  committee  of  the  Board  consist¬ 
ing  of  Comm.  Philip  P.  Agusta,  R.A.  and  Comm.  Harry  M. 
Carroll,  P.E. ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  erection  of  a  one-story 
enlargement  to  an  existing  drive-in  refreshment  stand  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  as  they  apply  to  the  objection,  above  noted,  filed  with 
this  application,  marked  “Received  August  24,  1978”,  7 
sheets  and  “February  16,  1979”,  one  sheet;  and  on  further 
condition  that  the  planting  along  the  west  lot  line  comply 
with  Section  25-66  of  the  Zoning  Resolution ;  that  signs 
comply  with  the  Cl  district  regulations;  that  the  refuse 
container  be  within  a  screened  enclosure;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


709-78-BZ 

APPLICANT — Weinberg  and  Kirshanbaum  for  St.  Fin- 
barr’s  Roman  Catholic  Church,  owner,  Colonial  Mansion, 
Contract  Vendee. 

SUBJECT — Application  August  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  use  of  a  portion 
of  a  lot  presently  occupied  as  a  playground  as  an  accessory 
off-site  parking  facility  for  a  catering  establishment. 
PREMISES  AFFECTED — 1849  Bath  Avenue,  northeast 
corner  of  Bay  20th  Street,  Block  6405,  Lot  1,  Borough  of 
Brooklyn.  Community  Board  #11BK. 
APPEARANCES— 

For  Applicant:  Harold  Weinberg,  P.E. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  30,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  13,  1979;  then  to  February 
27,  1979;  then  to  March  6,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  28,  1978,  acting  on  Alt.  Applic.  #779/1978, 
reads : 

“1.  Proposed  accessory  parking  for  49  cars  acces¬ 
sory  to  catering  establishment  located  at  1933  Bath 
Avenue,  Use  Group  9,  is  not  permitted  as  of  right  in 
R-5  district  zone  as  per  Section  22-10  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  had  site  and 
neighborhood  evaluation  by  a  committee  of  the  Board  con¬ 
sisting  of  Commissioner  Philip  P.  Agusta,  R.A.  and  Com¬ 
missioner  Stanley  M.  Wolf,  R.A. ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution  limited  to  the  objection  cited,  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  an  R5  district,  the  use  of  a  portion 
of  a  lot  presently  occupied  as  a  playground  as  an  accessory 
off-site  parking  facility  for  a  catering  establishment  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  as  they  apply  to  the  objection,  above  noted,  filed  with 
this  application,  marked  “Received  August  29,  1978’’,  2 
sheets,  “December  12,  1978’’,  one  sheet,  and  “February  7, 
1979”,  one  sheet;  and  on  further  condition  that  this  variance 
shall  be  limited  to  a  term  of  5  years ;  that  this  variance  for 
accessory  parking  shall  lapse  if  the  catering  establishment 
is  discontinued;  that  the  parking  facility  shall  be  closed  and 
locked  except  when  the  catering  establishment  is  in  opera¬ 
tion  ;  that  lighting  be  installed  and  directed  away  from 
adjoining  residential  property;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


741-78-BZ 

APPLICANT — Harry  Soled  for  Mor  Loewy,  owner. 
SUBJECT — Application  September  12,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  and  basement  enlargement  to  an  existing  mul¬ 
tiple  dwelling  that  creates  non-compliance  in  floor  area 
ratio,  open  space  ratio  and  rear  yard  encroachment  on  the 
interior  lot  portion  of  the  plot. 

PREMISES  AFFECTED — 111  Penn  Street,  north  side, 
88.7  feet  east  of  Bedford  Avenue,  Block  2211,  Lot  60, 
Borough  of  Brooklyn.  Community  Board  #1BK. 
APPEARANCES— 

For  Applicant:  Harry  Soled. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf .  5 

Negative:  .  0 

Absent :  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  16,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  30,  1979;  then  to  February  20, 
1979;  then  to  March  6,  1979;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  6,  1978,  acting  on  Alt.  Applic.  #648/1978, 
reads : 

“1.  Provide  30'-0"  rear  yard  for  portion  of  building 
not  within  lOO'-O"  of  corner  as  per  Section  23-47  of 
Zoning  Resolution. 

2.  Proposed  enlargement  creates  a  non-compliance 
in  maximum  floor  area  permitted  under  Section  23-142 
of  Zoning  Resolution. 

3.  Proposed  enlargement  creates  a  non-compliance 
in  minimum  required  open  space  under  Section  23-142 
of  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  had  site 
and  neighborhood  evaluation  by  a  committee  of  the  Board 
consisting  of  Comm.  Philip  P.  Agusta,  R.A.  and  Comm. 
Stanley  M.  Wolf,  R.A. ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 


and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  limited  to  the  objection  cited,  and  that  the 
application  be  and  it  hereby  is  granted  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
erection  of  a  one-story  and  basement  enlargement  to  an 
existing  multiple  dwelling  that  creates  non-compliance  in 
floor  area  ratio,  open  space  ratio  and  rear  yard  encroachment 
on  the  interior  lot  portion  of  the  plot  on  condition  that  all 
work  shall  substantially  conform  to  drawings  as  they  apply 
to  the  objection,  above  noted,  filed  with  this  application, 
marked  “Received  September  12,  1978”,  6  sheets,  and 
“January  23,  1979”,  4  sheets;  on  further  condition  that  the 
exterior  of  this  enlargement  be  of  brick  to  match  the  existing 
structure;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


742-78-A 

APPLICANT — Harry  Soled  for  Mor  Loewy,  owner. 
SUBJECT — Application  September  12,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  Multiple 
Dwelling  Law. 

PREMISES  AFFECTED- — 111  Penn  Street,  north  side, 
86.7  feet  east  of  Bedford  Avenue,  Block  2211,  Lot  60,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Soled. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  6,  1978,  on  Alt.  Applic.  #648/78,  reads: 

“1.  Proposed  enlargement  exceeds  by  more  than 
25%  the  area  of  the  floor  of  proposed  enlargement  there¬ 
fore  is  contrary  to  Sec.  171  M.D.  Law.” 

and 

Whereas,  the  premises  had  site  and  neighborhood  evalua¬ 
tion  by  a  committee  of  the  Board  which  recommended  that 
the  appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  6,  1978,  acting  on  Alt.  Applic.  #648/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
conform  to  the  resolution  adopted  this  date  under  Calendar 
Number  741-78-BZ ;  and  that  all  other  laws,  rules  and  regu¬ 
lations  be  complied  with. 


931-78-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin 
et  al  for  80-81  and  First  Associates,  owner. 

SUBJECT — Application  October  20,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-9  (R10) 
district,  on  a  plot  with  an  existing  multiple  dwelling,  the 
erection  of  a  34  story  and  penthouse  mixed  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  lot  area  per  room  and  minimum  distance  between 
building. 

PREMISES  AFFECTED— 401  to  403  East  80th  Street, 
1540  to  1556  First  Avenue,  northeast  corner  and  400  to  410 
East  81st  Street,  Block  1560,  Lots  1,  44  and  45,  Borough 
of  Manhattan.  Community  Board  #8M. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  Francis 
Angelino. 
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For  Opposition:  Leon  London. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


— - - - 1  — - - - -  1 

and  Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  20,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  6,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  5,  1978,  acting  on  N.B.  Applic.  #3/1978, 
reads : 

“23.  Combined  floor  area  of  two  buildings  on  one 
zoning  lot  exceeds  the  amount  permitted  under  Section 
23-15  and  23-16  ZR. 

24.  Combined  number  of  zoning  rooms  in  two 
buildings  exceeds  the  amount  permitted  under  Section 
23-223  and  23-23  ZR. 

25.  Comply  with  distance  between  buildings  on  one 
zoning  lot  as  per  Section  23-712.” 

and 

Whereas,  the  premises  and  surrounding  area  had  site  and 
neighborhood  evaluation  by  a  committee  of  the  Board  con¬ 
sisting  of  Commissioner  Philip  P.  Agusta,  R.A.  and  Com¬ 
missioner  Stanley  M.  Wolf,  R.  A. ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  72-01(b)  and  72-21  of  the  Zoning  Resolution,  and 
that  the  applicant  is  therefore  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Sections  72-01  (b)  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-9  (RIO)  district, 
on  a  plot  with  an  existing  multiple  dwelling,  the  erection  of 
a  34-story  and  penthouse  mixed  building  that  exceeds  the 
permitted  floor  area  ratio  and  has  less  than  the  required  lot 
area  per  room  and  minimum  distance  between  buildings  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  as  they  apply  to  the  objection,  above  noted,  filed  with 
this  application,  marked  “Received  October  20,  1978”,  17 
sheets;  and  on  further  condition  that  the  existing  tenants  in 
the  structure  at  410  East  81st  Street  be  removed  and  the 
building  demolished  within  10  years  from  the  date  of  this 
resolution;  that  the  open  area  shall  then  be  improved  to 
comply  with  the  submitted  plans  of  permitted  conditions ; 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


967-78-BZ 

APPLICANT — Stein,  Davidoff,  Malito  and  Katz  for  Sec¬ 
ond  Farms  Neighborhood  Housing  Development  Fund 
Company  Incorporated,  owner,  Juan  Carlos  Guzman, 
lessee. 

SUBJECT — Application  November  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-00  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R7-1  district,  in  an 
existing  two  story  building,  the  use  of  a  portion  of  the 
first  floor  as  a  retail  store. 

PREMISES  AFFECTED — 1028  East  179th  Street,  south¬ 
west  corner  of  Boston  Road  and  1021  East  178th  Street, 
Block  3136,  Lot  1,  Borough  of  The  Bronx.  Community 
Board  #6BX. 


APPEARANCES— 

For  Applicant :  Sid  Davidoff. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  20,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  6,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  10,  1978,  acting  on  Alt.  Applic.  #182/1978, 
reads : 

“1.  Proposed  food  store  (Use  Group  6)  in  an  R7-1 
district  is  contrary  to  Section  32-15  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  had  site 
and  neighborhood  evaluation  by  a  committee  of  the  Board 
consisting  of  Commissioner  Philip  P.  Agusta,  R.  A.  and 
Commissioner  Stanley  M.  Wolf,  R.A. ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  limited  to  the  objection  cited,  and  that  the 
application  be  and  it  hereby  is  granted  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-1  district,  in  an 
existing  two-story  building,  the  use  of  a  portion  of  the  first 
floor  as  a  retail  store  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  as  they  apply  to  the  objection, 
above  noted,  filed  with  this  application,  marked  “Received 
November  9,  1978”,  6  sheets,  and  “March  1,  1979”,  one 
sheet;  and  on  further  condition  that  the  use  be  restricted  to 
a  food  store,  Use  Group  6  only ;  that  signs  comply  with  the 
Cl  district  regulations ;  that  this  variance  be  limited  to  a 
term  of  10  years ;  that  graffiti  be  removed  and  maintained 
clean  from  the  facades  on  both  Boston  Road  and  East  179th 
Street ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 

Adjourned:  12:30  P.M. 

Alan  D.  Gershuny,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  6,  1979,  2  P.M. 

Present :  Vice  Chairman  Agusta,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 
Commissioner  Wolf. 


557-65-SA 

APPLICANT — Lab-Line  Instruments,  Incorporated,  owner. 
SUBJECT — Additional  explosion-proof  refrigerators. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 


348 


MINUTES 


ACTION  OF  BOARD — Application  Reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
557-65- S A :  Amendment  to  resolution  to  include  additional 
explosion-proof  refrigerators. 

Lab-Line  Instruments,  Incorporated,  Melrose  Park,  Illi¬ 
nois,  requested  that  the  resolution  adopted  November  23, 
1965  and  amended  through  December  12,  1978  under  Calen¬ 
dar  Number  557-65-SA  be  reopened  and  amended  to  include 
additional  explosion-proof  refrigerators. 

PROPOSED  USE:  Explosion-proof  refrigerators. 
DESCRIPTION:  The  additional  models,  3551-10,  3552-10, 
and  3559-10,  are  similar  to  the  previously  approved  models 
3551,  3552,  and  3559.  They  are  used  for  storage  of  materials 
in  hazardous  locations. 

The  additional  models  have  an  electrical  outlet  box  to 
house  the  thermostat  and  a  line  cord  for  an  exterior  final 
connection.  The  previously  approved  models  bring  the  con¬ 
nection  by  conduit  to  the  thermostat,  which  is  housed  in  an 
explosion-proof  box. 

INSPECTION  AND  TEST :  The  additional  refrigerators 
have  been  tested  and  approved  for  use  in  hazardous  locations 
by  Underwriters’  Laboratories  (File  SA5916). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  23,  1965  and 
amended  through  December  12,  1978  under  Calendar  Num¬ 
ber  557-65-SA  be  reopened  and  amended  to  include  additional 
explosion-proof  refrigerators,  Models  3351-10,  3552-10,  and 
3559-10,  for  use  in  hazardous  locations,  on  condition  that  all 
uses,  locations,  and  installations  shall  comply  with  the  appli¬ 
cable  requirements  of  the  Building  Code  and  Chapter  19  of 
the  Administrative  Code  of  the  City  of  New  York,  Fire 
Prevention  Directives,  and  the  original  resolution  and  pre¬ 
vious  amendments  adopted  under  this  Calendar  Number. 

The  descriptive  product  information  about  this  item,  includ¬ 
ing  brochures,  catalogues,  bulletins,  etc.,  as  well  as  all  prod¬ 
uct  labels,  packaging,  and,  where  possible,  the  item  itself 
shall  be  labeled  with  the  wording:  “Approved  by  the  New 
York  City  Board  of  Standards  and  Appeals  under  Calendar 
Number  557-65-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufacturer,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corporate 
name,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


626-65-SA 

APPLICANT — Firecom,  Incorporated,  owner. 

SUBJECT — Change  of  ownership. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  Reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
626-65-SA — Amendment  to  resolution  to  show  change  of 
ownership. 

Firecom,  Incorporated,  Woodside,  New  York,  requested 
that  the  resolution  adopted  March  1,  1966  under  Calendar 
Number  626-65-SA  be  reopened  and  amended  to  show  a 
change  of  ownership. 

PROPOSED  USE:  Fire  alarm  and  sprinkler  systems. 
DESCRIPTION :  The  new  owner  is  Firecom,  Incorpor¬ 
ated,  Woodside,  New  York.  The  previous  owner  was  Fire 
Controls,  Incorporated,  Woodside,  New  York.  The  change 
in  ownership  has  been  certified  by  affidavit. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  1,  1966  under 
Calendar  Number  626-65-SA  be  reopened  and  amended  to 
show  a  change  of  ownership  to  Firecom,  Incorporated,  Wood- 
side,  New  York,  on  condition  that  the  requirements  of  the 
original  resolution  adopted  under  this  Calendar  Number 
shall  be  complied  with. 

The  descriptive  product  information  about  this  item,  in¬ 
cluding  brochures,  catalogues,  bulletins,  etc.,  as  well  as  all 
product  labels,  packaging,  and,  where  possible,  the  item  itself 
shall  be  labeled  with  the  wording:  “Approved  by  the  New 
York  City  Board  of  Standards  and  Appeals  under  Calendar 
Number  626-65-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and  label¬ 
ing  of  materials,  literature,  catalogues,  bulletins,  and  packag¬ 
ing  are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  under  this  Calendar  Number.  Failure  to  notify  the 
Board  of  change  of  ownership,  change  of  corporate  name, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1196-66-SA 

APPLICANT — Firecom,  Incorporated,  owner. 
SUBJECT — Change  of  ownership. 
APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  None. 


349 


MINUTES 


ACTION  OF  BOARD — Application  Reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Chairman  Fossella .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1196-66-SA:  Amendment  to  resolution  to  show  change  of 
ownership. 

Firecom,  Incorporated,  Woodside,  New  York,  requested 
that  the  resolution  adopted  May  23,  1967  and  amended 
December  12,  1972  under  Calendar  Number  1196-66-SA 
be  reopened  and  amended  to  show  a  change  of  ownership. 
PROPOSED  USE:  Bells  for  fire  alarm  systems. 
DESCRIPTION :  The  new  owners  is  Firecom,  Incorpor¬ 
ated,  Woodside,  New  York.  The  previous  owner  was  Fire 
Controls,  Incorporated,  Woodside,  New  York,  as  an  alternate 
vendor  for  W.  L.  Jenkins  Company,  Canton,  Ohio. 

The  change  in  ownership  has  been  certified  by  affidavit. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  23,  1967  and  amended 
December  12,  1972  under  Calendar  Number  1196-66-SA  be 
reopened  and  amended  to  show  a  change  of  ownership  to 
Firecom,  Incorporated,  Woodside,  New  York,  on  condition 
that  the  requirements  of  the  original  resolution  and  pre¬ 
vious  amendments  adopted  under  this  Calendar  Number  shall 
be  complied  with. 

The  descriptive  product  information  about  this  item,  in¬ 
cluding  brochures,  catalogues,  bulletins,  etc.,  as  well  as  all 
products  labels,  packaging,  and,  where  possible,  the  item 
itself  shall  be  labeled  with  the  wording:  “Approved  by  the 
New  York  City  Board  of  Standards  and  Appeals  under 
Calendar  Number  1196-66-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  materials,  processes,  controls 
and  labeling  of  materials,  literature,  catalogues,  bulletin, 
and  packaging  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


347-70-SA 

APPLICANT — GTE  Sylvania  Incorporated,  Electrical  Con¬ 
trol  Division,  owner. 

SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commisssioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf .  5 

Negative:  .  0 

Absent :  Chairman  Fossella .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
347-70-SA:  Amendment  to  resolution  to  include  change  in 
corporate  name. 

GTE  Sylvania  Incorporated,  Electrical  Control  Division, 
Lancaster,  South  Carolina,  requested  that  the  resolution 
adopted  November  23,  1971  and  amended  through  March  14, 
1978  under  Calendar  Number  347-70-SA  be  reopened  and 
amended  to  show  a  change  in  corporate  name. 
PROPOSED  USE:  Fire  pump  controller  and  battery 
charger. 

DESCRIPTION :  The  change  in  corporate  name  is  to  GTE 
Sylvania  Incorporated,  Electrical  Control  Division,  Lan¬ 
caster,  South  Carolina,  from  Clark  Control,  Incorporated, 
Cleveland,  Ohio. 

The  change  in  corporate  name  has  been  certified  by  affidavit. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  23,  1971  and 
amended  through  March  14,  1978  under  Calendar  Number 
347-70-SA  be  reopened  and  amended  to  include  a  change  in 
corporate  name  to  GTE  Sylvania  Incorporated,  Electrical 
Control  Division,  Lancaster,  South  Carolina,  on  condition  that 
the  requirements  of  the  original  resolution  and  previous 
amendments  adopted  under  this  Calendar  Number  shall  be 
complied  with. 

The  descriptive  product  information  about  this  item,  in¬ 
cluding  brochures,  catalogues,  bulletins,  etc.,  as  well  as  all 
product  labels,  packaging,  and,  where  possible,  the  item 
itself  shall  be  labeled  with  the  wording:  “Approved  by  the 
New  York  City  Board  of  Standards  and  Appeals  under 
Calendar  Number  347-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and  label¬ 
ing  of  materials,  literature,  catalogues,  bulletins,  and  pack¬ 
aging  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  under  this  Calendar  Number.  Failure  to  notify 
the  Board  of  change  of  ownership,  change  of  corporate  name, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


763-70-SM 

APPLICANT — Firecom,  Incorporated,  owner. 

SUBJECT — Change  of  ownership. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  Reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 
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MINUTES 


THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf .  5 

Negative : .  0 

Absent :  Chairman  Fossella .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  test  reads: 
763-70-SM :  Amendment  to  resolution  to  show  a  change  of 
ownership. 

Firecom,  Incorporated,  Woodside,  New  York,  requested 
that  the  resolution  adopted  February  10,  1976  under  Calendar 
Number  763-70-SM  be  reopened  and  amended  to  show  a 
change  of  ownership. 

PROPOSED  USE:  Control  panel  for  fire  alarm  system. 
DESCRIPTION :  The  new  owner  is  Firecom,  Incorporated, 
Woodside,  New  York.  The  previous  owner  was  Fire  Con¬ 
trols,  Incorporated,  Woodside,  New  York. 

The  change  in  ownership  has  been  certified  by  affidavit. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  10,  1976  under 
Calendar  Number  be  reopened  and  amended  to  show  a  change 
of  ownership  to  Firecom,  Incorporated,  Woodside,  New 
York,  on  condition  that  the  requirements  of  the  original  reso¬ 
lution  adopted  under  this  Calendar  shall  be  complied  with. 

The  descriptive  product  information  about  this  item,  in¬ 
cluding  brochures,  catalogues,  bulletins,  etc.  as  well  as  all 
product  labels,  packaging,  and,  where  possible,  the  item  itself 
shall  be  labeled  with  the  wording:  “Approved  by  the  New 
York  City  Board  of  Standards  and  Appeals  under  Calendar 
Number  763-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corporate 
name,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


122-73-SA 

APPLICANT — Electro  Signal  Lab,  Incorporated,  owner. 
SUBJECT— To  include  additional  model  designations  and 
distributors  of  smoke  detectors. 

APPEARANCES— 

For  Applicant :  Richard  Charles  Sawyer. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  Reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella  .  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
122-73-SA:  Amendment  to  resolution  to  include  additional 
model  designations  and  distributors  of  smoke  detectors. 

Electro  Signal  Lab,  Incorporated,  Rockland,  Massachu¬ 
setts,  requested  that  the  resolution  adopted  June  4,  1974  and 
amended  through  July  18,  1978  under  Calendar  Number 
122-73-SA  be  reopened  and  amended  to  include  additional 
model  designations  and  distributors  of  smoke  detectors. 
PROPOSED  USE:  Smoke  detectors. 


DESCRIPTION  :  The  detectors,  which  were  approved  under 
previous  resolutions,  are  marketed  by  alternate  distributors, 
as  shown  below. 

The  detectors  are  either  2  wire  or  4  wire  type.  They  are 
available  with  a  135°F.  heat  sensor  (1025,  1004,  and  1013 
Series)  or  without  a  135°F.  heat  sensor  (1024,  1003,  and 
1012  Series.  The  1003/1004  and  1012/1013  detectors  are 
identical  to  the  1024/1025  detectors  with  the  exception  of 
color  1003/1004-tan,  1012/1013-white.  The  bases  vary  in  2 
wire  or  4  wire  capability  and  in  combinations  of  relays  availa¬ 
ble.  The  4  wire  detectors  use  one  of  the  following  end-of-line 
supervision  relays :  204A,  204B,  204C. 

The  detectors  and  the  model  designations  of  the  alternate 
distributors  are  as  follows: 


2  Wire  Systems  Detectors 
1024A  with  bases  V  or  W 
1024B  with  bases  V,  X,  or  Y 
1024C  with  bases  V  or  U 
1024D  with  base  V 
1024E  with  bases  V  or  W 
1024F  with  bases  Q,  R,  or  L 
1025A  with  bases  V  or  W 
1025B  with  bases  V,  X,  or  Y 
1025C  with  bases  V  or  U 
1025D  with  base  V 
1025E  with  base  V  or  W 
1025F  with  bases  Q,  R,  or  L 


4  Wire  Systems  Detectors 
1003A  with  bases  F,  D,  or  N 
1003B  with  bases  C,  G,  or  S 
1003C  with  bases  G  or  S 
1004A  with  bases  F,  D,  or  N 
1004B  with  bases  C,  G,  or  S 
1004C  with  bases  G  or  S 
1012A  with  bases  F,  D,  or  N 
1012B  with  bases  C,  G,  or  S 
1012C  with  bases  G  or  S 
1013A  with  bases  F,  D,  or  N 
1013B  with  bases  C,  G,  or  S 
1013C  with  bases  G  or  S 


Distributor 

American  District 

ESL  Model  # 

Distributor’s 

Telegraph  (ADT)  ... 

1013A-X 

3522-124 

One  World  Trade  Center 

1013A-Z 

3522-126 

Suite  9200 

1013B-W 

3523-123 

New  York,  N.  Y.  10048 

1013B-T 

1024E 

(head  only) 
1025E-V 
1025E-W 

3523-120 

3527-100 

3520-122 

3520-123 

The  Ansul  Company  . . . 

1024E-V 

24483 

1  Stanton  Street 
Marinette, 

Wisconsin  54143 

1024E-W 

24484 

Aritech  Corporation  .... 

1004A-F 

FS602 

25  Newbury  Street 

204- A 

FS604 

Framingham,  MA  01701 

N  (base  only) 

FS605 

Autocall  . 

1024C-V 

4260-101 

Federal  Sign  and  Signal 

41  E.  Tucker  Avenue 
Shelby,  OH  44875 

1025C-V 

4260-131 

Douglas  Randall  . 

1024C-V 

PE1024C 

Div.  of  Walter  Kidde 

6  Pawcatuck  Avenue 
Pawcatuck,  CT  06891 

102SC-V 

PE1025C 

Edwards  Company  . 

90  Connecticut  Avenue 

1024B 

(head  only) 

6381 

Norwalk,  CT  06856 

1025B 

(head  only) 

V  (base  only) 

X  (base  only) 

Y  (base  only) 

6381-135 

6383-1 

6383-2 

6383-3 
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Distributor 

ESL  Model  # 

Distributor’s  # 

Exide  Safety  Systems  . . 

1024D-V 

F451485 

P.O.  Box  116 

39  Teed  Drive 

E.  Randolph,  MA  02368 

1025D-V 

F451486 

Fire  Control  Instruments. 

1024C-V 

224 

149  California  Street 

1024C-U 

224 R 

Newton,  MA  02158 

1025C-V 

224T 

1025C-U 

224RT 

Fire  Burglary 

Instruments  . 

1004A-F 

619X 

999A  Stewart  Avenue 
Garden  City,  N.  Y.  11530 

204A 

620 

Fire-Lite  Alarms 

1004A-F 

SD14AX 

40  Albert  Street 

1004A-N 

SD14AN 

New  Haven,  CT 

1004B-G 

SD14BW 

1004B-S 

SD14BS 

204A 

SDLRA 

204B 

SDLRB 

Gamewell  Corporation  . . 

1012B-T 

67940 

7  Industrial  Park  Road 

1012B-W 

67941 

Medway,  MA  02053 

1012B-S 

67942 

1013B-T 

67943 

1013B-W 

67944 

1013B-S 

67945 

Johnson  Control  . 

1024B-V 

JCI  1024B-V 

507  East  Michigan  Street 

1024B-X 

TCI  1024B-X 

Milwaukee,  Wisconsin 

1024B-Y 

JCI  1024B-Y 

53202 

1025B-V 

JCI  1025B-V 

1025B-X 

JCI  1025B-X 

1025B-Y 

JCI  1025B-Y 

1024C-V 

JCI  1024C-V 

1024C-U 

JCI  1024C-U 

1025C-V 

TCI  1025C-V 

1025C-U 

JCI  1025C-U 

NuTone  Division  . 

1013C-W 

S-198H 

Scovill  Manufacturing 
Co. 

Madison  and  Red  Bank 
Rds. 

Cincinnati,  OH  45227 

1012C-W 

S-198 

Rixson-Firemark  ...... 

1024C-V 

PD24D2  (  9431) 

9100  West  Belmont 

1024C-U 

PD24D4  (9432) 

Avenue 

Franklin  Park,  IL  60131 

204C 

9474A 

Simplex  Time  Recorder 

Co . 

1024F 

4259-35 

26  South  Lincoln  Street 

(head  only) 

Gardner,  MA  01440 

1025F 

(head  only) 

4259-36 

Q  (base  only) 

4259-37 

L  (base  only) 

4259-38 

Standard  Electric  Time 

Corp . 

1024C-V 

(009-466) 

89  Logan  Street 

SMU20-56 

Springfield,  MA  01101 

1025C-V 

(009-467) 

SMU20-57 

V  (base  only) 

(009-468) 

SMU20-58 

INSPECTION  AND  ' 

TEST :  The  detectors  have  been 

tested  and  approved  by 
SI 125) . 

Underwriters’  Laboratories  (File 

RECOMMENDATION 

:  The  Committee 

on  Test  recom- 

mends  that  the  resolution  adopted  June  4,  1974  and  amended 
through  July  18,  1978  under  Calendar  Number  122-73-SA 
be  reopened  and  amended  to  include  additional  model  desig¬ 
nations  and  distributors  of  smoke  detectors  as  listed  above, 


on  condition  that  all  uses,  locations,  and  installations  of  the 
smoke  detectors  shall  comply  with  the  applicable  require¬ 
ments  of  the  original  resolution  and  previous  amendments 
adopted  under  this  Calendar  Number,  the  Building  Code  and 
Chapter  19  of  the  Administrative  Code  of  the  City  of  New 
York,  and  Fire  Prevention  Directives. 

The  descriptive  product  information  about  this  item,  in¬ 
cluding  brochures,  catalogues,  bulletins,  etc.,  as  well  as  all 
product  labels,  packaging,  and,  where  possible,  the  item  itself 
shall  be  labeled  with  the  wording:  “Approved  by  the  New 
York  City  Board  of  Standards  and  Appeals  under  Calendar 
Number  122-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufacture,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual  affida¬ 
vit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


378-73-SA 

APPLICANT — Firecom,  Incorporated,  owner. 

SUBJECT — Change  of  ownership. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  Reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 


Carroll,  Commissioner  Walsh,  Commissioner 

Cincotta  and  Commisioner  Wolf .  5 

Negative: .  0 

Absent :  Chairman  Fossella .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
378-73-SA :  Amendment  to  resolution  to  show  a  change  of 
ownership. 

Firecom,  Incorporated,  Woodside,  New  York,  requested 
that  the  resolution  adopted  September  18,  1973  and  amended 
May  9,  1978  under  Calendar  Number  378-73-SA  be  reopened 
and  amended  to  show  a  change  of  ownership. 

PROPOSED  USE:  Fire  alarm  and  extinguishing  equip¬ 
ment. 

DESCRIPTION :  The  new  owner  is  Firecom,  Incorporated, 
Woodside,  New  York.  The  previous  owner  was  Fire  Con¬ 
trols,  Incorporated,  Woodside,  New  York. 

The  change  in  ownership  has  been  certified  by  affidavit. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  18,  1973  and 
amended  May  9,  1978  under  Calendar  Number  378-73-SA  be 
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reopened  and  amended  to  show  a  change  of  ownership  to 
Firecom,  Incorporated,  Woodside,  New  York,  on  condition 
that  the  requirements  of  the  original  resolution  and  previous 
amendments  adopted  under  this  Calendar  Number  shall  be 
complied  with. 

The  descriptive  product  information  about  this  item,  in¬ 
cluding  brochures,  catalogues,  bulletins,  etc.,  as  well  as  all 
product  labels,  packaging,  and,  where  possible,  the  item  itself 
shall  be  labeled  with  the  wording:  “Approved  by  the  New 
York  City  Board  of  Standards  and  Appeals  under  Calendar 
Number  378-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and  label¬ 
ing  of  materials,  literature,  catalogues,  bulletins,  and  pack¬ 
aging  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  under  this  Calendar  Number.  Failure  to  notify 
the  Board  of  change  of  ownership,  change  of  corporate  name, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


379-73-SA 

APPLICANT — Firecom,  Incorporated,  owner. 

SUBJECT — Change  of  ownership. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  Reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Chairman  Fossella .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
379-73-SA :  Amendment  to  resolution  to  show  change  of 
ownership. 

Firecom,  Incorporated,  Woodside,  New  York,  requested 
that  the  resolution  adopted  July  17,  1973  under  Calendar 
Number  379-73-SA  be  reopened  and  amended  to  show  a 
change  of  ownership. 

PROPOSED  USE:  Class  E  fire  alarm  system. 
DESCRIPTION  :  The  new  owner  is  Firecom,  Incorporated, 
Woodside,  New  York.  The  previous  owner  was  Com¬ 
mercial  Radio-Sound  Corporation,  New  York. 

The  change  in  ownership  has  been  certified  by  affidavit. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  17,  1973  under 


Calendar  Number  379-73-SA  be  reopened  and  amended  to 
show  a  change  of  ownership  to  Firecom,  Incorporated, 
Woodside,  New  York,  on  condition  that  the  requirements 
of  the  original  resolution  adopted  under  this  Calendar 
Number  shall  be  complied  with. 

The  descriptive  product  information  about  this  item, 
including  brochures,  catalogues,  bulletins,  etc.,  as  well  as 
all  product  labels,  packaging,  and,  when  possible,  the  item 
itself  shall  be  labeled  with  the  wording;  “Approved  by  the 
New  York  City  Board  of  Standards  and  Appeals  under 
Calendar  Number  379-73-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  materials,  processes,  controls 
and  labeling  of  materials,  literature,  catalogues,  bulletins, 
and  packaging  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance 
with  the  above  report. 


16-79-SM 

APPLICANT — Diamond  Expansion  Bolt  Company,  Divi¬ 
sion  of  General  Cable,  owner. 

SUBJECT — Anchors  inserted  in  masonry. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
16-79-SM:  Diamond  Expansion  Bolt  Company,  Division  of 
General  Cable,  Garwood,  New  Jersey,  filed  for  approval  of 
Sup-R-Stud  drop-in  wedge  anchors  under  the  provisions  of 
Article  10  and  RS  10  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Anchors  inserted  in  masonry. 
DESCRIPTION :  The  anchors  are  constructed  of  steel 
or  stainless  steel.  They  consist  of  a  stud  with  an  expension 
wedge  on  one  end  and  a  threaded  section  with  a  nut  and 
washer  on  the  other  end.  A  hole  is  drilled  in  the  masonry 
the  same  size  as  the  wedge  and  the  wedge  is  inserted  into 
the  hole  and  tightened.  The  threads,  nut,  and  washer  are 
used  for  the  attachment.  The  specifications  are  as  follows : 
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Catalog 

Anchor 

Masonry  Drill 
Size  (Actual 

Minimum 

Embediment 

Thread 

Rated  Working  Pullout  & 
Shear  Strength  in 

2,500  PSI  Concrete 

Recommended 
Torque  for 
Positive  Seating 

Number 

Size 

Tip  Dia.) 

in  Concrete 

Length 

Shear 

Pullout 

of  Anchor 

40-04007 

40-04009 

40-04013 

40-06009 

54"  x  2)4" 
y" x3A" 

3/6"  x  2  W 

54" 

(0.26070.268") 

i  y8" 

A" 

375  lbs. 

450  lbs. 

65  in.  lb. 

40-06012 

40-06015 

40-06020 

40-08011 

ffi  x  3" 

3/s"  X  3H" 

3/s"x5" 
y2"  X  2A" 

y8n 

(0.39070.398") 

iy2" 

154" 

925  lbs. 

8,500  lbs. 

35  ft.  lb. 

40-08016 

40-08021 

40-08028 

40-10114 

40-10020 

y2"  X  4" 

54"  x  5  A" 

y2"  x  7" 

5/8"x3y2" 
y8"  x  5" 

54" 

(0.520  70.530") 

254" 

154" 

1,545  lbs. 

1,325  lbs. 

50  ft.  lb. 

40-10024 

40-10028 

40-10034 

40-12017 

40-12020 

A"  x  6" 

y8"x7" 
y8"  x  8  w 
v/'xaa" 

A"  X  5" 

As" 

(0.650"/0.660") 

2  A" 

154" 

2,300  lbs. 

1,880  lbs. 

80  ft.  lb. 

40-12025 

40-12034 

40-12040 

VaT  x  5A" 
A"x8  y2" 

A"  x  10" 

J4" 

(0.775"/0.787") 

354" 

154" 

3,185  lbs. 

2,465  lbs. 

80  ft.  lb. 

40-14024 

40-14032 

40-14040 

%"x6" 

//'  X  8" 

Vs"  x  10" 

y8 

(0.905  70.917") 

3/8" 

254" 

4,195  lbs. 

2,980  lbs. 

150  ft.  lb. 

40-16024 

40-16048 

40-20036 

1"  X  6" 

1"  x  12" 

154*  x  9" 

r 

(1.030"/1.042") 

4y2" 

254" 

5,325  lbs. 

3,515  lbs. 

225  ft.  lb. 

40-16036 

40-20048 

1"  x  9" 

ij4"  x  i2" 

154* 

(1.28571.300") 

5  54* 

354" 

7,930  lbs. 

4,635  lbs. 

450  ft.  lb. 

INSPECTION  AND  TEST :  The  ultimate  strengths  (4 
times  those  listed  above)  were  determined  from  tests  con¬ 
ducted  by  Smith-Emery  Company,  California.  The  tests  were 
witnessed  and  certified  by  Morris  Doberne,  Registered  Pro¬ 
fessional  Engineer. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Sup-R-Stud  drop-in  wedge  anchors 
for  use  with  masonry  under  the  provisions  of  Article  10  and 
RS  10  of  the  Building  Code  of  the  City  of  New  York  on 
condition  that  all  uses,  locations  and  installations  shall  com¬ 
ply  with  the  applicable  requirements  of  the  Building  Code. 
The  packaging  and  bills  of  lading  of  the  anchors  and  their 
literature,  catalogues,  and  bulletins  shall  be  labeled:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  16-79-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and  label¬ 
ing  of  materials,  literature,  catalogues,  bulletins,  and  pack¬ 
aging  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  under  this  Calendar  Number.  Failure  to  notify 
the  Board  of  change  of  ownership,  change  of  corporate  name, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  Material  in  accordance  with  the  above 
report. 


39-79-SM 

APPLICANT — Walcon  Corporation,  owner. 

SUBJECT — Facing  units  and  liner  units  as  components  of 
two  hour  fire  rated  non-load  bearing  wall  assemblies. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at  2 
P.M.,  for  continued  hearing. 

437-78-A 

APPLICANT — William  J.  Condon  for  Del  Laboratories, 
Incorporated,  owner. 

SUBJECT — Application  June  16,  1978 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  flammable 
mixture  known  as  “Sally  Hanson  Nail  Color  Remover”,  in 
eight  (8)  ounce  high  density,  natural  polyethylene  with 
screw  cap  closure,  container  not  in  compliance  with  the 
Regulations  of  the  Administrative  Code  of  the  City  of 
New  York. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


Commissioner  Wolf  .  5 

Negative : .  0 

Absent:  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  17,  1978,  on  Folder  #122 — Pending,  reads: 
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“We  regret  to  inform  you  that  your  application  to 
register  your  product  “Sally  Hanson  Nail  Color 
Remover”  a  Flammable  Mixture  with  independent 
laboratory  affidavit  flash  point  of  14°  F  (TOC) 
in  containers  as  follows :  High  Density,  natural 
polyethylene  with  screw  cap  closure.  The  average 
wall  thickness  is  .0725  inches.  The  bottle  is  eight 
fluid  ounces,  is  DISAPPROVED.  Such  containers 
are  not  in  compliance  with  our  regulations  to  wit: 
Sec.  C19-59.0.C  of  the  New  York  City  Administra¬ 
tive  Code  requires  that  containers  of  this  size  for 
flammable  mixtures  be  of  metal  with  replaceable 
tops  or  caps.” 

Whereas,  the  drawing  and  sample  of  the  container 
were  reviewed  by  the  Board,  and  it  was  determined  that  the 
appeal  be  granted  under  certain  conditions : 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
May  17,  1978,  acting  on  Folder  number  122-pending  be  and 
it  hereby  is  modified  and  that  the  appeal  be  it  and  hereby  is 
granted  on  condition  that  the  container  comply  with  drawing 
filed  “June  16,  1978”,  1  sheet,  that  the  modification  shall 
apply  to  “Sally  Hanson  Nail  Color  Remover”  in  Eight 
Ounce  Container  only ;  and  on  further  condition  that  the 
label  on  the  container  be  in  bold  lettering,  and  in  such  style 
and  wording  as  is  satisfactory  to  the  Fire  Commissioner; 
that  any  descriptive  product  information  about  this  item, 
including  brochures,  catalogues,  and  bulletins,  etc.,  as  well 
as  all  product  labels,  packaging,  and  where  possible,  the 
item  itself,  shall  include  the  wording  “Approved  by  the 
New  York  City  Board  of  Standards  and  Appeals  under 
Cal.  No.  437-78-A”,  and  that  in  all  other  respects  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with. 


677-78-A 

APPLICANT — Atkin  and  Gibson  for  Agustino  Onoriti, 
owner. 

SUBJECT — Application  August  10,  1978 — review  of  a 
decision  of  the  Borough  Superintendent  dated  June  29, 
1977. 

PREMISES  AFFECTED— 2135  Williamsbridge  Road, 
west  side,  212.5  feet  south  of  Pelham  Parkway,  Block  4332, 
Lot  14,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  Gibson. 

For  Administration:  Louis  Passione,  Bldg.  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  the  letter  of  the  Borough  Superintendent,  dated 
June  29,  1978  and  confirmed  on  December  12,  1978,  on 
Alt.  Applic.  #103/77  and  N.B.  Applic.  #23/77,  reads: 

“Please  be  advised  that  the  memorandum  of  former 
Commissioner  Walsh,  of  this  Department,  addressed  to 
Borough  Superintendent  Cohen,  dated  June  29,  1977  is 
still  in  effect.” 

and 

Whereas,  the  record  indicates  that  there  is  a  deficiency, 
in  excess  of  20%,  in  the  total  required  lot  area  needed  to 
satisfy  Sections  23-222  and  35-411  of  the  Zoning  Resolution. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  December  12,  1978,  acting  on  Alt. 
Applic.  #103/77  and  N.B.  #23/77  be  and  it  hereby  is 
modified  and  that  the  Board  of  Standards  and  Appeals 
reverses  the  decision  of  the  Borough  Superintendent  and 
leaves  to  the  Department  of  Buildings  the  decision  as  to 
the  appropriate  action  to  be  taken. 


871-78-A 

APPLICANT — Lama  and  Vassalotti  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  September  27,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
change  of  use  from  automotive  service  station  to  self  serv¬ 
ice  gasoline  service  station. 

PREMISES  AFFECTED — 256  McGuiness  Boulevard, 
southeast  corner  of  Kent  Street,  Block  2560,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


Commissioner  Wolf  .  5 

Negative: .  0 

Absent:  Chairman  Fossella  . 1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1978,  on  Alt.  Applic.  #1001/78,  reads: 

“1.  The  proposed  change  of  use  from  Gasoline  Serv¬ 
ice  Station  to  Self-Service  Gasoline  and  Oil  Selling  Sta¬ 
tion  is  contrary  to  C19-73.0(b)  (2)  of  the  Fire  Prevention 
Code,  City  of  New  York.” 

and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1978,  reads  “The  proposed  change  of 
use  from  Gasoline  Service  Station  to  Self-Service  Gasoline 
and  Oil  Selling  Station  is  contrary  to  C19-73.0(b)  (2)  of  the 
Fire  Prevention  Code,  City  of  New  York”,  and 
Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board,  consisting  of  Commissioners  Philip  P.  Agusta, 
R.A.  and  Harry  M.  Carroll,  P.E.,  which  recommended  that 
the  Appeal  be  granted  under  certain  conditions;  and 
Whereas,  Section  C19-73.0.b2  of  the  Fire  Prevention  Code 
permits  the  use  and  installation  of  self-service  devices  in  gaso¬ 
line  service  stations  provided  that  such  devices  are  operated 
by  persons  holding  a  Certificate  of  Fitness  for  the  dispensing 
of  gasoline  or  diesel  fuel  for  motor  fuel;  and 

Whereas,  it  is  required  that  at  all  times,  when  fuel  is 
dispensed,  the  person  holding  a  Certificate  of  Fitness  have 
control  over  fuel  dispensing  devices ;  and 

Whereas,  the  record  and  filed  plans  in  the  instant  appli¬ 
cation  indicate  that  safety  devices,  fuel  dispensing  devices 
and  consoles  are  under  the  direct  supervision  and  control  of 
the  person  holding  a  Certificate  of  Fitness  as  above  specified; 
and 

Whereas,  the  filed  plans  indicates  the  installation  of  Board 
of  Standards  and  Appeals  approved  automatic  dry  chemical 
suppression  system  utilizing  heat  activators  as  well  as  a 
manual  activator  control  and  a  fail  safe  electric  energy  device 
which  will  automatically  disconnect  the  complete  electrical 
system  to  the  self-service  dispensing  equipment  when  the  dry 
chemical  suppression  system  is  activated ;  and 

Whereas,  the  filed  plans  indicate  the  control  booth  is 
located  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  18,  1978,  be  and  it  hereby  is  modified  and 
that  the  application  be  and  it  hereby  is  granted  on  condition 
(1)  that  a  trained  attendant  who  possesses  a  Certificate  of 
Fitness,  as  above  described,  shall  be  on  duty  at  all  times 
when  the  station  is  open  for  business;  (2)  that  it  shall  be 
the  attendant’s  duty  to  require  the  engine  of  any  vehicle 
be  shut  off  before  the  start  of  the  fuel  operation,  and  to 
prohibit  smoking  within  the  immediate  area  of  the  fuel 
operation;  (3)  that  it  shall  be  the  attendant’s  duty  to  prevent 
the  dispensing  of  fuel  into  portable  containers;  (4)  that 
signs  reading  “No  Smoking”,  “Stop  Your  Engine”,  “It  Is 
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Unlawful  to  Dispense  Gasoline  Into  Portable  Containers” 
and  “The  Dispensing  of  Gasoline  Shall  be  by  a  Person  Hold¬ 
ing  a  Valid  Drivers  License  or  a  Person  18  years  of  age  or 
older”  shall  be  conspicuously  posted  in  clear  view  of  the 
customer  at  the  dispensing  island;  (5)  that  portable  fire 
extinguishers,  acceptable  to  the  Fire  Commissioner,  be 
located  as  indicated  on  filed  plans;  (6)  that  all  dispensing 
devices  and  fire  suppression  systems  be  approved  by  the 
Board  of  Standards  and  Appeals;  (7)  that  the  suppression 
system  be  arranged  in  a  manner  so  as  to  cover  an  area 
around  each  pump  encompassed  by  a  circle  having  a  radius 
equal  to  the  maximum  extendable  length  of  the  hose  and 
nozzle  of  said  pump;  (8)  that  the  installation  and  use  of 
coin-operated  dispensing  devices  for  fuel  be  prohibited ; 

(9)  that  there  shall  be  constant  contact  between  the  at¬ 
tendant  in  the  control  booth  and  the  dispensing  island  by 
means  of  a  voice  intercommunication  system  which  shall 
be  maintained  in  proper  operating  condition  at  all  times ; 

(10)  that  all  controls,  devices,  fire  suppression  systems  and 
fire  fighting  equipment  be  maintained  in  good  operating  order 
at  all  times;  (11)  that  a  maintenance  log  shall  be  kept  on 
the  premises  as  per  direction  of  the  Fire  Commissioner; 
(12)  that  all  dispensing  nozzles  are  the  automatic  closing 
type  without  hold  open  latches;  (13)  that  a  list  of  emergency 
procedures  and  instructions  be  conspicuously  posted  in  the 
immediate  vicinity  of  the  attendant’s  principal  control  loca¬ 
tion,  said  instructions  shall  be  at  the  direction  of  the  Fire 
Commissioner:  (14)  that  the  dispensing  areas  shall,  at  all 
times,  be  well  lit  for  complete  visual  control;  (15)  that  the 
permit  to  operate  this  station  shall  be  for  a  term  of  five  (5) 
years  from  the  date  of  this  approval;  (16)  that  all  of  the 
conditions  set  forth  in  this  resolution  shall  be  conspicuously 
posted  in  the  attendant’s  booth;  on  further  condition  that 
the  building,  equipment,  devices  and  controls  shall  substan¬ 
tially  conform  to  drawings,  marked  received  September  27, 
1978,  2  sheets,  and  January  25,  1978,  2  sheets,  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


877-78-A 

APPLICANT — S.  H.  Haskel,  for  Steinway  and  Sons,  owner. 
SUBJECT — Application  September  28,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  use  of 
smoking  areas. 

PREMISES  AFFECTED — One  Steinway  Place,  southwest 
corner  of  19th  Avenue,  Block  814,  Lot  1,  Astoria,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  S.  H.  Haskel. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  29,  1978,  on  Folder  #50714.01,  reads: 

“We  have  received  your  request  for  permission  to 
establish  smoking  areas  in  the  employees  lounge  area, 
Building  #94,  2nd  floor  and  for  the  restroom,  Building 
67  and  87,  first  through  fourth  floors. 

This  department  must  deny  your  request  but  you  may 
appeal  this  denial  to  the  Board  of  Standards  and  Appeals 
at  80  Lafayette  Street,  Manhattan.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board,  consisting  of  Commissioners  Philip  P.  Agusta, 
R.A.  and  Harry  M.  Carroll  P.E.  which  recommended  that 
the  appeal  be  granted  under  certain  conditions. 


Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  August  29,  1978  acting  on  Folder  No. 
50714.01,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  any  existing  waste 
receptacles  in  the  restrooms  and  lounge  area  be  replaced 
with  self-closing  metal  containers  and  that  all  smoking  areas 
be  provided  with  incombustible  sand-filled  receptacles  for 
discarded  cigars,  cigarettes  and  matches ;  that  the  existing 
sprinkler  system  with  central  office  connection,  and  any  fire 
extinguishing  appliances  be  maintained  to  the  satisfaction  of 
the  Fire  Commissioner ;  and  on  further  conditions  that  the 
building  shall  substantially  conform  to  drawings  marked 
received  “September  28,  1978”,  1  sheet  and  “December  28, 
1978”,  1  sheet;  and  that  all  laws,  rules  and  regulation  shall 
be  complied  with. 


240-78-A 

APPLICANT— Robert  Allen  Fuller  for  The  Kingsford 
Company,  owner. 

SUBJECT — Application  April  3,  1978 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combutsible 
mixture  known  as  “Match  Light  Briquets”,  consisting  of 
“K-28”  (Charcoal  impregnated  with  solvent)  with  a  flash 
point  of  180°  F.  and  “Conoco  LPA  Solvent”  with  a  flash 
point  of  162°  F.,  in  four  (4)  pound  baler  bags  wtih  no  type 
of  airtight  replaceable  cap  or  top,  packaging  not  in  Com¬ 
pliance  with  the  Regulations  of  the  Administrative  Code 
of  the  City  of  New  York. 

APPEARANCES— 

For  Applicant:  Robert  A.  Fuller  and  David  A.  Rauch. 
For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Chairman  Fossella  .  1 


ACTION  OF  BOARD — Laid  over  to  March  27,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


316-78-A 

APPLICANT — Robert  Allen  Fuller  for  The  Kingsford 
Company,  owner. 

SUBJECT— Application  May  1,  1978 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combustible 
mixture  known  as  “Match  Light  Briquets”,  consisting  of 
“K-28”  (Charcoal  impregnated  with  solvent)  with  a  flash 
point  of  180°  F.  and  Conoco  LPA  Solvent,  in  eight  pound 
(81b.)  baler  bags,  with  no  type  of  airtight  replaceable  cap 
or  top,  bags  not  in  Compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York. 
APPEARANCES— 

For  Applicant:  Robert  A.  Fuller  and  David  A.  Rauch. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella  .  1 


ACTION  OF  BOARD — Laid  over  to  March  27,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


354-78-A 

APPLICANT — Hayt,  Hayt  and  Landau  for  The  Jamaica 
Hospital,  owner. 

SUBJECT — Application  May  12,  1978 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  to  provide  three  (3) 
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persons  with  Certificate  of  Qualification  for  Refrigeration 
Systems  Operator  to  direct  or  control  system  on  above 
premises. 

PREMISES  AFFECTED— 89th  Avenue  and  Van  Wyck 
Expressway,  southwest  corner,  Block  9364,  Lot  40,  Ja¬ 
maica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf .  5 

Negative :  .  0 

Absent :  Chairman  Fossella  .  1 


ACTION  OF  BOARD — decision  deferred  to  March  13, 
1979,  at  2  P.M.,  hearing  closed. 


415-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  use  of 
dry  wells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 308  South  Railroad  Street, 
south  side,  328.62  feet  east  of  Lexa  Place,  Block  6324,  Lot 
175,  Huguenot,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella  .  1 


ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at  2 
P.M.,  for  decision;  hearing  closed. 


416-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 318  South  Railroad  Street, 
south  side,  224.63  feet  east  of  Lexa  Place,  Block  6324,  Lot 
180,  Huguenot,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella  .  1 


ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at  2 
P.M.,  for  decision;  hearing  closed. 

417-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 328  South  Railroad  Street, 
south  side,  134.63  feet  east  of  Lexa  Place,  Block  6324,  Lot 
185,  Huguenot,  Borough  of  Staten  Island. 


THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Chairman  Fossella  .  1 


ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at  2 
P.M.,  for  decision ;  hearing  closed. 


418-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 340  South  Railroad  Street, 
southeast  corner  of  Lexa  Place,  Block  6324,  Lot  190, 
Huguenot,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

•Negative:  .  0 

Absent:  Chairman  Fossella  .  1 


ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at  2 
P.M.,  for  decision;  hearing  closed. 


419-78-A 

APPLICANT — Alphonse  J.  Calvenico  for  Henry  Tausk, 
owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 307  South  Railroad  Street, 
north  side,  1008.80  feet  west  of  Albee  Avenue,  Block  6324, 
Lot  201,  Huguenot,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella  .  1 


ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at  2 
P.M.,  for  decision;  hearing  closed. 


420-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tausk, 
owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 317  South  Railroad  Street, 
north  side,  1110.13  feet  west  of  Albee  Avenue,  Block  6324, 
Lot  206,  Huguenot,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella  .  1 


ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at  2 
P.M.,  for  decision;  hearing  closed. 
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421-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tausk, 
owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 327  South  Railroad  Street, 
north  side,  1210.13  feet  west  of  Albee  Avenue,  Block  6324, 
Lot  211,  Huguenot,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Chairman  Fossella  .  1 


ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at  2 
P.M.,  for  decision;  hearing  closed. 


422-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tausk, 
owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 337  South  Railroad  Street, 
north  side,  1310.13  feet  west  of  Albee  Avenue,  Block  6324, 
Lot  216,  Huguenot,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Chairman  Fossella  .  1 


ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at  2 
P.M.,  for  decision ;  hearing  closed. 


423-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tausk, 
owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water.  (Local  Law  #7). 

PREMISES  AFFECTED— 347  South  Railroad  Street, 
north  side,  1410.13  feet  west  of  Albee  Avenue,  Block  6325, 
Lot  221,  Huguenot,  Borough  of  Staten  Island. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella  .  1 


ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at  2 
P.M.,  for  deicsion;  hearing  closed. 


543-78-A 

APPLICANT — Galbreath-Ruffin  Corporation. 

SUBJECT' — Application  July  14,  1978 — review  and  appeal  of 
Modification  to  Reference  Standard  13-1  (Air  Filters) 
granted  under  Calendar  Number  281-77-BCR. 

PREMISES  AFFECTED— 150  E.  42nd  St.,  block  bounded 
by  Lexington  Ave.,  3rd  Ave.,  E.  42nd  St.  and  E.  41st  St., 
Block  1296,  Lot  46,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Win  Froehlich  and  Paul  J.  Jarvis. 

For  Opposition:  Louis  Passione,  Bldg.  Dept 
For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept 


ACTION  OF  BOARD— Laid  over  to  April  10,  1979,  at  2 
P.M.,  for  continued  hearing,  progress  report  to  be  sub¬ 
mitted. 


725-78-A 

APPLICANT — Joseph  Marini  for  Berg  Chemical  Company, 
Incorporated,  owner. 

SUBJECT — Application  September  1,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  drug  supply 
warehouse  contrary  to  Fire  Prevention  Code. 

PREMISES.  AFFECTED— 920  East  132nd  Street,  south 
side,  opposite  Locust  Avenue,  Block  2583,  Lot  50,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  Marini. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Chairman  Fossella  .  1 


ACTION  OF  BOARD — Decision  deferred  to  March  13, 
1979,  at  2  P.M.,  hearing  closed. 


726-78-A 

APPLICANT — Joseph  Marini  for  Berg  Chemical  Company, 
Incorporated,  owners. 

SUBJECT — Application  September  1,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  altera¬ 
tion  of  existing  structure  to  High  Hazard  Occupancy. 

PREMISES.  AFFECTED— 920  East  132nd  Street,  south 
side,  opposite  Locust  Avenue,  Block  2583,  Lot  50,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  Marini. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Chairman  Fossella  .  1 


ACTION  OF  BOARD — decision  deferred  to  March  13, 
1979,  at  2  P.M.,  hearing  closed. 


753-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 
OWNER  OF  PREMISES — Myron  Boyce,  et  al. 

SUBJECT — Application  September  15,  1978 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  #77884  re-  Sprinkler 
System. 

PREMISES  AFFECTED— 254  West  54th  Street,  south 
side,  125  feet  east  of  Eighth  Avenue,  Block  1025,  Lot  58, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  R.  J.  Ellis,  F.D.,  DC  L.  Fantozzi,  F.D. 

and  BC  J.  W.  Rooney,  F.D. 

For  Owner  :  Frank  Foti. 

ACTION  OF  BOARD — Laid  over  to  March  27,  1979,  at  2 
P.M.,  for  continued  hearing,  additional  information  to  be 
submitted. 
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906-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 

OWNER  OF  PREMISES — Reiner-Kaiser  Associates. 

SUBJECT — Application  October  17,  1978 — for  Modification 
of  Certificate  of  Occupancy  #47776  re-  Sprinkler  System. 

PREMISES  AFFECTED— 104-20  71st  Avenue,  west  side, 
60  feet  south  of  Station  Square,  Block  3253,  Lot  51,  Forest 
Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  R.  J.  Ellis. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella  .  1 


ACTION  OF  BOARD— Laid  over  to  March  13,  1979,  at  2 
P.M.,  for  decision;  hearing  closed. 


948-78-A 

APPLICANT — Henry  Mortarotti  for  City  of  New  York 
Board  of  Higher  Education,  owner. 

SUBJECT — Application  November  1,  1978 — appeal  from  a 
decision  of  the  Commissioner  of  Transportation  (Bureau  of 
Highway  Operations)  re-  sidewalk  slope. 

PREMISES  AFFECTED— 535  East  80th  Street  and  16-18 
East  End  Avenue,  northwest  corner,  Block  1577,  Lot  23, 


Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Edward  L.  Tirnetta  and  John  Degey. 
ACTION  OF  BOARD — Laid  over  to  March  27,  1979,  at  2 
P.M.,  for  continued  hearing. 

1123-78- A 

APPLICANT — Samuel  J.  Kisseloff  of  Abrams,  Kisseloff  & 
Kissin  for  Spirit  Fluid  Manufacturing  Corporation,  owners. 
SUBJECT — Application  November  30,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flamma¬ 
ble  mixture  known  as  “Spirit  Gas”,  in  twelve  (12)  ounce 
polyethylene  round  container  with  child  resistant  cap,  con¬ 
tainer  not  in  compliance  with  the  Regulations  of  the  Ad¬ 
ministrative  Code  of  the  City  of  New  York. 
APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Robert  Nakamura. 
THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf . 

Negative:  . 

Absent :  Chairman  Fossella . 

ACTION  OF  BOARD— Laid  over  to  March  13,  1979,  at 
P.M.,  for  decision;  hearing  closed. 

Adjourned:  3:50  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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CORRECTION* 

The  resolution  adopted  February  13,  1979  and  printed  in 
Bulletin  No.  8,  Volume  LXIV  under  Calendar  Number  926- 
78-A  is  hereby  corrected  to  read  as  follows : 

926  78-A 

APPLICANT — McGee  and  Morsellino  for  Green-McGuinn 
Corporation,  owner,  Save- Way  Greenpoint  Incorporated, 
lessee. 

SUBJECT — Application  October  20,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  a  gasoline  service  station  to  self-service  gasoline 
service  station. 

PREMISES  AFFECTED — 210  Greenpoint  Avenue,  south¬ 
west  corner  of  McGuinness  Boulevard,  Block  2576,  Lot  7, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  S.  P.  Russo  and  D.  DeBenedictis. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

N  egative :  .  0 

THE  RESOLUTION— 

Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
October  5,  1978,  on  F.D.  Acct.  #E-557323,  reads: 

“Your  letter  of  August  4,  1978  requesting,  in  behalf 
of  your  client,  the  conversion  of  the  above  captioned 
gasoline  service  station  to  a  self  service  gasoline  station 
is  acknowledged.  Please  be  advised  that  self  service 
gasoline  stations  are  prohibited  by  Chapt.  19-73.0-b  of  the 
Administrative  Code  and  therefore  your  request  for  the 
aforementioned  conversion  is  denied.” 

and 

Whereas,  a  letter  of  the  Fire  Commissioner,  dated  October 
5,  1978  reads  “Please  be  advised  that  self-service  gasoline 
stations  are  prohibited  by  Chapter  19-73.0-b  of  the  Adminis¬ 
trative  Code  and  therefore  your  request  for  the  aforemen¬ 
tioned  conversion  is  denied”,  and 
Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 
Whereas,  Section  C19-73.0.b2  of  the  Fire  Prevention  Code 
permits  the  use  and  installation  of  self-service  devices  in 
gasoline  service  stations  provided  that  such  devices  are  oper¬ 
ated  by  persons  holding  a  Certificate  of  Fitness  for  the  dis¬ 
pensing  of  gasoline  or  diesel  fuel  for  motor  fuel ;  and 
Whereas,  it  is  required  that  at  all  times,  when  fuel  is 
dispensed,  the  person  holding  a  Certificate  of  Fitness  have 
control  over  fuel  dispensing  devices ;  and 

Whereas,  the  record  and  filed  plans  in  the  instant  appli¬ 
cation  indicate  that  safety  devices,  fuel  dispensing  devices 
and  consoles  are  under  the  direct  supervision  and  control 
of  the  person  holding  a  Certificate  of  Fitness  as  above  speci¬ 
fied;  and 


**The  resolution  has  been  corrected  to  include  the  Premises 

affected  section. 

Whereas,  the  filed  plans  indicates  the  installation  of  Board 
of  Standards  and  Appeals  approved  automatic  dry  chemical 
suppression  system  utilizing  heat  activators  as  well  as  a 
manual  activator  control  and  a  fail  safe  electric  energy  device 
which  will  automatically  disconnect  the  complete  electrical 
system  to  the  self-service  dispensing  equipment  when  the  dry 
chemical  suppression  system  is  activated;  and 

Whereas,  the  filed  plans  indicate  the  control  booth  is 
located  so  that  the  dispensing  areas  are,  at  all  times,  in  full 
view  of  the  person  operating  the  console  and  safety  controls, 
and  this  person  must  hold  a  Certificate  of  Fitness. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
October  5,  1978  be  and  it  hereby  is  modified  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  (1)  that 
a  trained  attendant  who  possesses  a  Certificate  of  Fitness,  as 
above  described,  shall  be  on  duty  at  all  times  when  the  station 
is  open  for  business;  (2)  that  it  shall  be  the  attendant’s  duty 
to  require  the  engine  of  any  vehicle  be  shut  off  before  the 
start  of  the  fuel  operation,  and  to  prohibit  smoking  within 
the  immediate  area  of  the  fuel  operation;  (3)  that  it  shall 
be  the  attendant’s  duty  to  prevent  the  disnensing  of  fuel  into 
portable  containers;  (4)  that  signs  reading  “No  Smoking”, 
“Stop  Your  Engine”,  “It  Is  Unlawful  to  Dispense  Gasoline 
Into  Portable  Containers”  and  “The  Disnensing  of  Gasoline 
Shall  be  by  a  Person  Holding  a  Valid  Drivers  License  or  a 
Person  18  years  of  age  or  older”  shall  be  conspicuously 
posted  in  clear  view  of  the  customer  at  the  dispensing  island ; 
( 5 )  that  portable  fire  extinguishers,  acceptable  to  the  Fire 
Commissioner,  be  located  as  indicated  on  filed  plans;  (6)  that 
all  dispensing  devices  and  fire  suppression  systems  be  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals;  (7)  that  the 
suppression  system  be  arranged  in  a  manner  so  as  to  cover 
an  area  around  each  pump  encompassed  by  a  circle  having  a 
radius  equal  to  the  maximum  extendable  length  of  the  hose 
and  nozzle  of  said  pump;  (8)  that  the  installation  and  use  of 
coin-operated  dispensing  devices  for  fuel  be  prohibited;  (9) 
that  there  shall  be  constant  contact  between  the  attendant  in 
the  control  booth  and  the  dispensing  island  by  means  of  a 
voice  intercommunication  system  which  shall  be  maintained 
in  proper  operating  condition  at  all  times;  (10)  that  all  con¬ 
trols,  devices,  fire  suppression  systems  and  fire  fighting  equip¬ 
ment  be  maintained  in  good  operating  order  at  all  times ; 
(11)  that  a  maintenance  log  shall  be  kept  on  the  premises  as 
per  direction  of  the  Fire  Commissioner;  (12)  that  all  dis¬ 
pensing  nozzles  are  the  automatic  closing  type  without  hold 
open  latches;  (13)  that  a  list  of  emergency  procedures  and 
instructions  be  conspicuously  posted  in  the  immediate  vicinity 
of  the  attendant’s  principal  control  location,  said  instructions 
shall  be  at  the  direciton  of  the  Fire  Commissioner;  (14)  that 
the  dispensing  areas  shall,  at  all  times,  be  well  lit  for  com¬ 
plete  visual  control;  (15)  that  the  permit  to  operate  this 
station  shall  be  for  a  term  of  five  (5)  years  from  the  date  of 
this  approval;  (16)  that  all  of  the  conditions  set  forth  in 
this  resolution  shall  be  conspicuously  posted  in  the  attendant’s 
booth ;  on  further  condition  that  the  building,  equipment,  de¬ 
vices  and  controls  shall  substantially  conform  to  drawings, 
marked  received  “February  13,  1979”,  4  sheets  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 
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York,  N.  Y.  10013. 
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Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  March 
13,  1979,  Affecting  Calendar  Numbers — 


747-76-A 

114-74-BZ 

492-78- A 

4-53-BZ— Vol.  II 

115-74-BZ 

407-78-BZ 

1004-61-A 

116-74-BZ 

701-78-BZ 

528-31-BZ— Vol.  II 

117-74-BZ 

888-78-BZ 

819-52-BZ 

118-74-BZ 

900-78-BZ 

106-74-BZ 

119-74-BZ 

940-78-BZ 

107-74-BZ 

120-74-BZ 

1079-78-BZ 

108-74-BZ 

121-74-BZ 

1151-78-BZ 

109-74-BZ 

122-74-BZ 

1152-78-A 

110-74-BZ 

123-74-BZ 

481-78-BZ 

111-74-BZ 

211-78-BZ 

881-78-BZ 

112-74-BZ 

967-77-BZ 

882-78-BZ 

113-74-BZ 

223-78-A 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  March 
13,  1979,  Affecting  Calendar  Numbers — 

752-78-A 

938-78-A 

726-78-A 

872-78-A 

1123-78- A 

835-78-A 

880-78-A 

354-78-A 

836-78-A 

906-78- A 

351-78-A 

924-78-A 

913-78-A 

528-78-A 

925-78-A 

914-78-A 

529-78-A 

939-78-A 

922-78-A 

530-78- A 

951-78-A 

936-78-A 

558-78-A 

1078-78-A 

937-78-A 

725-78-A 

18-79-A 

Correction  Affecting  Calendar  Number — 
72-79-BCR 


365 


CALENDAR 


DOCKET 

New  Cases  filed  up  to  March  13, 1979 
Cal.  No.  Dept.  Premises  Affected 

252- 79-SM — One  hour  Fire  rated  load  bearing  partition 
assembly,  Manufactured  by  United  States  Gypsum 
Company. 

253- 79-SM— Series  IV  Gypsum  Shaftwall  Assemblies, 
Manufactured  by  The  Flintkote  Company. 

254- 79- A — F.D. — 424-432  Park  Avenue  South  and  51-53 
East  29th  Street,  Block  859,  Lot  39,  Borough  of  Manhat¬ 
tan,  re-  elevator  and  readineess. 

255- 79-BZ — B.B.X. — 3070  Waterbury  Avenue,  south  side, 
47.18  feet  east  of  Hollywood  Avenue,  Block  5340,  Lot  35, 
Borough  of  The  Bronx.  Community  Board  #10BX,  Alt. 
#16/79,  re-  Proposed  enlargement  to  building  warehouse 
with  commercial  vehicle  storage  U.G.  16  in  R4  Dist.  Cont. 
to  Sec.  52-22  Z.R.,  32-41  Z.R. 


256-79-SA — Model  4520  Unimode  System,  Fire  alarm 
monitoring  and  control  system,  Manufactured  by  Ameri¬ 
can  District  Telegraph  Company,  Inc. 


257-79-BZ — B.M. — 330  West  34th  Street,  and  331-49 
West  33rd  Street,  north  side,  165  feet  east  of  9th  Avenue, 
Block  757,  Lot  54,  Borough  of  Manhattan.  Community 
Board  #4M,  Alt.  #101/79,  re-  proposed1  light  manu¬ 
facturing  use  in  group  17,  dist.  C6-2  is  Cont.  to  Sec. 
32-00  Z.R. 


258-79-A — B.S.I. — 92  Glascoe  Avenue,  southwest  corner 
of  Lathrop  Avenue,  Block  1456,  Lot  20,  Westerleigh, 
Borough  of  Staten  Island,  N.B.  #821/78,  re-  storm 
water  disposal  (Local  Law  #7). 


259-79-A — B.S.I. — 100  Glascoe  Avenue,  west  side,  90.00 
feet  south  of  Lathrop  Avenue,  Block  1456,  Lot  25, 
Westerleigh,  Borough  of  Staten  Island,  N.B.  #822/78. 
re-  storm  water  disposal  (Local  Law  #7). 


260-79-A — B.S.I. — 104  Glascoe  Avenue,  west  side,  130.00 
feet  south  of  Lathrop  Avenue,  Block  1456,  Lot  27, 
Westerleigh,  Borough  of  Staten  Island,  N.B.  #823/78, 
re-  storm  water  disposal  (Local  Law  #7). 


261-79-A — B.S.I. — 108  Glascoe  Avenue,  west  side,  70.00 
feet,  north  of  Leonard  Avenue,  Block  1456,  Lot  29,  West¬ 
erleigh,  Borough  of  Staten  Island,  N.B.  #824/78,  re¬ 
storm  water  disposal  (Local  Law  #7). 


262-79-A — B.S.I. — 111  Muller  Avenue,  east  side.  115.00 
feet,  south  of  Lathrop  Avenue,  Block  1456,  Lot  7,  Wester¬ 
leigh,  Borough  of  Staten  Island,  N.B.  #825/78,  re¬ 
storm  water  disposal  (Local  Law  #7). 


263-79-A — B.S.I. — 115  Muller  Avenue,  east  side,  85.00 
feet,  north  of  Leonard  Avenue,  Block  1456,  Lot  5, 
Westerleigh,  Borough  of  Staten  Island,  N.B.  #826/78, 
re-  storm  water  disposal  (Local  Law  #7). 


264-79-A — B.S.I. — 267  Leonard  Avenue,  northwest  cor¬ 
ner  of  Glascoe  Avenue,  Block  1456,  Lot  32,  Westerleigh, 
Borough  of  Staten  Island,  N.B.  #828/78,  re-  storm  water 
disposal  (Local  Law  #7). 


265-79-A — -B.S.I. — 273  Leonard  Avenue,  north  side,  55.00 
feet  west  of  Glascoe  Avenue,  Block  1456,  Lot  37,  Wester¬ 
leigh,  Borough  of  Staten  Island,  N.B.  #829/78,  re¬ 
storm  water  disposal  (Local  Law  #7). 


266-79-BZ — B.Q. — -146-01  Avenue,  northeast  corner  of 
Burling  Street,  Block  5199,  Lots  21T,  8,  9,  10,  11,  21,  and 


7,  Block  5198,  Lots  12  and  25,  Borough  of  Queens.  Com¬ 
munity  Board  #7Q.,  N.B.  #2/78,  re-  proposed  floor  area 
of  new  building  in  R4  dist.  front  yards,  front  walls,  park¬ 
ing  spaces  medical  offices,  Cont.  Sec.  24-11  Z.R.,  24-34 
Z.R.,  24-521  Z.R.,  25-212,  25-23  and  25-31  Z.R.,  22-14  Z.R. 


267-79-BZ — B.Q. — 144-11  45th  Avenue,  north  side,  50 
feet  west  of  Burling  Street,  Block  5196,  Lots  3,  5,  10,  77, 
79,  and  82,  Flushing,  Borough  of  Queens.  Community 
Board  7Q.,  Alt.  #  123/79,  re-  proposed  off-site  parking 
space  in  an  R3-2  dist.  Cont.  to  Sec.  25-53  Z.R. 


268-79-BZ — B.Q. — 144-14  45th  Street,  south  side,  75  feet, 
west  of  Burling  Street,  Block  5204,  Lots  4  and  9,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #7Q,  Alt. 
#122/79,  re-  Proposed  off-site  parking  space  in  an  R3-2 
dist.  Cont.  25-53  Z.R. 


269-79-A — B.M. — 15  West  81  Street,  north  side,  250  feet 
west  of  Central  Park  West,  Block  1195,  Lot  18,  Borough 
of  Manhattan.  B.N.  #1955/77,  B.N.  #3811/76,  and  B.N. 
#479/77,  re-  Revocation  of  building  permits. 


270-79-BZ — B.M. — 808  Broadway  and  110  Fourth  Ave¬ 
nue,  east  side,  240.4  feet,  north  of  east  10th  Street,  Block 
557,  Lots  9  and  26,  Borough  of  Manhattan.  Community 
Board  2M.,  Alt.  #1118/77,  re-  Proposed  building  lot 
Cont.  to  Sec.  23-142  Z.R.,  23-223  Z.R.,  277(7)  (d)  Multiple 
Dwelling  Law  and  Sec.  C26-257.2  A.C. 


271-79-A — B.M. — 808  Broadway  and  110  Fourth  Avenue, 
east  side,  240.4  feet  north  of  East  10th  Street,  Block  557, 
Lots  9  and  26,  Borough  of  Manhattan,  re-  Proposed 
building  lot  26,  is  Cont.  to  Sec.  23-142  Z.R.,  23-223  Z.R., 
277(7)  (d)  Multiple  Dwelling  Law,  and  Sec.  C26-257.2 
A.C. 


272-79-A — F.D. — 287  Maspeth  Avenue,  and  438  Varick 
Avenue,  west  of  Newtown  Creek,  Block  2838,  Lot  1, 
Borough  of  Brooklyn,  re-  Letter  of  5/23/78  Fire  Sup¬ 
pression  System  for  Proposed  Vaporizers  7  and  8,  F.D. 
file  #  W-801442/49. 


273-79-BZ — B.Q. — 20-23  119th  Street,  east  side,  150  feet 
south  of  20th  Avenue,  Block  4162,  Lot  11,  College  Point, 
Borough  of  Queens.  Community  Board  #7Q.,  Alt. 
#19/79,  re-  Proposed  alteration  to  building  housing  a 
Non-conforming  use  Cont.  Sec.  52-22  Z.R.,  23-47  Z.R. 
and  54-31  Z.R. 


274-79-A — B.S.I. — 669  Castleton  Avenue,  north  side,  663.3 
feet  east  of  Bar  Avenue,  Block  101,  Lot  2,  Snug  Harbor, 
Borough  of  Staten  Island,  N.B.  #656/78,  re-  storm 
water  disposal  (Local  Law  #7). 


275-79-BZ — B.B. — 1518-53rd  Street,  south  side,  137.6  feet 
east  15th  Avenue,  Block  5477,  Lot  12,  Borough  of  Brook¬ 
lyn.  Community  Board  #12BK.,  N.B.  #188/78,  re- 
Provide  side  yard  to  Sec.  23-462  Z.R.,  23-47  Z.R.,  rear 
yard  for  Multiple  Dwelling  Law  Sec.  26  M.L.D.  and 
C26-601.1  B.C. 


276-79-A — B.B. — 1518 — 53rd  Street,  south  side,  137.6  feet 
east  of  15th  Avenue,  Block  5477,  Lot  12,  Borough  of 
Brooklyn,  N.B.  #188/78,  re-  Provide  side  yard  does  not 
comply  with  Sec.  23-462  Z.R.,  23.47  Z.R.,  Multiple  Dwell¬ 
ing  Law  Sec.  26  M.D.L.  and  C26-601.1. 


277-79-BZ — B.B. — 1641 — 49th  Street,  north  side,  320  feet 
east  of  16th  Avenue,  Block  5448,  Lot  74,  Borough  of 
Brooklyn.  Community  Board  #12BK.,  N.B.  #271/78, 
re-  Proposed  three  family  building  does  not  comply  with 
Sec.  23-45  Z.R.,  23-462  Z.R.,  23-47  Z.R.,  Multiple  Dwell¬ 
ing  Law  Sec.  26  M.D.L  and  C26-601.1,  B.C. 
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278-79-A — B.B. — 1641 — 49th  Street,  north  side,  320  feet 
east  of  16th  Avenue,  Block  5448,  Lot  12,  Borough  of 
Brooklyn,  N.B.  #271/78,  re-  Proposed  three  family 
building  does  not  comply  with  Sec.  23-45  Z.R.,  23-462 
Z.R.,  23-47  Z.R.,  and  Sec.  26  Multiple  Dwelling  Law,  Sec. 
C26-601.1  of  Building  Code. 


279-79-B Z — B.B. — 1456 — 58th  Street,  south  side,  220  feet 
west  of  15th  Avenue,  Block  5706,  Lot  29,  Borough  of 
Brooklyn.  Community  Board  #12BK.,  N.B.  #190/78,  re- 
Proposed  three  family  building  does  not  comply  with 
Sec.  23-45  Z.R.,  23-462  Z.R.,  23-47  Z.R.,  and  Sec.  26  Multi¬ 
ple  Dwelling  Law,  Sec.  C26-601.1  of  Building  Code. 


280-79- A — B.B. — 1456 — 58th  Street,  south  side,  220  feet 
west  of  15th  Avenue,  Block  5706,  Lot  29,  Borough  of 
Brooklyn,  N.B.  #190/78,  re-  Proposed  three  family 
building  does  not  comply  with  Sec.  23-45  Z.R.,  23-462 
Z.R.,  23-47  Z.R.,  and  Sec.  26  Multiple  Dwelling  Law, 
Sec.  C26-601.1  of  Building  Code. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I. — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx.— Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


APRIL  10,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  morning,  April  10,  1979,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

SPECIAL  ORDER  CALENDAR 

248-78-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Anna 
E.  Pase,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Superin¬ 
tendent;  previously  granted  on  condition  under  Section 
11-412  and  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R6  district,  the  rehabilitation  and  modernization  of  an  exist¬ 
ing  automotive  service  station  with  accessory  uses  previ¬ 
ously  before  the  Board. 

PREMISES  AFFECTED — 60-50  Woodhaven  Boulevard, 
southwest  corner  of  60th  Road,  Block  2885,  Lot  12,  Rego 
Park,  Borough  of  Queens.  Community  Board  #5Q. 


21-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Ciampa  Proper¬ 
ties,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  time  to  complete  which 
expired  October  26,  1977 ;  and  for  amendment— decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  73-44  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  C4-2  district,  the  reduction  in  the  required 
accessory  parking  spaces  for  a  proposed  seven  story  office 
building. 

PREMISES  AFFECTED — 136-26  37th  Avenue,  south  side, 
60.35  feet  west  of  138th  Street,  Block  4978,  Lot  13,  Flush¬ 
ing,  Borough  of  Queens. 


569-43-BZ 

APPLICANT — Lama  and  Vassalotti  for  Louise  Prisco, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  April  21,  1979 — 


decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  partly  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 520-522  Lefferts  Avenue,  south 
side,  254  feet  6  inches  west  of  Kingston  Avenue  and  571 
East  New  York  Avenue,  Block  1332,  Lot  27,  Borough  of 
Brooklyn.  Community  Board  #9BK. 


739-76-BZ 

APPLICANT — McGee  and  Morsellino  for  Cord-Meyer  De¬ 
velopment  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-35  of  the  Zoning 
Resolution,  permitting  in  a  C4-1  district,  within  an  existing 
shopping  center,  the  conversion  of  a  retail  store  into  an 
amusement  arcade. 

PREMISES  AFFECTED — 212-65  26th  Street,  northwest 
corner  of  Bell  Boulevard,  Block  5900,  Lot  2,  Bayside, 
Borough  of  Queens.  Community  Board  #7Q. 


346-47-BZ — Vol.  II 

APPLICANT — Alfonso  Duarte  for  233  Spring  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  March  10,  1979 — 
decision  of  the  Borough  Superintendent;  previously  grant¬ 
ed  on  condition  under  Section  7f  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  motor  vehicles,  a 
gasoline  service  station  and  parking  for  more  than  five 
motor  vehicles  on  the  roof. 

PREMISES  AFFECTED— 792-798  10th  Avenue  and  455 
West  53rd  Street,  northeast  corner,  Block  1063,  Lot  1, 
Borough  of  Manhattan.  Community  Board  #4M. 


663-76-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Arlity  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  February  14, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  72-01  (b)  and  72-21  of 
the  Zoning  Resolution,  permitting  in  an  R6  district,  the 
construction  and  maintenance  of  a  non-transient  parking 
lot. 

PREMISES  AFFECTED— 144-148  Lexington  Avenue, 
south  side,  205  feet  west  of  Bedford  Avenue,  Block  1971, 
Lot  15,  Borough  of  Brooklyn. 


352-74-BZ 

APPLICANT — Denis  de  Mahy  for  William  F.  Alleyne, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  July  23.  1975 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R6  district,  the  erection  of  a  three  story  enlargement  to  a 
dwelling  that  creates  non-compliance  in  floor  area  ratio 
and  open  space  ratio. 

PREMISES  AFFECTED — 372  Adelphi  Street,  west  side, 
96  feet  north  of  Greene  Avenue,  Block  2120,  Lot  38, 
Borough  of  Brooklyn. 
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635-49-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Joseph  Bonanno, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  3, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  a  change 
in  occupancy  from  storage  of  fruit  and  truck  garage,  pre¬ 
viously  granted  by  the  Board,  to  ornamental  iron  works 
factory  with  accessory  welding  and  garage  for  two  trucks 
in  the  open  yard. 

PREMISES  AFFECTED — 78  Butler  Street,  south  side, 
150  feet  east  of  Smith  Street,  Block  409,  Lot  14,  Borough 
of  Brooklyn.  Community  Board  #6BK. 


ZONING  CASES 

941-78-BZ 

APPLICANT — Regi  Goldberg  for  Kubera  Corporation, 
owner. 

SUBJECT — Application  October  27,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-5  district,  in  an  existing 
nine  story  commercial  and  manufacturing  structure,  the 
conversion  of  the  second  through  ninth  floors  into  residen¬ 
tial  use. 

PREMISES  AFFECTED — 26  East  22nd  Street,  south  side, 
363.9  feet  west  of  Park  Avenue,  Block  850,  Lot  59,  Bor¬ 
ough  of  Manhattan.  Community  Board  #5M. 


1099-78-BZ 

APPLICANT — Joseph  B.  Raia  for  Ida  Le  Rue,  owner. 

SUBJECT — Application  November  21,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  subdivi¬ 
sion  of  a  plot  containing  a  dwelling  that  creates  non- 
compliance  in  lot  area,  lot  width,  lot  area  per  dwelling  unit 
and  encroachment  within  the  side  yard. 

PREMISES  AFFECTED — 30  Overlook  Avenue,  south 
side,  217.16  feet  west  of  Vista  Avenue,  Block  853,  Lot  30, 
Dongon  Hills,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 


613-77-BZ 

APPLICANT — Joseph  B.  Raia  for  Ida  Lo  Bue,  owner. 

SUBJECT — Application  September  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with 
less  than  the  required  lot  area  and  lot  width,  the  erection  of 
a  one  family  dwelling  that  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED — 34  Overlook  Avenue,  south  side, 
311.86  feet  west  of  Vista  Avenue,  Block  853,  Lot  27,  Don- 
gan  Hills,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 

ACTION  OF  BOARD — Laid  over  without  date ;  to  be  heard 
in  conjunction  with  application  to  be  filed.  Now  filed  under 
Cal.  #  1099-78-BZ. 


1110-78-BZ 

APPLICANT — Harry  Soled  for  Bobover  Yeshiva  Bnai  Zion, 
owner. 

SUBJECT— Application  November  28,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 


four  story  enlargement  to  an  existing  school  that  encroaches 
on  the  required  rear  yard  and  rear  yard  equivalent. 

PREMISES  AFFECTED— 1533  48th  Street,  north  side,  220 
feet  east  of  15th  Avenue,  Block  5442,  Lots  18  and  65,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #12BK. 


1113-78-BZ 

APPLICANT— Charles  M.  Spindler  for  Eastern  Boulevard 
Realty  Company,  owner.  Getty  Refining  and  Marketing 
Company,  lessee. 

SUBJECT — Application  November  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-1  within  an  R5  district, 
the  completion  of  an  automotive  service  station  with  acces¬ 
sory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 1895  Bruckner  Boulevard, 
northwest  corner  of  White  Plains  Road,  Block  3732,  Lot  1, 
Borough  of  Bronx.  Community  Board  #9BX. 


1155-78-BZ 

APPLICANT — Frank  P.  Farinella  for  Hurley  and  Farinella 
for  Arthur  Williams,  owner. 

SUBJECT — Application  December  27,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  main¬ 
tenance  of  an  existing  four  story  and  cellar  building  as 
film  editing  studio  and  office  building. 

PREMISES  AFFECTED — 214  East  50th  Street,  south  side, 
166.3  feet  east  of  Third  Avenue,  Block  1323,  Lot  43,  Bor¬ 
ough  of  Manhattan.  Community  Board  #6M. 


1156-78-A 

APPLICANT — Frank  P.  Farinella  for  Hurley  and  Farinella 
for  Arhur  Williams,  owner. 

SUBJECT— Application  December  27,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 214  East  50th  Street,  south  side, 
166.3  feet  east  of  Third  Avenue,  Block  1323,  Lot  43,  Bor¬ 
ough  of  Manhattan. 


105-79-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dural 
Estates,  owner. 

SUBJECT — Application  February  8,  1979 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  an  R6  (BR)  district,  the  erec¬ 
tion  of  a  two  story  and  basement,  three  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  then 
the  required  open  space  ratio  and  encroaches  on  the  re¬ 
quired  front,  side  and  rear  yards. 

PREMISES  AFFECTED — 8802  Ft.  Hamilton  Parkway, 
southwest  corner  of  88th  Street,  Block  6068,  Lot  30,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #10BK. 


106-79-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dural 
Estates,  owner. 

SUBJECT — Application  February  8,  1979 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  in  an  R6  (BR)  district,  the  erection  of  a 
two  story  and  basement,  three  family  dwelling  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  encroaches  on  the  required 
front,  side  and  rear  yards. 

PREMISES  AFFECTED — 8804  Ft.  Hamilton  Parkway, 
west  side,  22  feet  south  of  88th  Street,  Block  6068,  Lot  31, 
Borough  of  Brooklyn,  Community  Board  #10BK. 
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107-79-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dural  Estates, 
owner. 

SUBJECT — Application  February  8,  1979 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  in  an  R6  (BR)  district,  the  erection  of  a  two 
story  and  basement,  three  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  encroaches  on  the  required  front,  side 
and  rear  yards. 

PREMISES  AFFECTED— 8808  Ft.  Hamilton  Parkway, 
west  side,  48  feet  south  of  88th  Street,  Block  6068,  Lot  32, 
Borough  of  Brooklyn,  Community  Board  #10BK. 


108-79-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Dural  Estates, 
owner. 

SUBJECT — Application  February  8,  1979 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  in  an  R6  (BR)  district,  the  erection  of  a  two 
story  and  basement,  three  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  encroaches  on  the  required  front,  side  and 
rear  yards. 

PREMISES  AFFECTED — 8812  Ft.  Hamilton  Parkway, 
west  side  74  feet  south  of  88th  Street,  Block  6068,  Lot  132, 
Borough  of  Brooklyn,  Community  Board  #10BK. 


870-78-BZ 

APPLICANT — Shael  Shapiro  for  Shapiro,  Lawn  Associates 
A  for  14  West  17  Tenants  Corporation,  owner. 

SUBJECT — Application  September  26,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-6  district,  in  an  existing 
twelve  story  building,  the  conversion  of  the  second  through 
twelfth  floors  from  factories  into  a  multiple  dwelling. 

PREMISES  AFFECTED— 14  West  17th  Street,  south 
side,  250.0  feet  west  of  Fifth  Avenue,  Block  818,  Lot  59, 
Borough  of  Manhattan.  Community  Board  #4M. 

Laid  over  from  March  6,  1979,  for  hearing. 


APRIL  10,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 

Tuesday  afternoon,  April  10,  1979,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

11 37-78- A 

APPLICANT — McGee  and  Morsellino  for  Save  Way  39th 
Street,  Incorporated,  owner. 

SUBJECT — Application  December  15,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
to  self  service  gasoline  service  station  contrary  to  Chapter 
19-73.6-b  of  the  Administrative  Code  of  the  City  of  New 
York. 

PREMISES  AFFECTED — 39-02  Queens  Boulevard,  south¬ 
east  corner  of  39th  Street,  Block  195,  Lot  21,  Borough  of 
Queens. 

1141-78-A 

APPLICANT — McGee  and  Morsellino  for  Eugene  Lapides, 
owner,  Merit  Oil  Company,  Lessee. 

SUBJECT — Application  December  19,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
to  self  service  gasoline  station  is  contrary  to  Sec.  19-70-0-B 
of  the  Administrative  Code. 


PREMISES  AFFECTED— 2394-2412  Flatbush  Avenue, 
northeast  corner  of  Avenue  T,  Block  8528,  Lot  1,  Borough 
of  Brooklyn. 

1142-78- A 

APPLICANT — McGee  and  Morsellino  for  Meadmer  Cor¬ 
poration,  owner. 

SUBJECT — Application  December  19,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
to  self  service  gasoline  station  is  contrary  to  Sec.  19-73- 
0-b  of  the  Administrative  Code. 

PREMISES  AFFECTED — 117-08  Springfield  Boulevard, 
southwest  corner  of  Linden  Boulevard,  Block  12637,  Lot 
50,  Cambria  Heights,  Borough  of  Queens. 


1143-78- A 

APPLICANT — McGee  and  Morsellino  for  38th  and  4th 
Corporation,  owner. 

SUBJECT — Application  December  19,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
to  self  service  gasoline  station  is  contrary  to  Sec.  19-73- 
0-b  of  the  Administrative  Code. 

PREMISES  AFFECTED— 965/969/975  Fourth  Avenue, 
northeast  corner  of  38th  Street,  Block  701,  Lots  1,  2  and  3, 
Borough  of  Brooklyn. 


543-78-A 

A  P  P  LI  CANT — Galbreath-  Ruffin  Corporation. 

SUBJECT — Application  July  14,  1978 — review  and  appeal  of 
Modification  to  Reference  Standard  13-1  (Air  Filters) 
granted  under  Calendar  Number  281-77  BCR. 

PREMISES  AFFECTED— 150  E.  42nd  St.,  block  bounded 
by  Lexington  Ave.,  3rd  Ave.,  E.  42nd  St.  and  E.  41st  St., 
Block  1296,  Lot  46,  Borough  of  Manhattan. 


1074-78-A 

APPLICANT — Leonard  F.  Rothkrug  for  Pamela  Equities 
Corporation,  owner. 

SUBJECT — Application  November  14,  1978 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  Multiple 
Dwelling  Law. 

PREMISES  AFFECTED — 39  Whitehall  Street,  southeast 
corner  of  Pearl  Street,  Block  8,  Lot  32,  Borough  of 
Manhattan. 

Alan  Gershuny,  Executive  Director 


MAY  1,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  morning  May  1,  1979,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

SPECIAL  ORDER  CALENDAR 


584-58-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Menora  Caterers, 
owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  to  waive  the  rules  of  procedure  and  extension 
of  term  of  variance  which  expired  September  15,  1974 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution 
permitting  in  a  residence  use  district,  the  maintenance  of 
a  parking  lot  for  the  parking  of  patrons’  cars  in  conjunc¬ 
tion  with  the  Masonic  Temple  located  at  5000  14th  Avenue. 
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PREMISES  AFFECTED— 1362-1364  50th  Street,  south 
side,  140  feet  west  of  14th  Avenue,  Block  5649,  Lots  32 
and  33,  Borough  of  Brooklyn. 


25-34-BZ— Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Armando  Collaro, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expires  May  21,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  and  21  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  change 
in  occupancy  from  restaurant  and  recreation  center  to  res¬ 
taurant,  bar,  grill  and  cabaret  (extension  of  building 
previously  granted  by  the  Board  and  denied  as  to  restau¬ 
rant,  sale  of  liquors  and  cabaret). 

PREMISES  AFFECTED  — 1190-1198  (1188  displayed) 
Ocean  Parkway  and  517-529  Avenue  L,  northwest  corner, 
Block  5495,  Lot  1000,  Borough  of  Brooklyn.  Community 
Board  #12BK. 


106-77-A 

APPLICANT — McGee  and  Morsellino  for  Armand  Zaccar- 
ia,  owner. 

SUBJECT —  Applicant  for  consideration  —  reopening  for 
amendment  of  the  resolution — Appeal  from  a  decision  of 
the  Borough  Superintendent  re-  proposed  commercial  use 
on  the  second  floor  and  attic  level  of  a  class  4  frame  build¬ 
ing;  previously  granted  on  condition. 

PREMISES  AFFECTED  — 150-24  Northern  Boulevard, 
southwest  corner  of  150th  Place,  Block  5032,  Lots  16,  24 
and  Flushing  Borough  of  Queens. 

456-37-BZ— Vol.  II 

APPLICANT — Walter  T.  Gorman  for  Guise  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7f,  7h  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  demolition  of  all  structures 
on  site,  including  parking  lot,  metal  garages,  motor  vehicles 
repair  shop,  four  story  dwelling,  one  story  frame  dwelling, 
one  story  metal  building  and  two  gasoline  service  stations ; 
permitting  the  erection  and  maintenance  of  a  new  gasoline 
service  station,  lubritorium,  car  wash,  motor  vehicle 
repairs,  storage  and  sale  of  accessories  and  office;  and 
permitting  the  parking  and  storage  of  motor  vehicles  on 
unbuilt  upon  portion  of  plot. 

PREMISES  AFFECTED— 4856-4868  Broadway,  east  side, 
125  feet  south  of  West  204th  Street,  Block  2234,  Lot  7, 
Borough  of  Manhattan.  Community  Board  #12M. 


295-73-BZ 

APPLICANT — John  Carl  Warnecke  for  City  University  of 
New  York,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  March  14, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-641  of  the  Zoning 
Resolution,  permitting  in  an  R7-2  district,  at  an  existing 
University,  the  erection  of  an  eight-story  and  basement 
academic  building  that  will  penetrate  the  sky-exposure 
plane. 

PREMISES  AFFECTED — 1519-1605  Amsterdam  Avenue 
and  469-499  West  135th  Street,  northeast  corner,  450-474 
West  140th  Street  and  160-250  Convent  Avenue,  Block 
1957,  Lot  200,  Borough  of  Manhattan. 


80-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Susan  Usdan, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
Cl-2  district,  the  erection  of  a  one  story  enlargement  to  an 
existing  restaurant  cabaret  and  catering  establishment. 

PREMISES  AFFECTED  — 160-06  to  160-08  Northern 
Boulevard,  south  side,  318.17  feet  east  of  159th  Street, 
Block  5335,  Lot  53,  Flushing,  Borough  of  Queens. 


550-73-BZ 

APPLICANT — Kenneth  H.  Koons  for  Arthur  and  Martin 
Greenberg,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  March  12, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-4  and  R6  district,  the  con¬ 
struction  and  maintenance  of  an  accessory  and  public  park¬ 
ing  lot. 

PREMISES  AFFECTED— 363  East  138th  Street,  north 
side,  222.5  feet  west  of  Willis  Avenue,  Block  2301,  Lot  15, 
Borough  of  the  Bronx.  Community  Board  #1BX. 


ZONING  CASES 

557-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  of  Furlong  Realty 
Corporation,  owner.  Carrier  Fuel  Oil  Company,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  July  25,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-3  and  C8-2  dis¬ 
trict  the  erection  of  a  one  story  enlargement  to  an  existing 
automotive  service  station,  previously  before  the  Board 
and  the  addition  to  the  uses  to  include  storage  of  fuel  oil 
trucks  with  accessory  repair. 

PREMISES  AFFECTED  — 1580/84  McDonald  Avenue, 
west  side,  90  feet  north  of  60th  Street,  Block  6563,  Lot  36, 
Borough  of  Brooklyn.  Community  Board  #12BK. 

1112-78-BZ 

APPLICANT — Nicholas  J.  Salvadeo  for  Philip  Ressa,  Con¬ 
tract  Vendee. 

SUBJECT — Application  November  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R3-2  district,  the  erection  of  a 
two  story  and  cellar  office  building  with  accessory  parking 
in  the  open  area. 

PREMISES  AFFECTED — Victory  Boulevard,  south  side, 
100  feet  east  of  Cantebury  Avenue,  Block  2085,  Lot  14-T, 
Borough  of  Staten  Island,  Community  Board  #2S.I. 


1128-78-BZ 

APPLICANT — Walter  M.  Schlegel  for  59th  Street  Asso¬ 
ciates,  owners. 

SUBJECT — Application  December  6,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  in  an  existing  four 
story  and  basement  multiple  dwelling,  the  enlargement  in 
area  and  change  in  use  of  the  basement  and  part  of  the 
first  floor  into  a  retail  store. 
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PREMISES  AFFECTED — 242  East  60th  Street,  south  side, 
80  feet  west  of  Second  Avenue,  Block  1414,  Lot  17,  Bor¬ 
ough  of  Manhattan.  Community  Board  #8M. 


163-79-BZ 

APPLICANT — Shea,  Gould,  Climenko  and  Casey  for  The 
Manhattan  Refrigerating  Company,  owner. 

SUBJECT — Application  February  16,  1979 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-5  district,  the  rehabilitation 
and  conversion  of  nine  manufacturing  and  industrial  build¬ 
ings  into  a  single  multiple  dwelling. 

PREMISES  AFFECTED— 521/23  West  Street;  533  West 
Street;  84/88  Gansevoort  Street;  90/102  Gansevoort 
Street,  105/13  Horatio  Street  (entire  block,  except  lot 
27),  Block  643,  Lots  1,  33,  31,  19,  16,  14,  11,  5  and  8, 
Borough  of  Manhattan.  Community  Board  #2M. 


488-78-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Bleecker  Tower 
Tenants  Corporation,  owners. 

SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-5  district,  the  conversion  of 
a  building  that  exceeds  the  permitted  area  from  manufac¬ 
turing  use  into  stores  and  joint  living  working  quarters 
for  artists. 

PREMISES  AFFECTED — 644  Broadway,  northeast  cor¬ 
ner  of  Bleecker  Street,  Block  529,  Lot  1,  Borough  of  Man¬ 
hattan.  Community  Board  #2M. 

Laid  over  from  March  20,  1979,  for  hearing. 


286-78-BZ 

APPLICANT — Steven  Liebman  for  Liebman  Realty  Cor¬ 
poration,  owner,  Steven  Liebman,  lessee. 

SUBJECT — Application  April  18,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  the  conversion  of 
an  existing  accessory  parking  lot  for  a  hospital  into  a 
public  parking  lot. 

PREMISES  AFFECTED— 337-339  West  30th  Street,  north 
side,  321  feet  east  of  Ninth  Avenue,  Block  754,  Lots  19 
and  20,  Borough  of  Manhattan.  Community  Board  #4M. 
Laid  over  from  February  27  1979,  for  continued  hearing. 


946-78-BZ 

APPLICANT — Kenneth  H.  Koons  for  676  Hunts  Point 
Realty  Corporation,  owner. 

SUBJECT — Application  October  31,  1978  —  appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C2-4  district, 
the  construction  and  maintenance  of  an  automobile  wreck¬ 
ing  establishment  with  accessory  dismantling  and  sale  of 
parts. 


PREMISES  AFFECTED — 676  Hunts  Point  Avenue, 
southeast  corner  of  Spofford  Avenue,  Block  2766,  Lot  145, 
Borough  of  The  Bronx.  Community  Board  #2BX. 

Laid  over  from  March  20,  1979,  for  continued  hearing. 

Alan  D.  Gershuny,  Executive  Director 


MAY  1,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  May  1,  1979,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.Y.  10013,  on  the  follow¬ 
ing  matters : 

1153-78-A 

APPLICANT — Walter  T.  Gorman  for  Exxon  Company, 
U.S.A.,  owner. 

SUBJECT — Application  December  27,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
to  self  service  gasoline  station,  contrary  to  Chapter 
19-73.0-b  of  the  Administrative  Code  of  the  City  of  New 
York. 

PREMISES  AFFECTED — 69-02  Queens  Boulevard,  south¬ 
east  corner  of  69th  Street,  Block  2432,  Lots  9  and  18, 
Woodside,  Borough  of  Queens. 


1160- 78-A 

APPLICANT — McGee  and  Morsellino  for  Ft.  Hill  Man¬ 
agement,  Incorporated,  owner. 

SUBJECT — Application  December  29,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  conversion  to  self 
service  gasoline  station  contrary  to  Chapter  19-73.0-b  of 
the  Administrative  Code  of  the  City  of  New  York. 

PREMISES  AFFECTED  — 97-11  Northern  Boulevard, 
northwest  corner  of  98th  Street,  Block  1427,  Lots  33  and  36, 
Elmhurst,  Borough  of  Queens. 

1161- 78-A 

APPLICANT — McGee  and  Morsellino  for  B.  Goldberg  and 
P.  Gruss,  owners,  Save  Way  Houston,  Incorporated,  lessee. 

SUBJECT — Application  December  29,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  conversion  to  self 
service  gasoline  service  station  contrary  to  Chapter 
19-73.0-b  of  the  Administrative  Code  of  the  City  of  New 
York. 

PREMISES  AFFECTED — 250  East  Houston  Street,  north 
side,  120  feet  east  of  Avenue  “A”,  Block  397,  Lot  63,  Bor¬ 
ough  of  Manhattan. 

110-79-A 

APPLICANT — Spirit  Fluid  Manufacturing,  Corporation, 
owner. 

SUBJECT — Application  February  9,  1979 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Spirit  Light  Charcoal  Starter”, 
in  Sixty-four  (64)  ounces  round  plastic  bottle  with  child 
proof  cap  container  not  in  compliance  with  the  Regula¬ 
tions  of  the  Administrative  Code  of  the  City  of  New  York. 

Alan  D.  Gershuny,  Executive  Director 
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MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  13,  1979,  10  A.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  February  27,  1979,  were 
approved  as  printed  in  the  Bulletin  of  March  8,  1979,  Volume 
64,  Number  10. 

747-76-A 

APPLICANT — Leonard  F.  Rothkrug  for  Julius  Fiorillo, 
Julius  F.  X.  Fiorillo  and  Douglas  P.  Fiorillo,  owners. 
SUBJECT- — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expires  March  14,  1979 
— filed  pursuant  to  Section  35  and  Section  36  (2)  of  the 
General  City  Law  re-proposed  accessory  parking  in  the 
bed  of  a  mapped  street,  waiver  from  requirements  that 
Delafield  Avenue  be  improved  as  a  street;  previously 
granted  on  condition. 

PREMISES  AFFECTED — 5686  Riverdale  Avenue,  east 
side,  80.50  feet  south  of  West  259th  Street,  Block  5862  and 
5863,  Lots  33,  37,  44,  129,  130,  134,  143,  145,  147  and  148, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  1,  1977,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
1,1977  as  amended  through  March  14,  1978  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  89-75) 


4-53-BZ — Vol.  II 

APPLICANT — Walter  T.  Gorman  for  Texaco,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  term  of  variance  which 
expired  October  6,  1978;  and  for  amendment — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion  under  Section  7f  of  the  Zoning  Resolution,  permitting 
in  a  retail  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  office,  car  wash,  lubritorium, 
sale  of  accessories. 

PREMISES  AFFECTED — 2703  East  Tremont  Avenue, 
northeast  corner  of  St.  Raymonds  Avenue,  and  southeast 
corner  of  Williamsbridge  Road  and  St.  Raymonds  Avenue, 
Block  4076,  Lot  12,  Borough  of  The  Bronx,  Community 
Board  9BX. 

APPEARANCES— 

For  Applicant:  Carl  A.  Sulfaro. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  term  of  variance  extended  and  resolution 
amended. 


THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative .  0 

THE  RESOLUTION— 

Whereas,  Community  Board  #9BX.  was  notified  by  the 
applicant  on  December  27,  1978  and  no  response  has  been 
received,  and 

Whereas,  this  application  was  granted  by  the  Board  as  a 
Vol.  II  and  October  30,  1956;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  13,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  26,  1953  as  amended  through 
November  6,  1968  by  adding  thereto: 

“That  this  variance  shall  continue  for  a  term  of  ten 
years  from  the  date  of  this  amended  resolution;  that  this 
gasoline  service  station  with  accessory  uses  (Use  Group 
16)  shall  also  include  the  sale  and  installation  of  tires 
(Use  Group  7),  and  that  this  gasoline  service  station 
shall  substantially  conform  to  revised  drawings  of  exist¬ 
ing  and  proposed  conditions  marked  ‘Received  March  8, 
1979’ — four  sheets ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained  within  one  year  from  the  date  of  this  amended 
resolution.”  (N.B.  1785-56) 


1004-61-A 

APPLICANT — Richard  I.  Pezenik  for  Elm  Coated  Fabrics, 
Division  of  Kalex  Chemical  Products,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  3,  1979 — 
appeal  from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  installation  of  storage  tanks  for  plasticizers ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 206-224  Steward  Avenue,  east 
side,  from  Meadow  Street  to  Metropolitan  Avenue,  Block 
2952,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed  and  applicant  to  be  notified. 


528-31-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Jacob  Horr  and 
Sophie  Horr,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  12,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  and  local  retail 
use  district,  the  extension  and  reconstruction  of  existing 
gasoline  service  station,  to  include  lubritorium,  auto  laun¬ 
dry,  motor  vehicle  repair  shop,  boiler  room  and  office. 

PREMISES  AFFECTED — 70-38  to  70-48  Kissena  Boule¬ 
vard  and  153-11  to  153-19  70th  Road,  northwest  corner, 
Block  6656,  Lot  52,  Flushing,  Borough  of  Queens.  Com¬ 
munity  Board  #8Q. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar,  for  decision,  hearing 
closed. 
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819-52-BZ 

APPLICANT — Richard  E.  Beaman  for  Marinid  Realty- 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  October  23,  1978— decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7i  of  the  Zoning  Resolution,  permitting  in  a  res¬ 
idence  use  district,  the  change  in  occupancy  from  five-car 
garage  to  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1890  Watson  Avenue  and  1077 
White  Plains  Road,  southwest  corner,  Block  3732,  Lot  49, 
Borough  of  The  Bronx.  Community  Board  #9BX. 

APPEARANCES— 

For  Applicant:  Richard  Beaman  and  Jose  Hernandez. 

ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar,  for  decision,  hearing 
closed. 


106-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which1  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  82-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-02  78th  Street,  west  side, 
270.62  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  21, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar,  for  decision,  hearing 
closed. 


107- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  tbe  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-04  78th  Street,  west  side, 
290.08  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  22, 
Woodhaven,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar,  for  decision,  hearing 
closed. 

108- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-06  78th1  Street,  west  side, 
309.52  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  23, 
Woodhaven,  Borough  of  Queens. 


ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar,  for  decision,  hearing 
closed. 


109-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three-story, 
three  family  dwelling  that  will  create  non-compliance  in 
the  bulk  and  parking  requirements. 

PREMISES  AFFECTED —  87-08  78th  Street,  west  side, 
328.96  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  24, 
Woodhaven,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


110-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three-story, 
three  family  dwelling  that  will  create  non-compliance  in 
the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-10  78th  Street,  west  side, 
348.40  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  25, 
Woodhaven,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


111-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three-story, 
three  family  dwelling  that  will  create  non-compliance  in 
the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-12  78th  Street,  west  side, 
348.34  feet  north  of  88th  Avenue,  Block  8908,  Lot  26, 
Woodhaven,  Borough  of  Queens. 

ACTION  OF  BOARD— Laid  over  to  March  20,  1979, .  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


112-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three  story, 
three  family  dwelling  that  will  create  non-compliance  in  the 
bulk  and  parking  requirements. 


373 


MINUTES 


PREMISES  AFFECTED— 87-14  78th  Street,  west  side, 
328.90  feet  north  of  88th  Avenue,  Block  8908,  Lot  27, 
Woodhaven,  Borough  of  Queens. 

ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


113-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three  story, 
three  family  dwelling  that  will  create  non-compliance  in  the 
bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-16  78th  Street,  west  side, 
309.46  feet  north  of  88th  Avenue,  Block  8908,  Lot  28, 
Woodhaven,  Borough  of  Queens. 

ACTION  OF  BOARD— Laid  over  to  March  20,  1979, _  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


114-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three  story, 
three  family  dwelling  that  will  create  non-compliance  in  the 
bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-18  78th  Street,  west  side, 
290  feet  north  of  88th  Avenue,  Block  8908,  Lot  29,  Wood¬ 
haven,  Borough  of  Queens. 

ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


115-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three  story, 
three  family  dwelling  that  will  create  non-compliance  in  the 
bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-19  77th  Street,  east  side,  290 
feet  north  of  88th  Avenue,  Block  8908,  Lot  56,  Woodhaven, 
Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


116-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three  story, 
three  family  dwelling  that  will  create  non-compliance  in  the 
bulk  and  parking  requirements. 


PREMISES  AFFECTED— 87-17  77th  Street,  east  side, 
309.46  feet  north  of  88th  Avenue,  Block  8908,  Lot  57, 
Woodhaven,  Borough  of  Queens. 

ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


117-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three  story, 
three  family  dwelling  that  will  create  non-compliance  in  the 
bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-15  77th  Street,  east  side, 
328.90  feet  north  of  88th  Avenue,  Block  8908,  Lot  58, 
Woodhaven,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


118-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18, 1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three  story, 
three  family  dwelling  that  will  create  non-compliance  in  the 
bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-13  77th  Street,  east  side, 
348.34  feet  north  of  88th  Avenue,  Block  8908,  Lot  59, 
Woodhaven,  Borough  of  Queens. 

ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


119-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18, 1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three  story, 
three  family  dwelling  that  will  create  non-compliance  in  the 
bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-11  77th  Street,  east  side, 
337.34  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  60, 
Woodhaven,  Borough  of  Queens. 

ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


120-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18, 1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  erection  of  a  three  story, 
three  family  dwelling  that  will  create  non-compliance  in  the 
bulk  and  parking  requirements. 
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PREMISES  AFFECTED — 87-09  77th  Street,  east  side, 
317.90  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  61, 
Woodhaven,  Borough  of  Queens. 

ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


121-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-07  77th  Street,  east  side, 
298.26  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  62, 
Woodhaven,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


122-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-05  77th  Street,  east  side, 
278.82  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  63, 
Woodhaven,  Borough  of  Queens. 

ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


123-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
- — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-03  77th  Street,  east  side, 
259.36  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  64, 
Woodhaven,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


211-78-BZ 

APPLICANT — Bachrach  and  Block  for  Young  Israel  of 
Staten  Island,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  Borough  Super¬ 
intendent,  to  permit  in  an  R3-2  district,  the  construction 
of  an  extension  to  a  Community  facility  structure  that 
encroaches  on  the  required  front  and  side  yards  and  pene¬ 
trates  the  sky  exposure  plane. 


PREMISES  AFFECTED— 835  Forest  Hills  Road,  south¬ 
east  corner  of  Willowbrook  Road,  A.K.A.  15  Uxbridge 
Street,  Block  1987,  Lot  59,  Willowbrook,  Borough  of 
Staten  Island.  Community  Board  #2S.I. 

APPEARANCES— 

For  Applicant :  Abraham  Bloch. 

ACTION  OF  BOARD— Laid  over  to  March  20,  1979,  at 
10  A.M.,  Special  Order  Calandar  for  decision,  hearing 
closed. 


967-77-BZ 

APPLICANT — Sheldon  Lobel  for  Romford  Realty  Corpo¬ 
ration,  owner. 

SUBJECT— Application  December  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-9  district,  the  amendment 
to  a  new  building  application  that  creates  non-compliance 
in  lot  area  per  room. 

PREMISES  AFFECTED— 301/303  East  83rd  Street  and 
1602/1614  Second  Avenue,  northeast  corner,  Block  1546, 
Lots  1  and  50,  Borough  of  Manhattan.  Community  Board 
#8M. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

For  Opposition :  None. 

For  Administration:  John  Kaufman,  CPC. 

ACTION  OF  BOARD— Laid  over  to  April  3,  1979,  at  10 
A.M.,  for  hearing. 


223-78-A 

APPLICANT — Sheldon  Lobel  for  Romford  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  April  4,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  review  and  inter¬ 
pretation  of  zoning  matter. 

PREMISES  AFFECTED— 301-303  East  83rd  Street,  and 
1614  Second  Avenue,  northeast  corner  of  East  83rd  Street 
and  Second  Avenue,  Block  1546,  Lots  1  and  50,  Borough 
of  Manhattan. 

ACTION  OF  BOARD— Laid  over  to  April  3,  1979,  at  10 
A.M.,  for  hearing. 


492-78-A 

APPLICANT — Irving  E.  Minkin,  P.E.,  Acting  Commis¬ 
sioner  of  Department  of  Buildings. 

OWNER  OF  PREMISES — H.  J.  Kalikow  and  Company, 
Incorporated. 

SUBJECT — Application  June  28,  1978 — for  Revocation  of 
Certificate  of  Occupancy  #78511. 

PREMISES  AFFECTED— 301/303  East  83rd  Street  and 
1602/1610  Second  Avenue,  northeast  corner,  Block  1546, 
Lots  1-5,  62,  Borough  of  Manhattan. 

ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at  10 
A.M.,  for  hearing. 


407-78-BZ 

APPLICANT — William  H.  Ince  for  Diton  Realty,  Incor¬ 
porated,  owner. 

SUBJECT — Application  June  6,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  (CR)  district,  in  an  exist¬ 
ing  four  story  building,  the  addition  to  the  uses  of  the 
existing  restaurant  portion  to  include  cabaret  on  the  base¬ 
ment  level. 

PREMISES  AFFECTED — 147-151  East  45th  Street,  north 
side,  140  feet  west  of  Third  Avenue,  Block  1300,  Lot  28, 
Borough  of  Manhattan.  Community  Board  #6M. 
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APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  27,  1979,  at 
10  A.M.,  for  hearing  at  the  request  of  the  applicant  and 
the  Community  Board. 


701-78-BZ 

APPLICANT — A.  H.  Salkowitz  and  Carl  Heimberger  for 
Seaview  Company,  C.  O.  Benjamin  Duhl,  owner.  Wald- 
baum’s  Incorporated,  lessee. 

SUBJECT— Application  August  15,  .  1978— decision  of  the 
Borough  Superintendent,  under  Section  73-42  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  and  R5  district,  within  an 
existing  shopping  center,  the  enlargement  in  area  of  the 
supermarket  portion  into  the  residence  district. 
PREMISES  AFFECTED— 1847  to  1887  Rockaway,  south¬ 
east  corner  of  Avenue  M,  Block  8281,  Lots  22,  24,  66  and 
67,  Borough  of  Brooklyn.  Community  #18BK. 
APPEARANCES— 

For  Applicant:  Carl  Heimberger,  Natalie  Lazaroff,  Aaron 
Malinsky,  Sophie  Bellino  and  Martin  Eglow. 

For  Opposition :  Harry  A.  Margolis. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD— Laid  over  to  April  3,  1979,  at 
10  A.M.,  for  decision;  hearing  closed. 


888-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Budget  Wines  and 
Liquors,  Incorporated,  owner. 

SUBJECT — Application  October  6,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  C8-1  district  the 
enlargement  in  area  and  reconstruction  of  an  existing 
building  into  a  two  story  and  cellar  office  building  that 
exceeds  the  permitted  floor  area  ratio  and  encroaches  on 
the  required  yard  along  a  district  boundary. 

PREMISES  AFFECTED- — 2460  Flatbush  Avenue,  west 
side,  200  feet  north  of  Avenue  U,  Block  8542,  Lot  65,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #18BK. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 


ACTION  OF  BOARD — Laid  over  to  March  27,  1979,  at 
10  A.M.,  for  decision,  hearing  closed. 


900-78-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Joseph  Ro¬ 
mano,  owner. 

SUBJECT — Application  October  12,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district  the  erection  of 
a  one  story  building  for  use  as  a  commercial  vehicle  stor¬ 
age  establishment. 

PREMISES  AFFECTED — 237-239  Smith  Street,  east  side, 
20  feet  north  of  Douglass  Street,  Block  409,  Lots  2,  and  3, 
Borough  of  Brooklyn.  Community  Board  #6BK. 
APPEARANCES— 

For  Applicant :  Anthony  Salvati  and  Harriet  Jacobs. 

For  Opposition:  S.  Diorio. 


THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


ACTION  OF  BOARD— Laid  over  to  March  27,  1979,  at 
10  A.M.,  for  decision;  hearing  closed. 


940-78-BZ 

APPLICANT — Harry  Soled  for  Johnson  Chemical  Com¬ 
pany,  owner. 

SUBJECT — Application  October  26,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  and  R6  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  factory 
previously  before  the  Board. 

PREMISES  AFFECTED— 225-233  Johnson  Avenue,  north 
side,  75  feet  west  of  Bushwick  Avenue,  Block  3063,  Lots 
22,  23  and  26,  Borough  of  Brooklyn.  Community  Board 
#1BK. 

APPEARANCES— 

For  Applicant :  Harry  Soled. 

For  Opposition:  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


ACTION  OF  BOARD— Laid  over  to  March  27,  1979,  at 
10  A.M.,  for  decision;  hearing  closed. 


1079-78-BZ 

APPLICANT— M.  Martin  Elkind  for  G  and  V  Construc¬ 
tion,  Incorporated,  owner. 

SUBJECT — Application  November  16.  1978 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R-5  district  the  erection 
of  a  three  story,  three  family  dwelling  that  encroaches  on 
the  required  side  yard. 

PREMISES  AFFECTED— 68-13  64th  Street,  east  side, 
100.09  feet  south  of  64th  Avenue,  Block  3627,  Lot  22, 
Ridgewood,  Borough  of  Queens.  Community  Board  #5Q. 

APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

For  Opposition :  Caroline  Kennedy,  Marianne  Roethal, 
M.  Grabda,  D.  Mullahey  and  others. 

ACTION  OF  BOARD— Laid  over  to  March  27,  1979,  at 
10  A.M.,  for  continued  hearing. 


1151-78-BZ 

APPLICANT — Sheldon  Lobel  for  Ragamon  Enterprises, 
Incorporated,  owner. 

SUBJECT — Application  December  27,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  M3-1  district  in  an  existing 
four  story  mixed  building,  the  enlargement  in  area  and  the 
change  of  the  first  and  second  floor  from  manufacturing 
uses  into  apartments,  the  third  and  fourth  floor  apartments 
to  remain. 

PREMISES  AFFECTED — 10-11  50th  Avenue,  north  side, 
120.25  feet  east  of  Vernon  Boulevard,  Block  42,  Lot  36, 
Long  Island  City,  Borough  of  Queens.  Community  Board 
#2Q. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  27,  1979,  at  10 
A.M.,  for  continued  hearing. 
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1152-78- A 

APPLICANT — Sheldon  Lobel  for  Ragamon  Enterprises, 
Incorporated,  owner. 

SUBJECT — Application  December  27,  1978— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED — 10-11  50th  Avenue,  north  side, 
120.25  feet  east  of  Vernon  Boulevard,  Block  42,  Lot  36, 
Long  Island  City,  Borough  of  Queens. 

ACTION  OF  BOARD— Laid  over  to  March  27,  1979,  at  10 
A.M.,  for  continued  hearing. 


481-78-BZ 

APPLICANT — George  Perotto  for  Metra  Electronics  Cor¬ 
poration,  Contract  Vendee. 

SUBJECT— Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  the  conversion  of 
an  existing  one  story  building  from  a  warehouse  into  an 
electronic  manufacturing  establishment. 

PREMISES  AFFECTED— 1512-1546  McDonald  Avenue, 
west  side,  75  feet  south  of  Avenue  “M”,  Block  6563,  Lot  10, 
Borough  of  Brooklyn.  Community  Board  #15BK. 
APPEARANCES— 

For  Applicant:  George  Perotto,  P.E. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD- — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  19,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  20,  1979;  then  to  March  6, 
1979;  then  to  March  13,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  2,  1978,  acting  on  Alt.  Applic.  #576/1978,  reads: 
“1.  Proposed  manufacture  assembly  and  storage  of 
electronic  equipment  use  #17  located  within  a  C8-2  dis¬ 
trict  is  contrary  to  Section  32-25  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  had  a  site  and 
neighborhood  evaluation  by  a  committee  of  the  Board,  con¬ 
sisting  of  Comm.  Philip  P.  Agusta,  R.A.  and  Comm.  Stanley 
M.  Wolf,  R.A. ;  and 

Whereas,  Community  Board  #12  has  recommended  ap¬ 
proval  of  this  application ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C8-2  district,  the  conversion  of  an  exist¬ 
ing  one-story  building  from  a  warehouse  into  an  electronic 
manufacturing  establishment  on  condition  that  all  work  shall 
substantially  conform  to  drawings  as  they  apply  to  the  objec¬ 
tion,  above  noted,  filed  with  this  application,  marked  “Re¬ 
ceived  June  27,  1978”,  5  sheets,  and  “November  6,  1978”,  one 
sheet ;  and  on  further  condition  that  this  variance  shall  com¬ 
ply  with  the  performance  standards  for  an  Ml  district;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 


with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 

881-78-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Carriage  House 
Associated,  owner. 

SUBJECT — Application  September  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  an  R8  district,  in 
conjunction  with  the  enlargement  in  area  of  an  existing 
two  story  building  the  use  of  the  second  floor  as  medical 
offices. 

PREMISES  AFFECTED — 153  East  69th  Street,  north  side, 
175  feet  east  of  Lexington  Avenue,  Block  1404,  Lot  27, 
Borough  of  Manhattan.  Community  Board  #8M. 
APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  Alan  S.  Kisseloff  and 
Harold  N.  Eden. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  9,  1979,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  January  23,  1979;  then  to  February  6, 
1979;  then  to  February  20,  1979;  then  to  March  13,  1979; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  11,  1978,  acting  on  Alt  Applic.  #817/1978, 
reads : 

“13.  Medical  Offices  (Use  Group  4)  in  a  residen¬ 
tial  zoning  district  are  limited  to  a  location  below  the 
level  of  the  first  story  ceiling,  Sect,  22-14  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  had  a  site 
and  neighborhood  evaluation  by  a  committee  of  the  Board, 
consisting  of  Comm.  Harry  M.  Carroll,  P.E.  and  Comm. 
John  J.  Walsh,  P.E. ;  and 

Whereas,  Community  Board  #8  has  recommended  ap¬ 
proval  of  this  application;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  11-412,  11-413  and  72-21  of  the  Zoning  Resolution, 
and  that  the  applicant  is  therefore  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  limited  to  the  objection  cited,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  Sections  11-412, 
11-413  and  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R8  district,  in  conjunction  with  the  enlargement  in  area  of 
an  existing  two-story  building,  the  use  of  the  second  floor  as 
medical  offices  on  condition  that  all  work  shall  substantially 
conform  to  drawings  as  they  apply  to  the  objection,  above 
noted,  filed  with  this  application,  marked  “Received  Novem¬ 
ber  30,  1978”,  6  sheets,  “December  12,  1978”,  3  sheets,  and 
“February  2,  1979”,  2  sheets;  and  on  further  -condition  that 
this  variance  shall  be  limited  to  a  term  of  ten  years;  that 
these  medical  offices  shall  not  be  used  for  any  drug  related 
programs ;  that  no  building  permit  shall  be  issued  until  31 
days  after  the  date  of  certification  of  this  resolution ;  that 
the  conditions  in  the  affidavit,  dated  February  12,  1979,  be 
complied  with ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


377 


MINUTES 


882-78-BZ 

APPLICANT — Shael  Shapiro  for  Shapiro  Lawn  Associates 
Architects,  for  William  Monaghan,  owner. 

SUBJECT — Application  September  29,  1978 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-5  district,  in  an 
existing  six  story  loft  building,  the  conversion  of  the  fourth, 
fifth,  and  sixth  floor  into  apartments. 

PREMISES  AFFECTED— 161-165  Perry  Street,  north 
side,  136.0  feet  west  of  Washington  Street,  Block  637,  Lot 
77,  Borough  of  Manhattan.  Community  Board  #2M. 
APPEARANCES— 

For  Applicant:  Shael  Shapiro  and  Doris  Diether,  C.  B. 
#2M. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  27,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  13,  1979;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  29,  1978,  acting  on  Alt.  Applic.  #499/1978, 
reads : 

“1.  Proposed  new  residential  use  located  in  an  Ml-5 
district  is  contrary  to  Sec.  42-00  Z.  R. 

(Note:  There  are  no  bulk  or  parking  regulations 
for  residence  building.) 

and 

Whereas,  the  premises  and  surrounding  area  had  a  site 
and  neighborhood  evaluation  by  a  committee  of  the  Board, 
consisting  of  Comm.  John  J.  Walsh,  P.  E.  and  Comm.  John 
B.  Cincotta;  and 

Whereas,  Community  Board  #2  has  recommended  ap¬ 
proval  of  this  application;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  Ml-5  district,  in  an  existing  six-story 
loft  building,  the  conversion  of  the  fourth,  fifth  and  sixth 
floors  into  apartments  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  as  they  apply  to  the  objection, 
above  noted,  filed  with  this  application,  marked  “Received 
September  29,  1978”,  15  sheets;  and  on  further  condition  that 
sprinklers  be  maintained  in  the  public  halls  and  stairs  and  on 
the  commercial  floors ;  that  smoke  detectors  be  installed  in 
each  apartment  and  the  residential  spaces  be  legally  lighted 
and  ventilated  in  accordance  with  Article  7B  of  the  Multiple 
Dwelling  Law;  that  there  shall  be  no  increase  in  zoning 
rooms ;  that  there  shall  be  no  rearrangement  of  the  partitions 
without  approval  of  the  Department  of  Building;  that  com¬ 
mercial  occupancies  be  restricted  to  uses  in  the  low  hazard 
category;  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


Adjourned:  12:10  P.M. 

Alan  D.  Gershuny,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  13,  1979,  2  P.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

752-78-A 

APPLICANT — Frank  A.  Vaccaro,  for  Fred  Vasaturo, 
owner. 

SUBJECT — Application  September  14,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 20  Kinsey  Place,  northwest  cor¬ 
ner  of  Dolson  Place,  Block  1290,  Lot  92,  Mariners  Harbor, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Betty  Fricker 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  16,  1978,  on  N.B.  Applic.  #1204/78,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  New 
York,  therefore: 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  for  the  proposed  building  and  accessory 
parking  area,  when  no  public  storm  sewers  into  which 
discharge  is  feasible  are  located  within  five  hundred  feet 
of  the  property,  is  contrary  to  Section  PI  10.2  (c),  RS-16 
of  the  Administrative  Code  of  the  City  of  New  York.” 
and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  consisting  of  Commissioner  John  Walsh  P.E.  and 
Commissioner  John  Cincotta  which  recommended  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  August  16,  1978,  acting  on  N.B.  Applic. 
_#  1204/78,  Objection  Nos.  1  A  and  B  and  2  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  and  paved 
areas  same  to  be  verified  by  the  Department  of  Buildings ; 
that  the  volume  of  voids  of  selected  gravel  carefully  placed 
under  and  to  the  sides  of  the  dry  wells  may  be  used  to  satisfy 
the  required  retained  volume  as  long  as  it  represents  not 
more  than  25  percent  of  the  volume  required,  a  minimum  of 
75  percent  of  volume  to  be  within  the  dry  wells;  that  when 
a  storm  sewer  is  constructed  in  the  street  fronting  this  site, 
the  structure  then  will  connect  to  such  sewer ;  that  the  dry 
wells  will  be  maintained  in  a  properly  operating  manner ;  and 
that  the  requirements  of  Local  Law  #7/1974  are  also  waived 
as  to  storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
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36  of  the  General  City  Law ;  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  September  14,  1 978,  3  sheets  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 

872-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Ro-Sal  Estates, 
Incorporated,  owner. 

SUBJECT — Application  September  28,  1978 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street,  proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 38  Tyndale  Street,  south  side, 
115.00  feet  east  of  Barclay  Avenue,  Block  6364,  Lot  153, 
Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  15,  1978,  on  N.B.  Applic.  #872/78,  reads: 
“1.  Street  giving  access  to  the  proposed  building  is 
not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  No  C.  of  O.  can  be  issued  as  per  Article  3, 
Section  36  of  the  General  City  Law  and, 

B.  Permit  may  not  be  issued  since  proposed 
construction  does  not  have  at  least  8%  of  the  total 
perimeter  of  the  building  fronting  directly  upon  a 
legally  mapped  street  or  frontage  space  and  there¬ 
fore  contrary  to  Section  C26-401.1  of  the  Adminis¬ 
trative  Code. 

2.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off-site 
per  Reference  Standard  RS-16,  Section  PI  10.2(c)  (2) 
Administrative  Building  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  consisting  of  Commissioner  John  Walsh,  P.E., 
and  Commissioner  John  Cincotta  which  recommended  that 
the  appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  September  15,  1978,  acting  on  N.B.  Applic. 
#872/78,  Objection  No.  1  A  and  B  and  2  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  3  inches  of  water  over  the  roof  area  same 
to  be  verified  by  the  Department  of  Buildings ;  that  the  vol¬ 
ume  of  voids  of  selected  gravel  carefully  placed  under  and  to 
the  sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25 
percent  of  the  volume  required,  a  minimum  of  75  percent  of 
volume  to  be  within  the  dry  wells ;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer ;  that  the  dry  wells  will  be 
maintained  in  a  properly  operating  manner;  that  the  dry 
wells  are  to  be  located  so  as  to  allow  on-site  runoff  to  occur 
as  close  as  possible  to  the  natural  flow  permitting  the  least 
disruption  of  trees  and  natural  features ;  and  that  the  require¬ 
ments  of  Local  Law  #7/1974  are  also  waived  as  to  storm 
water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Sep¬ 


tember  9,  1977)  ;  that  Objection  Number  1  A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law;  on  further  condition  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  September  28,  1978”,  3  sheets  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 

880-78-A 

APPLICANT — Radiator  Specialty  Company,  owner. 
SUBJECT — Application  September  28,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Lube-Zit”  in  a  one  (1)  gallon 
plastic  container,  container  not  in  compliance  with  regula¬ 
tions  of  the  Administrative  Code  of  New  York  City. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  18,  1978,  on  Folder  #122-160  IM,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Lube-Zit’  a  Flammable  Mixture 
with  a  flash  point  of  75 °F  (TOC)  in  containers  as  fol¬ 
lows  :  One  gallon  plastic  (contains  1  qt.  concentrate) 
plastic  screw  cap  is  Disapproved.  Such  containers  are 
not  in  compliance  with  our  regulations  to  wit:  Sec.  09- 
59.0.C  of  the  New  York  City  Administrative  Code  re¬ 
quires  that  containers  of  this  size  for  flammable  mix¬ 
tures  be  of  metal  with  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
September  18,  1978  acting  on  Folder  Number  122-160  I.M. 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  container  comply  with 
drawing  filed  “July  21,  1978”,  1  sheet,  that  the  modification 
shall  apply  to  “Lube-Zit”  in  one  gallon  container  only ;  and 
on  f  urther  condition  that  the  label  on  the  container  be  in  such 
style  and  wording  as  is  satisfactory  to  the  Fire  Commis¬ 
sioner  :  that  any  descriptive  product  information  about  this 
item,  including  brochures,  catalogues,  and  bulletins,  etc.,  as 
well  as  all  product  labels,  packaging,  and  where  possible,  the 
item  itself,  shall  include  the  wording  “Approved  by  the  New 
York  City  Board  of  Standards  and  Appeals  under  Cal.  880- 
78-A”,  and  that  in  all  other  respects  all  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with. 

906-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 
OWNER  OF  PREMISES — Reiner-Kaiser  Associates. 
SUBJECT — Application  October  17,  1978 — for  Modification 
of  Certificate  of  Occupancy  #47776  re-  sprinkler  system. 
PREMISES  AFFECTED — 104-20  71st  Avenue,  west  side, 
60  feet  south  of  Station  Square,  Block  3253,  Lot  51,  Forest 
Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  R.  J.  Ellis. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
October  12,  1978,  to  Modify  C.O.  #47776,  reads: 

“Application  is  hereby  respectfully  made  to  the 
Board  of  Standards  &  Appeals,  in  accordance  with  the 
provisions  of  Section  1804.4.C.6  of  the  City  Charter,  to 
Modify  a  Certificate  of  Occupancy  in  relation  to  the  fol¬ 
lowing  building : 

104-20— 71st  Avenue 
Forest  Hills,  N.Y.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  consisting  of  Commissioner  Philip  Agusta,  R.A. 
and  Commissioner  Harry  Carroll,  P.E.  which  recommended 
that  the  application  be  granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  certificate  of  occupancy  be  and  it 
hereby  is  granted,  and  that  the  certificate  of  occupancy  be 
modified  to  require  an  approved  automatic  sprinkler  system, 
supplied  by  domestic  water,  in  the  maintenance  work  shop 
in  the  cellar;  and  that  all  other  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  and  that  substantial  con¬ 
struction  shall  be  completed  within  one  year  from  the  date 
of  this  resolution. 


913-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Borgart  Homes, 
owner. 

SUBJECT — Application  October  17,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 50  Kingdom  Avenue,  west  side, 
80  feet  north  of  Billiou  Street,  Block  6578,  Lot  27, 
Huguenot,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  20,  1978,  on  N.  B.  Applic.  #1297/78,  reads: 

“1.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off-site 
per  Reference  Standard  RS-16,  Section  P110.2(c)  (2) 
Administrative  Building  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  consisting  of  Commissioner  John  Walsh,  P.E.  and 
Commissioner  John  Cincotta  which  recommended  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  20,  1978,  acting  on  N.  B.  Applic.  #1297/78, 
Objection  No.  1  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  3 
inches  of  water  over  the  roof  area  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 


the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  prop¬ 
erly  operating  manner ;  that  the  dry  wells  are  to  be  located 
so  as  to  allow  on-site  runoff  to  occur  as  close  as  possible  to 
the  natural  flow  permitting  the  least  disruption  of  trees  and 
natural  features ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  October  17,  1978”,  2  sheets 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


914-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Borgart  Homes, 
owner. 

SUBJECT— Application  October  17,  1978— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 56  Kingdom  Avenue,  northwest 
corner  of  Billiou  Street,  Block  6578,  Lot  31,  Huguenot, 
Borough  of  Staten  Island. 

APPEARANCES—  _ 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  20,  1978,  on  N.B.  Applic.  #1298/78,  reads: 

“1.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off-site 
per  Reference  Standard  RS-16,  Section  P110.2(c)  (2) 
Administrative  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  20,  1978,  acting  on  N.  B.  Applic  #1298/78, 
Objection  No.  1  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  3 
inches  of  water  over  the  roof  area  same  to  be  verified  by  the 
Department  of  Buildings ;  that  the  volume  of  voids  of  se¬ 
lected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the  vol¬ 
ume  required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in 
the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  dry  wells  are  to  be  lo¬ 
cated  so  as  to  allow  on-site  runoff  to  occur  as  close  as  possi¬ 
ble  to  the  natural  flow  permitting  the  least  disruption  of  trees 
and  natural  features ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  October  17,  1978”,  sheets 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 
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922-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Joseph  Ligotti, 
owner. 

SUBJECT — Application  October  20,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 567  Sinclair  Avenue,  north  side, 
75.00  feet  west  of  Nippon  Avenue,  Block  6339,  Lot  122, 
Huguenot,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  13,  1978,  on  N.B.  Applic.  #603/77,  reads : 

“1.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off-site 
per  Reference  Standard  RS-16,  Section  P110.2(c)  (2) 
Administrative  Building  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  consisting  of  Commissioner  John  Walsh,  P.E.  and 
Commissioner  John  Cincotta  which  recommended  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  13,  1978,  acting  on  N.  B.  Applic.  #603/77, 
Objection  No.  1  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  vol¬ 
ume  of  the  dry  wells  be  of  sufficient  capacity  to  contain  2 
inches  of  water  over  the  entire  lot  area  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  dry  wells  are  to  be 
located  so  as  to  allow  on-site  runoff  to  occur  as  close  as 
possible  to  the  natural  flow  permitting  the  least  disruption  of 
trees  and  natural  features;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  October  20,  1978”,  2  sheets 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


936-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Michael  Sirchia, 
owner. 

SUBJECT — Application  October  24,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 72  Downes  Avenue,  south  side, 
180.00  feet  east  of  Albee  Avenue,  Block  6251,  Lot  16,  Anna- 
dale,  Borough  of  Staten  Island. 


APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  29,  1978,  on  N.B.  Applic.  #1243/78,  reads: 

“1.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off-site 
per  Reference  Standard  RS-16,  Section  P110.2(c)(2) 
Administrative  Building  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  consisting  of  Commissioner  John  Walsh,  P.E.  and 
Commissioner  John  Cincotta  which  recommended  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  29,  1978,  acting  on  N.B.  Applic.  #1243/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
3  inches  of  water  over  the  roof  area  same  to  be  verified  by 
the  Department  of  Buildings;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent  of 
the  volume  required,  a  minimum  of  75  percent  of  volume  to 
be  within  the  dry  wells;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer;  that  the  dry  wells  will  be  main¬ 
tained  in  a  properly  operating  manner ;  that  the  dry  wells 
are  to  be  located  so  as  to  allow  on-site  runoff  to  occur  as 
close  as  possible  to  the  natural  flow  permitting  the  least 
disruption  of  trees  and  natural  features ;  that  the  require¬ 
ments  of  Local  Law  #7/1974  are  also  waived  as  to  storm 
water  falling  on  the  street  on  which  this  building  fronts 
(refer  to  Corporation  Counsel  opinion  108,539,  dated  Sep¬ 
tember  9,  1977)  ;  and  on  further  condition  that  the  building 
shall  substantially  conform  to  drawings,  marked  “Received 
October  24,  1978”,  2  sheets,  and  that  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 


937-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Michael  Sirchia, 
owner. 

SUBJECT — Application  October  24,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 76  Downes  Avenue,  south  side, 
140.00  feet  east  of  Albee  Avenue,  Block  6251,  Lot  14, 
Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  29,  1978,  on  N.B.  Applic.  #1244/78,  reads: 
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“1.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off- site 
per  Reference  Standard  RS-16,  Section  PI  10.2(c)  (2) 
Administrative  Building  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  consisting  of  Commissioner  John  Walsh,  P.E.  and 
Commissioner  John  Cincotta  which  recommended  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  29,  1978,  acting  on  N.B.  Applic.  #1244/78, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  entire  lot  area  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  dry  wells  are  to  be 
located  so  as  to  allow  on-site  runoff  to  occur  as  close  as 
possible  to  the  natural  flow  permitting  the  least  disruption 
of  trees  and  natural  features;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on. 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  October  24,  1978”,  2  sheets, 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


938-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Michael  Sirchia, 
owner. 

SUBJECT — Application  October  24,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 80  Downes  Avenue,  south  side, 
100.00  feet  east  of  Albee  Avenue,  Block  6251,  Lot  12, 
Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  29,  1978,  on  N.B.  Applic.  #1245/78,  reads: 

“1.  The  proposed  building  represents  more  than 
one  commencement  within  the  last  three  years  on  a 
block  which  is  developed  with  buildings  on  less  than  75% 
of  the  lots  and  no  public  storm  sewers  into  which  dis¬ 
charge  is  feasible  is  located  within  500  feet  of  the  prop¬ 
erty.  Therefore,  at  least  50%  of  storm  water  falling  on 
the  subject  property  must  be  conveyed  for  disposal  off¬ 
site  per  Reference  Standard  RS-16,  Section  PI  10.2(c) 
(2)  Administrative  Building  Code.” 
and 


Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  consisting  of  Commissioner  John  Walsh,  P.E. 
and  Commissioner  John  Cincotta  which  recommended  that 
the  appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  29,  1978,  acting  on  N.B.  Applic.  #1245/78, 
Objection  No.  1  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  water  over  the  entire  lot  area  same  to  be  verified 
by  the  Department  of  Buildings ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 
within  the  dry  wells;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  con¬ 
nect  to  such  sewer ;  that  the  dry  wells  will  be  maintained  in 
a  properly  operating  manner ;  that  the  dry  wells  are  to  be 
located  so  as  to  allow  on-site  runoff  to  occur  as  close  as 
possible  to  the  natural  flow  permitting  the  least  disruption  of 
trees  and  natural  features ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corpora¬ 
tion  Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and 
on  further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  October  24,  1978”,  2 
sheets,  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

1123-78- A 

APPLICANT — Samuel  J.  Kisseloff  of  Abrams,  Kisseloff 
and  Kissin  for  Spirit  Fluid  Manufacturing  Corporation, 
owners. 

SUBJECT — Application  November  30,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Spirit  Gas”,  in  twelve  (12) 
ounce  polyethylene  round  container  with  child  resistant  cap, 
container  not  in  compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York. 
APPEARANCES— 

For  Applicant:  Alan  S.  Kisseloff  and  Samuel  J.  Kisseloff. 
For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  30,  1978,  on  Folder  #122-4436  I.M.,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Spirit  Gas’  a  Flammable  Mixture 
with  a  flash  point  below  75°F.  (T.O.C.)  in  containers  as 
follows:  12  oz.  polyethylene  round  container  with  child 
resistant  cap  is  Disapproved.  Such  containers  are  not  in 
compliance  with  our  regulations  to  wit:  Sec.  C19-59.0.C  of 
the  New  York  City  Administrative  Code  requires  that 
containers  of  this  size  for  flammable  mixtures  be  of  metal 
with  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
October  30,  1978,  acting  on  Folder  Number  122-4436  I.M., 
be  and  it  hereby  is  modified  and  that  the  appeal  be  it  and 
hereby  is  granted  on  condition  that  the  container  comply  with 
drawing  filed  February  8,  1979,  1  sheet,  that  the  modification 
shall  apply  to  “Spirit  Gas”  in  12  ounce  container  only;  and 
on  further  condition  that  the  label  on  the  container  be  in  such 
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style  and  wording  as  is  satisfactory  to  the  Fire  Commis¬ 
sioner;  that  any  descriptive  product  information  about  this 
item,  including  brochures,  catalogues,  and  bulletins,  etc. ;  as 
well  as  all  product  labels,  packaging,  and  where  possible,  the 
item  itself,  shall  include  the  wording  “Approved  by  the  New 
York  City  Board  of  Standards  and  Appeals  under  Cal.  No. 
1123-78-A”,  and  that  in  all  other  respects  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with. 


354-78-A 

APPLICANT — Hayt,  Hayt  and  Landau  for  The  Jamaica 
Hospital,  owner. 

SUBJECT — Application  May  12,  1978 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  to  provide  three  (3) 
persons  with  Certificate  of  Qualification  for  Refrigeration 
Systems  Operator  to  direct  or  control  system  on  above 
premises. 

PREMISES  AFFECTED — 89th  Avenue  and  Van  Wyck 
Expressway,  southwest  corner,  Block  9364,  Lot  40,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  Pugatch. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  0 

Negative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

THE  RESOLUTION— 


Whereas,  the  decisions  of  the  Fire  Commissioner,  dated 
July  27,  1977,  on  Violation  Order  #77-4460,  August  12,  1977, 
Violation  Order  B  935388,  and  letter  dated  April  13,  1978, 

rCcids  * 

Violation  Order  #77-4460 — 7/27/77 

“L  Have  a  person  with  a  Certificate  of  Qualifica¬ 
tion  for  refrigeration  system  operator,  personally  super¬ 
vise,  direct  or  control  the  operation  of  the  refrigeration 
system  on  above  premises.  C19- 107.4,  1-b  Adm.  Code. 

Note :  A  qualified  operator  shall  be  required  at  all 
times  while  the  system  is  in  operation.” 

Violation  Order  B  935388— 8/12/77 

“Have  three  persons  with  a  Certificate  of  Qualifica¬ 
tion  for  refrigeration  system  operator  direct  or  control 
on  above  premises.” 

and 

Whereas,  the  automatic  refrigeration  system  was  installed 
after  June  1,  1957 ;  and 

Whereas,  the  Jamaica  Hospital  is  not  an  industrial  occu¬ 
pancy;  therefore  Sections  la  and  4a  of  Fire  Department 
Directive  1-61  (Revised)  are  not  applicable;  and 
Whereas,  the  Board  is  of  the  opinion  that  in  a  hospital 
setting  a  qualified  operator  should  be  present  at  all  times  that 
the  refrigeration  system  is  in  operation. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  dated 
July  27,  1977  acting  on  Violation  Order  77-4460  and  Viola¬ 
tion  Order  B935388  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


351-78-A 

APPLICANT — Basil  Gajdycz  for  136-40  Holding  Corpora¬ 
tion,  owner. 

SUBJECT — Application  May  12,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
cellar  apartment  without  adequate  adjacent  space. 

PREMISES  AFFECTED — 140  West  16th  Street,  south 
side,  275  feet  east  of  7th  Avenue,  Block  791,  Lot  68,  Bor¬ 
ough  of  Manhattan. 


APPEARANCES—  . 

For  Applicant:  Basil  Gajdycz. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella  .  1 


ACTION  OF  BOARD— Laid  over  to  April  3,  1979,  at 
2  P.M.,  for  inspection  and  decision;  hearing  closed. 


528- 78-A 

APPLICANT — Grushkin  and  Oddo,  architects  for  Max  S. 
Kadin,  owner. 

SUBJECT — -Application  July  11,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 220  Main  Street,  south  side, 
94.23  feet  east  of  Craig  Avenue,  Block  8048,  Lot  57,  Totten- 
ville,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Pete  F.  Oddo,  Jr. 

For  Opposition:  Mrs.  Buonviaggio,  Miss  Staplotoo  and 
Beverly  Haraldsen. 

ACTION  OF  BOARD— Laid  over  to  April  3,  1979,  at 
2  P.M.,  for  continued  hearing,  additional  information  to  be 
submitted. 

529- 78-A 

APPLICANT — Grushkin  and  Oddo,  architects  for  Max  S. 
Kadin,  owner. 

SUBJECT — Application  July  11,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 201  Butler  Avenue,  north  side, 
59.39  feet  east  of  Craig  Avenue,  Block  8048,  Lot  34,  T'ot- 
tenville,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at 
2  P.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 


530-78-A 

APPLICANT — Grushkin  and  Oddo,  Architects  for  Max  S. 
Kadin,  owner. 

SUBJECT — Application  July  11,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 210  Main  Street,  south  side, 
94.23  feet  east  of  Craig  Avenue,  Block  8048,  Lot  57,  Totten- 
ville,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  3,  1979,  at  2 
P.M.,  for  continued  hearing,  additional  information  to  be 
submitted. 

558-78-A 

APPLICANT — Alan  R.  Gaines  for  Walter  and  Judith  Roth¬ 
man,  owners. 

SUBJECT — Application  July  25,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— 60  Circle  Road,  north  side,  130 
feet  east  of  Benedict  Road,  Block  867,  Lot  112,  Todt  Hill, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  March  27,  1979,  at  2 
P.M.,  for  deferred  decision;  applicant  to  be  notified. 
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725-78-A 

APPLICANT — Joseph  Marini  for  Borg  Chemical  Company, 
Incorporated,  owner. 

SUBJECT — Application  September  1,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  drug  sup¬ 
ply  warehouse  contrary  to  Fire  Prevention  Code. 

PREMISES  AFFECTED— 920  East  132nd  Street,  south 
side,  opposite  Locust  Avenue,  Block  2583,  Lot  50,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative: .  0 


ACTION  OF  BOARD — Hearing  reopened  for  additional  in¬ 
formation  and  laid  over  to  March  27,  1979,  at  2  P.M.,  for 
decision. 


726-78-A 

APPLICANT — Joseph  Marini  for  Borg  Chemical  Company, 
Incorporated,  owner. 

SUBJECT — Application  September  1,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  alter¬ 
ation  of  existing  structure  to  High  Hazard  Occupancy. 

PREMISES  AFFECTED— 920  East  132nd  Street,  south 
side,  opposite  Locust  Avenue,  Block  2583,  Lot  50,  Borough 


of  The  Bronx. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — Hearing  reopened  for  additional 
information  and  laid  over  to  March  27,  1979,  at  2  P.M., 
for  decision. 


835-78-A 

APPLICANT — Mayne  Miller,  applicant.  Park  Seven  As¬ 
sociates,  owners,  Mayne  Miller,  lessee. 

SUBJECT — Application  October  31,  1977 — request  for  re¬ 
view  of  the  decision  of  the  Commissioner  of  Buildings  in 
reference  to  BN  #3846/76. 

PREMISES  AFFECTED — 534  East  84th  Street,  south  side, 
123  feet  west  of  East  End  Avenue,  Block  1580,  Lot  30, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Mayne  Miller  and  M.  E.  Freehof. 

For  Administration:  Norman  L.  Lerman,  Building  Dept. 
THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella  .  1 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf .  5 

Negative:  .  0 

Absent:  Chairman  Fossella  .  1 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Chairman  Fossella  .  1 


ACTION  OF  BOARD — Laid  over  to  March  27,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


836-78-A 

APPLICANT — Mayne  Miller,  applicant  Park  Seven  Asso¬ 
ciates,  owners,  Virgilio  Cleaners,  lessee. 

SUBJECT — Application  October  28,  1977 — request  for  re¬ 
view  of  the  decision  of  the  Commissioner  of  Buildings  in 
reference  to  BN  #1574/77. 

PREMISES  AFFECTED — 88  East  End  Avenue,  west  side, 
76.4  feet  south  of  East  84th  Street,  Block  1580,  Lot  30, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Mayne  Miller  and  M.  E.  Freehof. 

For  Administration :  Norman  L.  Lerman,  Building  Dept. 
THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Chairman  Fossella  .  1 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Chairman  Fossella  .  1 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 

and  Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Chairman  Fossella  .  1 


ACTION  OF  BOARD — Laid  over  to  March  27,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


924-78-A 

APPLICANT — Charles  M.  Spindler  Associates  for  Jack 
Lyons,  owner.  Shell  Oil  Company,  Long  Term  lessee. 

SUBJECT — Application  October  20,  1978 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Proposed  conversion 
from  a  gasoline  service  station  to  self  service  gasoline 
service  station. 

PREMISES  AFFECTED — 249-15  Rockaway  Boulevard, 
southeast  corner  of  Riverside  Avenue,  Block  13895,  Lot  27, 
Hook  Creek,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf .  5 

Negative: .  0 

Absent :  Chairman  Fossella  .  1 


ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at  2 
P.M.,  for  decision;  hearing  closed. 

925-78-A 

APPLICANT — Charles  M.  Spindler  Associates  for  Mar¬ 
garet  Distasio,  John  Banter,  Laura  Grieco,  owner.  Shell 
Oil  Company,  Long  Term  lessee. 

SUBJECT — Application  October  20,  1978 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Proposed  conversion 
from  a  gasoline  service  station  to  self  service  gasoline 
service  station. 

PREMISES  AFFECTED — 50-72  Jamaica  Avenue,  south¬ 
west  corner  of  Pennsylvania  Avenue,  Block  3659,  Lots  4, 
14  and  15,  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf .  5 

Negative: .  0 

Absent :  Chairman  Fossella .  1 


ACTION  OF  BOARD— Laid  over  to  April  3,  1979,  at  2 
P.M.,  for  decision;  hearing  closed. 

939-78-A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 

OWNER  OF  PREMISES — Demetrios  Drallios. 

SUBJECT — Application  October  24,  1978 — for  Modification 
of  Certificate  of  Occupancy  #Q189545  re-  sprinkler  system. 

PREMISES  AFFECTED— 147-24  Northern  Boulevard, 
south  side,  150  feet  west  of  149th  Street,  Block  5016,  Lot 
33,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  R.  J.  Ellis. 

For  Owner :  Morton  S.  Cahn. 

ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
2  P.M.,  for  hearing. 

951-78-A 

APPLICANT — Tucciarone  and  Di  Millia  for  Dr.  Anthony 
Bottone,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
medical  offices  on  first  floor  of  frame  building  located 
within  the  first  district. 

PREMISES  AFFECTED — 45-28  Parsons  Boulevard, 
southwest  corner  of  Georgia  Road,  Block  5206,  Lot  22, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mario  A.  Tucciarone. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Chairman  Fossella  .  1 


ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


1078-78-A 

APPLICANT — Joseph  B.  Schwartz  for  Peter  Orosz  and 
Leslie  Pajor,  owners. 

SUBJECT — Application  November  14,  1978 — Review  and 
Interpretation  of  Zoning  Matter. 

PREMISES  AFFECTED — 230  East  53rd  Street,  southwest 
corner  of  Second  Avenue,  Block  1326,  Lot  36,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Schwartz,  R.A. 

For  Opposition:  Philip  Howard,  C.B.  #6M. 

For  Administration:  Steven  Stein,  C.P.C. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative  .  0 

Absent:  Chairman  Fossella  .  1 


ACTION  OF  BOARD — Laid  over  to  March  20,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


18-79-A 

APPLICANT — Andrew  Tsarsis  for  Lou  Boria,  owner. 

SUBJECT — Application  January  5,  1979 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 119  Androvette  Avenue,  east 
side,  50  feet  south  of  Desius  Street,  Block  6582,  Lots  20,  23, 
26,  Huguenot,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Laid  over  to  March  27,  1979,  at 
2  P.M.,  for  deferred  decision ;  applicant  to  be  notified. 

Adjourned:  5:45  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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CORRECTION* 

The  resolution  adopted  February  20,  1979  under  Calendar 
Number  72-79-BCR  and  printed  in  Volume  LXIV,  Bulletin 
No.  9,  is  hereby  corrected  to  read  as  follows: 

72-79-BCR 

APPLICANT — Irwin  Fruchtman,  P.E.,  Commissioner,  De¬ 
partment  of  Buildings,  letter  dated  December  13,  1978  and 
received  December  22,  1979. 

SUBJECT— Modification  of  Reference  Standard  RS  18-1 
(Safety  Code  for  Elevators,  Dumbwaiters,  Escalators,  and 
Moving  Walks)  of  the  City  of  New  York. 

APPEARANCES— 

For  Applicant:  Irving  Polsky,  P.E.,  Dept,  of  Buildings, 
Edward  A.  Donoghue  and  Czeslaus  J.  Chrobot. 
ACTION  OF  BOARD— Reference  Standard  RS  18-1  modi¬ 
fied  in  accordance  with  the  report  and  recommendation  of 
the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh  and 


Commissioner  Cincotta  .  5 

Negative :  .  0 

Absent:  Commissioner  Wolf .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  February  20,  1979 
after  due  notice ;  and 

Whereas,  the  Board  of  Standards  nad  Appeals  has  deter¬ 
mined  that  Reference  Standard  RS  18-1  should  be  modified. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  modify  the  designated  Reference  Standard  RS  18-1  as 
follows : 

72-79-BCR 

REVISION  OF 

REFERENCE  STANDARD  RS-18 
ELEVATORS  AND  CONVEYORS 

LIST  OF  REFERENCED  NATIONAL  STANDARDS 

3  Revise  the  list  of  referenced  national  standards  as  in¬ 
dicated. 

ANSI  A=10.4ANSI  Standard  Safety 

Requirements  for  Personnel 

Hoists  .  1973 

[USASI  A17.1  USA  Standard  Safety  Code  for 
Elevators,  Dumbwaiters,  Esca¬ 
lators,  and  Moving  Walks  ....1965] 

ANSI  A17.1  American  National  Standard  Safety  Code  for 
Elevators,  Dumbzvaiters,  Escalators  and  Moving  Walks  1978 
USASI  B20.1  USA  Standard  Safety  Code  for 

Conveyors,  Cableways  and  Re¬ 


lated  Equipment  .  1957 

USASI  A113.1  USA  Standard  Safety  Code  for 

Mechanized  Parking  Garage 

Equipment  .  1964 

CS  142  Commercial  Standard  for  Auto¬ 
motive  Lifts  .  1962 

CS  202  Commercial  Standard  for  In¬ 

dustrial  Lifts  and  Hinged  Load¬ 
ing  Ramps  .  1956 

USASI  A90.1  Safety  Standards  for  Manlifts  .  1969 


REFERENCE  STANDARD  RS  18-1 

[USASI  17.1  1965  USA  Standard  Safety  Code  for 
Elevators,  Dumbwaiters,  Esca¬ 
lators  and  Moving  Walks  in¬ 
cluding  Supplement  A 17.  la — 
1967] 


ANSI  A17.1 — 1978  American  National  Standard 

Safety  Code  for  Elevators, 
Dumbwaiters,  Escalators  and 
Moving  Walks 

4  Repeal  the  existing  modifications  in  their  entirety,  and 
supersede  them  by  the  following : 

Modifications — The  provisions  of  [USASI  A17.1 — 1965] 
ANSI  A17.1 — 1978  shall  be  subject  to  the  following  modifica¬ 
tions.  The  following  paragraph  numbers  and  references  are 
from  that  standard. 

Introduction — Section  3 — Definitions 

Add  the  following  new  definition:  Platform  guard  ( toe 
guard  or  apron).  A  piece  of  sheet  metal  the  full  zvidth  of 
the  door  opening,  securely  attached  to  the  car  sill  and  extend¬ 
ing  downzuard. 

Delete  definition  of  private  residence  and  substitute  the 
following : 

Private  Residence.  Shall  be  construed  to  be  equivalent  to 
definition  of  dwelling  unit  in  Sub-article  201.0. 

100.1b  Last  Paragraph.  After  the  words  “Door  Assemblies”, 
add  the  year  “1978”  so  that  the  paragraph  will  read : 

The  fire  resistance  ratings  of  hoistway  opening  protective 
assemblies  other  than  elevator  entrances  shall  be  not  less  than 
one  and  one-half  (D/Y)  hours  as  determined  by  tests  con¬ 
ducted  in  accordance  with  ANSI/ASTM  E152  Methods  of 
Fire  Tests  of  Door  Assemblies — 1978. 

102.1a  Wiring,  Raceways  and  Cables  in  Hoistways. 

Main  feeders  for  supplying  power  to  the  elevator  shall  be 
installed  outside  the  hoistway. 

Only  such  electrical  wiring,  raceways  and  cables  used 
directly  in  connection  with  the  elevator,  including  wiring  for 
signals,  for  communication  with  the  car,  for  lighting,  heating, 
air  conditioning  and  ventilating  the  car,  for  low-voltage 
fire  detecting  and  fire  alarm  and  communication  systems,  for 
pit  sump  pumps,  and  for  heating  and  lighting  the  hoistway, 
may  be  installed  inside  the  hoistway.  The  surface  temperature 
of  electrical  heaters  used  for  heating  the  hoistway  shall 
not  exceed  six  hundred  (600)  degrees  F. 

102.1b  Method  of  Installation  of  Wiring  in  Hoistways 

The  installation  of  all  electrical  wiring  in  hoistways  and 
machine  rooms,  except  as  may  be  provided  elsewhere  in  these 
Rules,  shall  conform  to  the  requirements  of  the  [National 
Electrical  Code,  ANSI  Cl  (NFPA  No.  70)]  New  York  City 
Electrical  Code. 

Note :  Flexible  conduit  or  armored  cables  may  be  used 
between  hoistway  risers  and  limit  switches,  hoistway  door 
interlocks  or  contacts,  signals,  stop  buttons  and  similar 
devices. 

The  wiring  to  the  hoistway  door  interlocks  from  the  hoist¬ 
way  riser  (See  Rule  111.3)  shall  be  [NEC  Type  SF-2  or 
equivalent]  mineral  insulated  sheathed  cable  (Type  Ml)  or 
conductors  approved  by  the  Advisory  Board  of  the  Bureau 
of  Gas  and  Electricity.  Conductors  shall  have  an  insulation 
with  an  operating  temperature  of  392  degrees  fahrenheit 
(and  200  degrees  centigrade).  Type  Ml  Cable  terminations 
in  the  boxes  containing  the  interlocks  shall  be  sheathed  with 
glass  braid  fillers  or  asbestos  braid  jackets. 

The  flexible  traveling  cables  shall  be  provided  with  a 
flame  retardant  and  moisture  resistant  outer  cover. 

105.4  Delete  the  first  paragraph  in  its  entirety  and  substitute 
the  following : 

The  unit  stresses  for  all  machinery  and  sheave  beams  and 
floors  and  their  supports,  based  on  loads  computed  as  pre¬ 
scribed  in  Rule  105.2  shall  not  exceed  eighty  (80)  per  cent 
of  the  allozvable  stresses  for  static  loads  required  for  struc¬ 
tural  steel  or  reinforced  concrete  in  the  reference  standards. 

110.1  Paragraph  a  shall  read  as  follows : 

a  The  clear  door  opening  shall  be  at  least  two  (2)  feet, 
eight  (8)  inches  zvide  and  six  feet  (6)  inches  high. 
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110.7  Add  the  following  new  paragraph : 

h  Vision  panels  shall  be  protected  in  accordance  with  the 
provisions  of  Rule  204.2e-5. 

llO.lOe  Fixed  Ramps.  Add  the  following  new  paragraph: 

Fixed  ramps  may  be  provided  when  approved  by  the 
Commissioner. 

110.13c-2  Add  the  following  new  paragraph : 

Key  locks  may  be  provided  for  locking  such  doors  out  of 
service  where  permitted  by  Rule  110.6. 

111.1  Add  the  following  sentence: 

Both  new  and  replacement  interlocks  shall  comply  with 
the  provisions  of  this  Code. 

111.1b  Add  the  following  sentence: 

Both  new  and  replacement  interlocks  shall  comply  with  the 
provisions  of  this  Code. 

111.3b  Add  the  following  sentences  : 

Both  new  and  replacement  interlocks  shall  comply  with  the 
provisions  of  this  Code.  Interlocks  previously  approved  by 
the  Board  of  Standards  and  Appeals  may  not  be  used  here¬ 
after  unless  tested  and  approved  in  conformance  with  this 
reference  standard. 

111.6a  Add  the  following  sentence : 

Such  use  shall  be  accepted  by  the  Materials  and  Equipment 
Acceptance  Division. 

111.6d  After  the  last  paragraph,  add  the  following: 

6  Date  of  official  approval  and  number  or  designation ,  if 
any,  of  official  approval. 

202.4  Delete  the  first  paragraph  in  its  entirety  and  substitute 
the  following : 

Compensating  chains  or  ropes  shall  be  fastened  to  the  car 
and  to  the  counterweight  frames  or  to  a  bracket  attached  to 
the  frame,  and  shall  not  be  fastened  to  the  tie  rods.  In  sus¬ 
pending  chains  from  the  frames,  provision  shall  be  made  for 
ovcrtravcl  by  looping  the  chains  on  “S”  hooks  attached  to  the 
frames. 

203.7  In  the  second  paragraph,  after  the  word  “society” 
delete  the  remainder  of  the  rule  beginning  with  “At”  and 
substitute:  The  manufacturer  shall  submit  semiannual  cer¬ 
tification  of  its  welding  practices  to  the  Commissioner.  Where 
such  manufacturers  are  located  in  the  city  of  New  York,  its 
welders  must  be  licensed  in  accordance  zaith  the  provisions 
of  the  administrative  code. 

203.9  Add  the  following  new  subsection : 

e  A  platform  guard  apron  shall  be  provided  on  the  car  of 
each  automatic  operation  elevator  that  is  without  leveling  de¬ 
vices.  Such  apron  shall  extend  at  least  9  inches  belozu  the  top 
of  the  car  floor  for  the  width  of  the  opening. 

204. le  Add  the  following  new  paragraphs: 

4  Where  a  false  ceiling  or  other  obstruction  is  provided 
in  the  car  it  shall  have  a  movable  section  that  will  permit  free 
passageway  through  the  top  emergency  exit. 

5  A  guard  rail  shall  be  provided  where  the  space  between 
the  car  enclosure  and  the  nearest  wall  surface  exceeds  8 
inches.  This  rail  shall  be  level  with  the  top  of  the  crosshead 
on  the  side  of  the  enclosure  roof  tv  here  the  emergency  exit  is 
located. 

Exception — The  Commissioner  may  permit  smaller  openings 
where  the  size  of  the  car  will  not  permit  opening  on  the  size 
required. 

204.2e  Add  the  following  new  paragraphs : 

5  Mirrors  in  cars  in  multiple  dzvellings  shall  be  located  to 
permit  a  view  of  the  inside  by  persons  entering  the  car. 

204.U  Exceptions — Add  the  following  paragraph  : 

3  Small  directories  and  signs  relating  to  building  operation 
including  “No  Smoking ”  signs. 


204.2d  Add  the  following  to  paragraph  5 : 

Automatic  operation  elevators  located  in  multiple  dzvell¬ 
ings  shall,  in  addition  to  the  lock  specified,  have  the  side 
emergency  exit  doors  provided  with  a  tumbler  type  lock  of  at 
least  5-pin  type.  This  lock  shall  be  operable  from  inside  the 
car  only  by  means  of  a  specially  shaped  removable  key  and 
from  outside  the  car  by  means  of  a  non-removable  handle. 

204.2c  Add  the  following  new  paragraphs  : 

5  Be  protected  by  protective  grills  made  of  number  16 
gauge  stainless  or  galvanized  steel  in  accordance  with  the 
following  specifications: 

a  Grills  shall  be  sized  to  fit  within  or  over  the  vision 
panel  frame  and  completely  cover  the  vision  panel  opening 
in  both  the  elevator  car  doors  and  hoist  way  doors. 

b  Grills  and  vision  panel  frames  shall  be  secured  by  means 
of  noil-reversible  screws  or  other  temper  proof  fasteners. 

c  Grills  shall  contain  openings  zvhich  shall  not  be  larger 
than  3/4  inches  by  3/4  inches  or  3/4  inches  in  diameter.  Such 
openings  shall  be  spaced  at  one  inch  center  to  center. 

d  All  cut  edges  shall  be  debarred. 

e  The  provisions  of  subparagraph  5  shall  be  retroactive 
and  existing  passenger  cars  shall  comply  with  such  sub- 
paragraph  no  later  than  June  30,  1979.  For  new  installations 
these  provisions  shall  be  effective  immediately.  However, 
requirements  for  such  grills  may  be  waivered  if  certification 
is  submitted  that  said  elevator  is  operated  manually  or  24 
hour  doorman  service  is  provided.  A  security  guard  shall 
not  be  considered  doorman  service. 

f  For  the  purposes  of  this  subparagraph,  a  vandal-resis¬ 
tant  one-quarter  inch  polycarbonate  sheet,  such  as  Lexan, 
in  tzvo  layers,  one  on  each  side  of  the  required  wire  glass, 
may  be  used  in  lieu  of  the  metal  protective. 

204.4k  Add  the  following  to  the  end  of  this  paragraph: 
Such  doors  or  gates  shall  be  arranged  so  that  they  can  be 
opened  manually  when  the  car  is  at  rest  in  case  of  emergency. 

204.7a  Add  the  following  new  paragraph  : 

5  Either  a  light  receptacle  or  an  outlet  for  an  extension 
light  cord  shall  be  provided  in  an  accessible  location  under 
each  elevator  car  platform  for  inspection  purposes. 

210.2s  At  the  end  of  this  paragraph,  add  the  following: 
and  in  elevators  that  are  operated  at  any  time  without  a 
designated  operator  in  the  car,  shall  cause  the  alarm  bells  to 
sound  as  required  by  Rule  211.1. 

210.4  Delete  the  paragraph  in  its  entirety  and  substitute  the 
following : 

All  electrical  zvork  shall  conform  to  the  New  York  City 
Electrical  Code  and  be  approved  by  the  advisory  Board  of 
the  Bureau  of  Gas  and  Electricity. 

210.5  First  paragraph — delete  in  its  entirety  and  substitute 
the  following : 

An  externally  operable  switch  or  circuit  breaker  discon¬ 
necting  all  zaires  of  the  motor  circuit,  or  a  remote  control 
szvitch  operating  a  circuit  breaker  disconnecting  all  of  the 
zaires  of  the  motor  circuit,  shall  be  located  within  sight  of 
the  motor  unless  special  permission  to  locate  it  elsewhere 
is  given  by  the  Commissioner.  Where  the  elevator  is  con¬ 
trolled  by  controlling  the  field  of  a  generator,  this  require¬ 
ment  shall  be  interpreted  to  apply  to  the  switch  in  the  circuit 
supplying  the  motor  which  drives  the  generator. 

210.8  Add  the  following  paragraph  : 

d  The  pozoer-supply  line  disconnect  switch  of  direct  cur¬ 
rent  elevators  having  rheostatic  control  is  opened. 

The  following  rule  repeated  in  its  entirety  is  amended 
as  indicated : 

Rule  211.1  Car  emergency  signals  for  elevators  operated 
without  a  designated  operator  in  the  car. 
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Elevators  which  are  operated  at  any  time  without  a  desig¬ 
nated  operator  in  the  car  shall  be  provided  with  the  following 
signal  devices : 

EXEMPTION :  Private  Residence  Elevators. 

a  In  all  buildings,  the  elevator  shall  be  provided  with 
the  following  system : 

1  An  audible  signaling  device  operable  from  the  car, 
located  outside  the  building  and  audible  outside  the  hoistway. 
One  device  may  be  used  for  a  group  of  elevators. 

Unless  accepted  otherwise  by  the  Commissioner,  the  audi¬ 
ble  signaling  devices  shall  be  electrical  signal  bells.  The 
signal  bells  shall  be: 

(a)  Not  less  than  6  inches  in  diameter. 

(b)  Operated  from  a  button  inside  the  car  marked 
“Alarm”. 

(c)  Audible  in  a  room  or  space  in  which  any  em¬ 
ployee  is  ordinarily  located. 

(d)  Operated  by  the  opening  of  the  car  emergency 
stop  switch  as  specified  in  Rule  210.2e. 

(e)  An  additional  signal  bell  not  less  than  6  inches 
in  diameter  shall  be  provided  and  located  on  the  under¬ 
side  of  each  car  platform. 

(f)  All  required  bells  shall  ring  whenever  either  the 
alarm  button  inside  the  car  is  operated  or  when  the  car 
emergency  stop  switch  is  opened  (See  Rule  210.2e). 

2  Means  of  two-way  communication  between  each  elevator 
and  a  readily  accessible  point  outside  the  hoistway.  (Tele¬ 
phone,  intercom.,  radio,  etc.).  This  shall  not  be  required  where 
there  is  a  resident  superintendent  or  custodian. 

3  If  the  audible  signaling  device,  or  the  means  of  two-way 
conversation,  or  both,  are  normally  connected  to  the  building 
power  supply,  they  shall  automatically  transfer  to  a  source 
of  emergency  power  within  ten  (10)  seconds  after  the  normal 
power  supply  fails.  The  power  source  shall  be  capable  of 
providing  for  the  operation  of  the  audible  signaling  device  for 
at  least  one  ( 1 )  hour  and  the  means  of  two-way  conversation 
for  at  least  four  (4)  hours.  Where  signaling  circuits  are  sup¬ 
plied  from  one  phase  of  a  three  phase  supply,  another  phase 
of  this  supply  shall  be  considered  an  emergency  source  of 
power. 

b  In  buildings  other  than  multiple  dwellings,  hotels,  or 
similar  residential  buildings  in  which  an  attendant,  [or] 
watchman  [is],  or  designated  tenants  are  continuously  avail¬ 
able  to  take  action  when  the  required  emergency  signal  is 
operated,  the  elevators  shall  be  provided  with  one  of  the  fol¬ 
lowing  additional  emergency  signal  devices : 

1  A  telephone  connected  to  a  central  telephone  exchange 
system. 

2  A  weatherproof  audible  signaling  device  with  a  mini¬ 
mum  rating  of  eighty  (80)  decibels  operable  from  inside  the 
car  and  identified  “EMERGENCY— CALL  POLICE”,  in 
letters  not  less  than  two  (2)  inches  high.  The  device  shall  be 
mounted  on  the  outside  of  the  building  near  the  main  entrance 
and  located  so  that  the  sign  can  be  read  from  the  entrance 
sidewalk.  Only  one  (1)  outside  signal  is  required  if  operable 
from  all  cars  of  all  elevators  of  the  type  specified  in  the 
building. 

An  emergency  power  system  shall  be  provided  conforming 
to  the  requirements  of  Rule  211.1-a-3. 

3  Means  within  the  car  for  communicating  with  or  sig¬ 
naling  to  an  approved  emergency  service  which  operates 
twenty-four  (24)  hours  each  day.  In  the  event  that  this  serv¬ 
ice  is  discontinued,  the  emergency  service  shall  notify  the 
Commissioner  promptly  of  the  date  of  such  discontinuance. 
In  Institutional  buildings,  the  required  telephone  shall  provide 
communication  with  building  personnel. 

c  The  systems  required  by  Rule  211.1a  and  b  shall  be  in¬ 
spected  and  tested  during  the  inspections  specified  by  Rules 
1000.1  and  1001.1. 


The  following  rule  is  amended  in  its  entirety  as  indicated : 

Rule  211.3  Operation  of  Elevators  Under  Fire  at  Other 
Emergency  Conditions. 

Note:  Existing  Office  Buildings,  100  feet  or  more  in  height, 
and  other  existing  buildings,  shall  be  subject  to  the  retro¬ 
active  provisions  of  C26-1800.8  as  enacted  by  Local  Law  #5 
of  1973.  The  requirements  for  such  a  building  is  defined  in 
subarticle  201.0  of  Article  2  of  Part  II,  Title  c. 

211.3a  Automatic  Operation  Elevators 

All  automatic  operation  elevators  serving  three  or  more 
landings  or  having  a  travel  of  twenty-five  (25)  feet  or  more, 
shall  conform  to  the  following: 

1  At  the  street  floor,  a  three  position  szvitch  shall  be  pro¬ 
vided  for  each  elevator  or  group  of  elevators  to  be  controlled. 
Such  switches  shall  be  located  in  the  corridor  call  button  fix¬ 
ture  or  in  a  separate  fixture  which  shall  be  located  four  feet 
or  less  from  the  corridor,  call  button  fixture  and  not  exceeding 
seven  feet  above  the  floor  level. 

(a)  The  keyed  szvitch  shall  have  the  following  positions: 
“Normal”,  “Firemen  Service”  and  “Door  Open”. 

(b)  In  lieu  of  the  “ Door  Open”  position  on  the  keyed 
szvitch,  a  “Door  Open”  button  may  be  provided  which  shall 
be  operable  only  when  the  keyed  switch  is  in  the  “ Firemen 
Service”  position.  Such  “ Door  Open”  button  shall  be  located 
in  the  same  fixture  as  the  keyed  switch. 

(c)  For  elevators  whose  terminals  are  above  the  street 
floor,  a  two  position  keyed  szvitch  shall  be  provided  at  the  fire 
command  station  when  the  station  is  provided  as  required  by 
C26-1800.8,  as  enacted  by  Local  Law  5  of  1973,  in  the  lobby 
for  each  elevator  or  group  of  elevators  terminating  on  that 
floor.  Such  szvitch  shall  have  the  “ Normal ”  and  “Firemen 
Service”  positions. 

2  At  the  lowest  landing,  for  elevators  whose  lozvest  termi¬ 
nals  are  above  the  street  floor,  a  three  position  keyed  szvitch 
shall  be  provided  for  each  elevator  or  for  each  group  of  such 
elevators.  Such  keyed  switch  shall  have  the  same  positions 
and  be  located  in  the  same  manner  as  provided  for  in  1,  la, 
and  lb  above. 

3  In  each  elevator,  there  shall  be  a  two  position  keyed 
switch  and  a  “Door  Open”  button.  The  position  on  the  keys 
switch  shall  be  “Normal”  and  “ Firemen  Service”. 

211.3b  Keyed  Switches  and  Buttons 

1  All  keyed  szvitches  required  by  this  section  shall  be 
operable  only  by  a  city-zvide  standard  key  and  shall  also  be 
made  operable  by  the  fire  department  standard  key.  The 
city-zvide  standard  key  shall  be  designed  in  accordance  with 
the  requirements  of  the  fire  department  and  shall  be  obtained 
only  through  fire  department  authorisation.  City-zvide  stand¬ 
ard  keys  shall  be  kept  on  the  premises  by  a  person  responsible 
for  the  maintenance  and  operation  of  the  elevators  in  a  loca¬ 
tion  readily  accessible  to  authorised  persons  in  an  emergency, 
but  not  where  they  are  available  to  the  public. 

2  Corridor  szvitches  in  the  “ Door  Open”  position  as  well 
as  “Door  Open”  buttons  shall  be  of  the  momentary  contact 
type  and  keys  shall  be  removable  from  szvitches  only  in  the 
“Normal”  or  “Firemen  Service”  positions. 

211.3c  “Firemen  Service”  Operation 

1  When  a  keyed  szvitch,  as  described  in  “a”  above,  is 
placed  in  the  “ Firemen  Service”  position,  all  elevators  con¬ 
trolled  by  the  szvitch  shall  return  nonstop  to  the  street  floor 
except  that  elevators  zvhose  lowest  terminals  are  above  the 
street  floor  shall  return  nonstop  to  their  lowest  landing.  Such 
action  shall  override  any  other  programming  for  car  stops, 
but  shall  not  affect  the  elevator  circuits. 

2  Buildings  shall  be  equipped  zvith  heat  and/or  smoke 
sensing  deznees  at  elevator  landings,  the  activation  of  any 
such  device  shall  cause  the  elevator  or  elevators  servicing 
the  floor  on  which  the  sensing  device  is  activated  to  return 
nonstop  to  the  street  floor  or  to  the  lowest  landing  zvhere  the 
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lowest  terminal  is  above  the  street  floor.  Where  the  lowest 
landing  of  an  elevator  is  above  the  street  floor,  the  activation 
of  heat  and/or  smoke  sensing  devices  located  in  the  elevator 
landing  at  such  lowest  lattding  floor  shall  cause  such  elevator 
to  return  nonstop  to  a  floor  two  stories  above  the  lowest 
landing  or  in  the  absence  of  a  stop  at  that  floor,  to  the  nearest 
landing  above  the  lowest  terminal  landing  which  is  served  by 
the  elevator  or  group  of  elevators.  Such  action  shall  override 
any  other  programming  for  car  stops,  but  shall  not  affect  the 
elevator  safety  circuits. 

Exception:  This  provision  is  waived  for  Building  Code 

Occupancy  Classifications  J-2  (apartment  houses)  and  J-3 
(private  dwellings). 

3  When  “Firemen  Service ”  is  initiated: 

(a)  an  elevator  travelling  azvay  from  the  street  floor  or 
from  a  lowest  landing  floor  shall  reverse  at  the  next  landing 
floor  without  opening  its  doors. 

(b)  door  reopening  devices  for  power  operated  doors  which 
may  be  affected  by  smoke  or  heat  so  as  to  prevent  door 
closure  shall  be  rendered  inoperative. 

4  When  the  elevator  car  reaches  the  street  floor  or  other 
floor  specified  in  211.3c-l  or  211,  3c-2  above,  the  car  and 
hoistway  doors  shall  open.  The  doors  shall  reclose  after 
remaining  open  for  not  less  than  eight  seconds  or  more  than 
one  minute. 

5  Subsequent  operation  of  the  car  and  hoistway  doors 
shall  be  controlled  in  the  following  manner: 

(a)  by  the  keyed  szvitch  “Door  Open”  position  or  where  a 
“ Door  Open”  button  is  provided,  by  such  button  when  the 
keyed  switch  is  turned  to  “ Firemen  Service”. 

(b)  the  car  and  hoistway  doors  shall  reclose  after  remain¬ 
ing  open  for  not  less  than  eight  secotids  nor  more  than  one 
minute. 

211.3d  Operation  of  Elevators  on  “Firemen  Service ”. 

1  To  operate  an  elevator  on  “Firemen  Service ”  the  keyed 
szvitch  inside  such  elevator  car  shall  be  turned  to  the  “Fire¬ 
men  Service”  position. 

2  Such  action  shall  put  the  elevators  on  manual  operation 
and  override  any  other  keyed  szvitch  controls  and  elevator 
landing  call  buttons. 

3  Elevators  on  “ Firemen  Service”  shall  be  operable  only 
by  a  person  in  the  elevator  car.  Means  shall  be  provided 
within  the  car  to  permit  such  person  after  haznng  made  a 
floor  selection  to  change  such  selection  or  direction  of  travel 
prior  to  reaching  the  originally  selected  floor. 

4  When  the  elevator  reaches  the  selected  floor,  the  eleva¬ 
tor  car  and  hoistway  doors  shall  open  only  in  response  to  the 
“Door  Open”  button  in  the  car  and  shall  remain  open.  If 
the  “Door  Open”  button  is  released  zvhile  the  door  is  in  the 
process  of  opening,  the  doors  shall  automatically  reclose. 
Means  for  closing  the  car  doors  at  such  selected  floor  shall 
be  provided  within  the  car. 

211.3e  Identification  of  Switches  and  Buttons 

1  All  keyed  switch  positions  and  buttons  required  by  this 
rule  shall  be  identified  with  the  appropriate  designation  in 
red  lettering. 

2  All  cover  plates  for  such  switches  and  buttons  shall 


bear  the  lettering  “FOR  FIRE  DEPARTMENT  USE 
ONLY.” 

21 1.3f  Manually  operated  elevators  designed  for  fire  depart¬ 
ment  use  in  compliance  with  the  building  code  shall  be  pro¬ 
vided  with  the  following: 

1  A  system  to  permit  signaling  the  operator  from  the 
street  floor  to  return  non-stop  to  the  street  floor  or  the  low¬ 
est  landing  floor  when  such  lattding  floor  is  above  the  street 
floor. 

2  Power  operated  doors  and  door  reopening  deznees  shall 
be  provided  with  controls  for  compliance  with  Rules  211.3c- 
3-b  and  211.3d-4. 

Section  213  Add  the  following  section 

Section  213  Passenger  Elevators  Designed  to  Accommo¬ 
date  the  Handicapped 

213.1  Operation  and  Leveling 

The  elevator  shall  be  automatic  and  be  provided  with  a 
self  leveling  feature  that  will  automatically  bring  the  car  to 
the  floor  landings  within  a  tolerance  of  ±  (Z2)  inch  under 
normal  loading  and  unloading  conditions.  This  self -leveling 
shall  within  its  zone,  be  entirely  automatic  and  independent 
of  the  operating  device  and  shall  correct  for  overtravel  or 
under  travel.  The  car  shall  also  be  maintained  approximately 
level  with  the  landing  irrespective  of  load. 

213.2  Door  Operation 

Where  horizontally  sliding  car  and  hoistzvay  doors  are 
provided,  they  shall  be  opened  and  closed  by  automatic  means. 

213.3  Door  Size 

Minimum  clear  zvidth  for  elevator  doors  shall  be  32  inches. 

213.4  Door  Protective  and  Reopening  Device 

Doors  closed  by  automatic  means  shall  be  provided  with  a 
door  reopening  device  which  will  function  to  stop  and  reopen 
a  car  door  and  adjacent  hoistway  door  in  case  the  car  door 
is  obstructed  while  closing.  This  reopening  device  may  also 
be  capable  of  sensing  an  object  or  person  m  the  path  of  a 
closing  door  at  a  nominal  5  and  29  inches  above  the  floor. 

Door  reopening  devices  shall  remain  effective  for  a  period 
of  not  less  than  20  seconds. 

Nominal  =  ±1  inch 

213.5  Door  Delay  (Passenger  Service  Time) 

213.5a  Hall  Call: 

The  minimum  acceptable  time  from  notification  that  a  car 
is  answering  a  call  (Lantern  and  Audible  Signal)  until  the 
doors  of  that  car  start  to  close  shall  be  indicated  in  Table. 
Such  shall  apply  to  slide  doors  only. 


Distance 

in  feet 

Time 

0  to  5  . 

10  . 

15  . 

20  . 

The  distance  shall  be  established  from  a  point  in  the  center 
of  the  corridor  or  lobby  (maximum  5  feet )  directly  opposite 
the  farthest  hall  button  to  the  centerline  of  the  hoistway 
entrance. 
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213.5b  Car  Call 

The  minimum  acceptable  time  for  doors  to  remain  fully 
open  shall  be  not  less  than  3  seconds. 

213.6  Car  inside 

The  car  inside  shall  allow  for  the  turning  of  a  wheelchair. 
The  minimum  clear  distance  between  walls  or  between  wall 
and  door  excluding  return  panels  shall  be  not  less  than  68  x 
54  inches.  Minimum  distance  from  wall  to  return  panel  shall 
be  not  less  than  51  inches. 

EXCEPTION :  New  installations  in  existing  buildings 
where  existing  shaftway  size  prohibits  shall  be  excepted. 

213.7  Car  Controls: 

Controls  shall  be  readily  accessible  from  a  wheelchair  upon 
entering  an  elevator. 

The  centerline  of  the  alarm  button  and  emergency  stop 
switch  shall  be  at  a  nominal  (35)  inches  and  the  highest  floor 
buttons  no  higher  than  (54)  inches  from  the  floor.  Floor  reg¬ 
istration  buttons,  exclusive  of  border,  shall  be  a  minimum  of 
(Yi,)  inch  in  size,  raised,  flush,  or  recessed.  Visual  indication 
shall  be  provided  to  shozv  each  call  registered  and  extin¬ 
guished  when  call  is  answered.  Depth  of  flush  or  recessed 
buttons  when  operated  shall  not  exceed  Vk  inch. 

Markings  shall  be  adjacent  to  the  controls  on  a  contrasting 
color  background  to  the  left  of  the  controls.  Letters  or  num¬ 
bers  shall  be  a  minimum  of  (]/2)  inch  high  and  raised  or  re¬ 
cessed  .030  inch. 

Applied  plater  permanently  attached  shall  be  acceptable. 

Emergency  controls  shall  be  grouped  together  at  the  bot¬ 
tom  of  the  control  panel. 

Symbols  as  indicated  shall  be  used  to  assist  in  readily  iden¬ 
tifying  essential  controls. 

Controls  not  essential  to  the  automatic  operation  of  the 
elevator  may  be  located  as  convenient. 

NOMINAL  =  ±  1  Inch. 


CAR  CONTROL 

SYMBOL  DESIGNATION 


DOOR  OPEN 
DOOR  CLOSE 
ALARM  BELL 


EMER.  STOP 


DESIGNATES  MAIN 
ENTRANCE  &  EGRESS 
FROM  BUILDING 


213.8  Car  Position  Indicator  and  Signal 

A  car  indicator  shall  be  provided  above  the  car  operating 
panel  or  over  the  opening  of  each  car  to  show  the  position  of 
the  car  in  the  hoistway  by  illumination  of  the  indication  cor¬ 
responding  to  the  landing  at  which  the  car  is  stopped  or 
passing. 

Indications  shall  be  on  a  contrasting  color  background  and 
a  minimum  of  J4  inch  in  height. 

In  addition,  an  audible  signal  shall  sound  to  tell  a  passenger 
that  the  car  is  stopping  or  passing  a  floor  served  by  the  ele¬ 
vator. 

Special  button  located  with  emergency  controls  may  be  pro¬ 
vided.  Operation  of  button  will  activate  audible  signal  only 
for  desired  trip. 

213.9  Telephone  or  Intercommunicating  System 

A  means  of  two-way  conversation  shall  be  provided,  where 
required,  that  is  located  a  maximum  of  (48)  inches  from  the 
floor  (minimum  cord  length  36  inches)  connected  to  a  central 
exchange  system  or  a  two-way  communicating  system  be¬ 
tween  the  elevator  and  a  point  outside  the  hoistway  attended 
24  hours  a  day. 

Markings  or  the  international  symbols  for  telephones  shall 
be  adjacent  to  the  control  on  a  contrasting  color  background. 
Letters  or  numbers  shall  be  a  minimum  of  (l/2)  inch  high  and 
raised  or  recessed  (.030)  inch.  Applied  plates  permanently 
attached  shall  be  acceptable. 

213.10  Floor  covering 

Floor  covering  should  have  a  non-slip  hard  surface  which 
permits  easy  movement  of  wheelchairs. 

If  carpeting  is  used,  it  should  be  securely  attached,  heavy 
duty,  with  a  tight  weave  and  low  pile,  installed  without  pad¬ 
ding. 

213.11  Handrails 

A  handrail  shall  be  provided  on  one  wall  of  the  car,  prefer¬ 
able  the  rear.  The  rail  shall  be  smooth  and  the  inside  surface 
at  least  (llA)  inches  clear  of  the  walls  at  a  nominal  height 
of  32  inches  from  the  floor. 

Nominal  —  ±  1  inch 
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Note:  (32)  inches  required  to  reduce  interference  with  car 
controls  where  lowest  button  is  centered  at  35  inches  above 
floor. 

213.12  Door  Jamb  Marking 

The  floor  designation  shall  be  provided  at  each  hoistway 
entrance  on  both  sides  of  jamb  visible  from  within  the  car 
and  the  elevator  lobby  at  a  height  of  (60)  inches  above  the 
floor.  Designations  shall  be  on  a  contrasting  color  back¬ 
ground  a  minimum  of  (2l/2)  inches  high  and  raised  (.030) 
inch. 

Applied  plates  permanently  attached  shall  be  acceptable. 

213.13  Hall  Buttons 

The  centerline  of  the  hall  call  buttons  shall  be  a  nominal 
42  inches  above  the  floor. 

Direction  buttons,  exclusive  of  border,  shall  be  a  minimum 
of  (Y)  inch  in  size,  raised,  flush  or  recessed.  Visual  indica¬ 
tion  shall  be  provided  to  show  each  call  registered  and  ex¬ 
tinguished  when  the  call  is  answered.  Depth  of  flush  or 
recessed  buttons  when  operated  shall  not  exceed  Yfl  (See 
Sketch). 


213.14  Hall  Lantern 

A  visual  and  audible  signal  shall  be  provided  at  each  hoist- 
zvay  entrance  hidicating  to  the  prospective  passenger,  the  car 
answering  the  call  and  its  direction  of  travel. 

The  visual  signal  for  each  direction  shall  be  a  minimum  of 
2t/2  inches  in  size  and  visible  from  the  proximity  of  the  hall 
call  button. 

The  audible  signal  shall  sourid  once  (1)  for  the  up  direction 
and  twice  (2)  for  the  down  direction. 

The  centerline  of  the  fixture  shall  be  located  a  minimum 
of  (6)  feet  from  the  floor. 

The  use  of  in-car  lanterns  conforming  to  above  and  located 
in  jamb  shall  be  acceptable. 

The  use  of  in-car  lanterns  conforming  to  above  and  located 
in  jamb  shall  be  acceptable. 


Rule  306.6  Requirements  for  Electrical  Equipment 
and  Wiring 

All  electrical  equipment  and  wiring  shall  conform  to  the 
requirements  of  the  [National  Electrical  Code  ANSI  Cl 
(NFPA  No.  70)]  New  York  City  Electrical  Code. 

Section  308  Add  the  following  new  section : 

Section  308  Passenger  elevators  designed  to  Accommo¬ 
date  the  Handicapped  Passenger  elevators  designed  to 
accommodate  the  handicapped  shall  comply  with  Section 
213. 

Rule  401.3  Requirements  for  Electrical  Wiring  and 
Electrical  Equipment. 

The  wiring  and  electrical  equipment  shall  conform  to  the 
requirements  of  Section  102  and  where  the  top-terminal¬ 
landing  opening  is  in  the  sidewalk  or  other  area  exterior  to 
the  building. 

a  All  electric  wiring  shall  be  in  rigid  metal  conduit 
or  electrical  metallic  tubing  and  all  electrical  outlets, 
switches,  junction  boxes  and  fittings  shall  be  weather¬ 
proof. 

b  Traveling  cables,  where  used  between  the  car 
and  hoistway  wiring,  shall  be  type  EO  [See  National 
Electrical  Code  ANSI  Cl  (NFPA  No.  70)],  or  type 
EN  as  approved  by  the  advisory  Board  of  the  Bureau  of 
Gas  and  Electricity  of  the  City  of  New  York. 

c  Slack-rope  switches  where  required,  lower  normal 
and  final  terminal  stopping  devices  and  pit  stop  switches 
shall  be  located  as  far  above  the  bottom  of  the  pit  as 
practicable. 

Note :  Under  such  conditions  the  wiring  and  the  electrical 
equipment  is  exposed  to  the  elements  when  the  sidewalk  doors 
or  covers  are  open  and  may  be  thus  exposed  for  a  long 
duration  of  time.  Even  when  the  doors  are  kept  closed,  there 
may  be  considerable  moisture  in  the  hoistway  due  to  changes 
in  temperature  of  the  air  in  the  hoistway.  Special  precaution 
should  therefore  be  taken  when  installing  electrical  wiring 


391 


CORRECTION 


and  equipment  to  insure  its  stability  under  the  severe  condi¬ 
tions  to  which  it  is  subjected. 


Rule  500.5  Electrical  Wiring  and  Pipes 

500.5a  Electric  Wiring 

All  wiring  shall  conform  to  the  requirements  of  the 
[National  Electrical  Code  ANSI  Cl  (NFPA  No.  70)]  New 
York  City  Electrical  Code. 

Part  VI  Scope  First  Line.  After  the  word  “operated”  add 
the  word  “freight”  so  that  the  sentence  will  read:  This  part 
applies  to  hand  operated  freight  elevators. 


603.lb-2  Delete  in  its  entirety. 

Table  702.1  Change  to  the  following: 

Net  Platform  Area  Structural  Capacity 

in  Square  Feet  Load  in  Pounds 


2 

3 

4 

5 

6)4 

9 


20 

50 

100 

150 

300 

500 


1  sq.  ft.  =  9.29E-  02m2 
1  lb.  =  0.454  kg. 

802.5c  Add  the  following  new  paragraph :  Dimensions  of 
Steps  in  Horizontal  Run  at  Lower  End.  When  the  nose  line 
of  a  step  at  the  lower  end  of  a  descending  escalator  is  12 
inches  from  the  line  of  the  combplate  teeth,  the  step  tread 
surface  shall  be  not  more  than  J4  inch  above  the  surface  of 
the  preceding  step  and  the  nose  line  shall  be  at  least  4  inches 
from  the  line  of  the  combplate  teeth,  when  the  step  becomes 
level  with  the  plane  upon  which  it  will  enter  the  combplate. 

Rule  806.4  Electrical  Work 

Electrical  work  shall  conform  to  the  following: 

a  Wiring. 

Electrical  conductors  shall  be  encased  in  rigid  metal  con¬ 
duit,  electrical  metallic  tubing  or  in  metal  wireways,  securely 
fastened  to  the  supporting  structure. 

The  installments  of  all  electrical  wiring  shall  conform  to 
the  requirements  of  the  [National  Electrical  Code,  ANSI 
Cl  (NFPA  No.  70)]  New  York  City  Electrical  Code. 
[EXCEPTIONS: 

(1)  Flexible  conduit  or  armored  cables  may  be  used  for 
short  runs  connecting  safety  and  operating  devices  to  main 
wellway  conductors. 

(2)  Flexible  cables  may  be  used  within  machine  rooms.] 

b  Disconnect  means. 

An  enclosed  fused  disconnect  switch  or  circuit  breaker 
arranged  to  disconnect  the  power  supply  to  the  escalator 
shall  be  installed  in  the  space  where  the  controller  is  located 
or  shall  be  mounted  on  the  controller.  Disconnect  switches 
or  circuit  breakers  shall  be  of  the  manually  closed  multi-pole 
type. 

[Circuit  breakers  where  used  as  a  disconnect  means  shall 
not  be  of  the  instantaneous  type  and  shall  not  be  opened 
automatically  by  a  fire  alarm  system.] 

c  Enclosure  of  Electric  Parts. 

All  electric  safety  switches  and  controllers  shall  be  enclosed 
to  protect  against  accidental  contact. 

d  Voltage  Limitations. 

The  maximum  system  or  circuit  potential  used  for  escalator 
operating  control  and  signal  circuits,  operating  and  safety 
equipment,  driving-machine  motors,  electrically  released 
brakes  and  motor  generator  sets  shall  not  exceed  the  fol¬ 
lowing  : 

1  For  operating  and  signal  circuits :  Three  hundred 
(300)  volts  except  that  higher  potentials  may  be  used 


for  frequencies  of  twenty-five  (25)  through  sixty  (60) 
cycles  alternating  current  or  for  direct  current,  pro¬ 
vided  the  current  in  the  system  cannot  under  normal 
conditions  exceed  eight  (8)  milliamperes  for  alternating 
current  not  thirty  (30)  milliamperes  for  direct  current. 

2  For  control  circuits,  driving  machine  motors, 
electrically  released  brakes  and  motor  generator  sets : 
six  hundred  (600)  volts  except  that  higher  potentials 
may  be  used  for  driving  motors  of  motor  generator  sets. 

Rule  901.2  Electrical  Equipment  and  Wiring 

Electrical  equipment  and  wiring  shall  conform  to  the 
following : 

a  Disconnect  Means. 

An  enclosed  fused  disconnect  switch  or  a  circuit  breaker 
arranged  to  disconnect  the  power  supply  to  the  moving  walk 
shall  be  installed  in  the  space  where  the  controller  is  located 
or  shall  be  located  on  the  controller.  Disconnect  switches 
or  circuit  breakers  shall  be  of  the  manually  closed  multipole 
type.  Circuit  breakers,  where  used  as  the  disconnect  means 
shall  not  be  of  the  instantaneous  type  and  shall  not  be  opened 
automatically  by  a  fire  alarm  system. 

b  Wiring  and  Wiring  Methods. 

Electrical  conductors  shall  be  encased  in  rigid  metal 
conduit,  electrical  metallic  tubing  or  in  metal  wireways, 
securely  fastened  to  the  supporting  structure.  Flexible  con¬ 
duit  or  armored  cables  may  be  used  for  connecting  safety  and 
operating  switches  to  main  wellway  conductors.  Flexible 
leads  may  be  used  within  the  machinery  spaces.  The  installa¬ 
tion  of  all  electrical  wiring  shall  conform  to  the  requirements 
of  the  [National  Electrical  Code  ANSI  Cl  (NFPA  No. 
70)  ]  New  York  City  Electrical  Code. 

c  Operating  and  Control  Circuit  Voltages. 

The  maximum  system  or  circuit  potential  shall  not  exceed : 

1  For  operating,  safety  and  signal  circuits :  Three 
hundred  (300)  volts  except  that  higher  potentials  may 
be  used  for  frequencies  of  twenty-five  (25)  through 
sixty  (60)  cycles  alternating  current,  or  for  direct 
current,  provided  the  current  in  the  system  cannot 
under  normal  conditions  exceed  eight  (8)  milliamperes 
for  alternating  current  of  thirty  (30)  milliamperes  for 
direct  current. 

2  For  control  circuits,  driving  machine  motors, 
electrically  released  brakes  and  motor  generator  set : 
Six  hundred  (600)  volts  except  that  higher  potentials 
may  be  used  for  driving  motors  of  motor  generator  sets. 

d  Enclosure  of  Electrical  Parts. 

All  electric  switches  and  controllers  shall  be  enclosed  to 
protect  against  accidental  contact. 

e  Lighting  of  Machine  Room. 

Permanent  electric  lighting  shall  be  provided  in  every  ma¬ 
chine  room. 

f  Lighting  of  Landings. 

Landings  shall  be  illuminated  with  light  intensity  of  not  less 
than  five  (5)  foot  candles.  The  illumination  shall  be  of  uni¬ 
form  intensity  and  should  not  contrast  materially  with  that 
of  the  surrounding  area. 

Rule  1001.8  Installations  Placed  Out  of  Service 

Delete  the  first  paragraph  in  its  entirety,  and  substitute  the 
following : 

Where  for  any  reason  an  installation  is  placed  out  of  service 
(see  definition)  so  that  it  cannot  be  operated  for  a  definite 
period,  the  following  requirements  shall  be  conformed  to: 

1  Condition  for  which  elevators  are  “NOT  IN  USE.” 
Such  elevators  are  available  for  service:  Required  tests  are 
to  be  regularly  performed.  This  elevator  is  similar  to  one  in 
service  except  that  it  has  been  electrically  disconnected  by 
opening  the  main  line  switch.  A  periodic  inspection  shall  be 
made  and  a  fee  charged.  An  elevator  inspector  shall  note  such 
condition  when  found  on  a  regular  inspection. 
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2  Condition  for  which  elevators  ivhich  are  “ DISMAN¬ 
TLED ”  or  “PLACED  OUT  OF  ACTIVE  SERVICE ” 
Such  elevators  shall  comply  with  the  Section  3  definition, 
provisions  for  Installation  Placed  Out  of  Service.  Also,  a 
Building  Notice  application  is  to  be  filed  and  the  last  inspec¬ 
tion  fee  charged.  Thereafter,  one  additional  inspection  per 
year  shall  be  made  to  verify  that  the  status  is  unchanged  and 
shall  be  a  feeable  inspection. 

3  Condition  for  which  elevators  which  are  “REMOVED” 
and  “PERMANENTLY  DISCONTINUED.”  A  Building 
Notice  application  should  be  filed  and  fee  charged  for  last 
inspection.  The  requirements  for  such  discontinuance  for 
sealing  of  elevator  hoistways  are: 

a  When  an  elevator  shaftway  is  to  be  sealed  and  contains 
only  one  elevator  which  is  to  be  discontinued,  the  following 
minimum  precautions  shall  be  taken  to  provide  for  the  safety 
and  fire  protection  of  the  public. 

(1)  If  it  is  proposed  to  extend  the  floor  at  each  story  of  the 
building  with  the  same  or  similar  construction  as  the  existing 
adjacent  floor  and  of  equal  or  better  fire  resistive  value,  then 
only  items  a(2),  a(3),  and  a(4)  need  be  complied  zvith.  Other¬ 
wise,  all  items  below  are  to  be  complied  with. 

(2)  The  elevator  car  and  guide  rails  are  to  be  completely 
removed. 

(3)  The  counterweight  and  guide  rails  are  to  be  completely 
removed. 

(4)  All  wire  cables  are  to  be  removed. 

(5)  (a)  All  door  and  windozv  assemblies  opening  onto  ma¬ 
sonry  shaftways  and  masonry  enclosed  elevator  machine 
rooms,  except  as  noted  in  (5)  (c)  belozv,  shall  be  completely 
removed  and  the  space  so  created  shall  be  filled  in  with  ma¬ 
terial  of  equal  thickness,  of  similar  material  and  of  equivalent 
or  better  fire  resistive  rating  as  the  adjacent  masonry. 

(b)  All  door  and  window  assemblies  opening  onto  hoist¬ 
ways  originally  enclosed  zvith  an  open  wire  screen  and  subse¬ 
quently  enclosed  with  other  than  masonry  units  (i.e.  metal 
lath  and  plaster  or  transite  boards),  except  as  noted  in  (5) 
(c)  below,  shall  remain.  They  shall  be  fastened  in  a  closed 
position  and  shall  be  adequately  welded  shut.  The  assembly 
shall,  in  addition,  be  enclosed  in  material  of  equal  thickness, 
of  similar  material  and  of  equivalent  or  better  fire  resistive 
rating  as  the  adjacent  enclosure. 

(c)  Fireman  access  to  the  bottom  of  the  hoistway  (elevator 
pit)  shall  be  provided. 

If  the  machine  room  is  located  at  or  near  the  level  of  the 
bottom  of  the  shaftway  and  is  so  located  that  access  to  the 
bottom  of  the  shaftway  is  readily  available  through  the  ma¬ 
chine  room,  the  door  to  the  room  shall  be  kept  closed  and 
maintained  operable  only  with  the  use  of  a  key  which  oper¬ 
ates  a  substantial  dead  bolt  locking  device  affixed  to  the  door. 

The  key  to  the  locking  device  shall  be  kept  by  the  building 
superintendent. 

If  the  machine  room  is  located  other  than  at  or  about  the 
level  of  the  bottom  of  the  shaftway  or  the  bottom  of  the  shaft¬ 
way  is  not  readily  accessible  through  the  room,  the  lowermost 
door  opening  onto  the  hoistway  shall  be  kept  closed  and  main¬ 
tained  operable  and  openable  only  with  the  use  of  an  elevator 
key  and  a  substantial  dead  bolt  locking  device  affixed  to  the 
door.  The  key  to  the  locking  device  shall  be  kept  by  the  build- 
big  superintendent.  A  conspicuous  sign  of  2  inch  letters  per¬ 
manently  affixed  to  the  door  shall  read  “HOISTWAY”. 

(6)  The  ventilation  opening  (smoke  hole)  in  the  flooring 
provided  at  the  top  of  the  hoistway  immediately  below  the 


sheaves  or  at  the  level  of  the  top  of  the  machine  beams  and 
the  ventilation  opening  at  the  exterior  portion  of  the  machine 
room  shall  be  maintained. 

(7)  All  electric  service  to  the  elevator  shaftzvay  and  ma¬ 
chine  room  shall  be  disconnected  outside  the  confines  of  the 
elevator  hoistway  and  machine  room. 

b  When  a  shaftway  contains  more  than  one  elevator,  and 
only  one  elevator  is  to  be  discontinued,  the  following  minimum 
precautions  shall  be  taken  to  provide  for  the  safety  and  fire 
protection  of  the  public. 

(1)  If  it  is  proposed  to  extend  the  floor  at  every  story  of 
the  building  zvith  the  same  or  similar  construction  as  the 
existing  adjacent  floor  and  of  equal  or  better  fire  resistive 
value,  then  only  items  b(2),  b(3),  and  b(4)  need  apply  if  the 
shaft  enclosure  is  rearranged  so  that  the  remaining  operating 
elevators  are  properly  enclosed  to  maintain  the  integrity  of 
the  shaftway. 

(2)  The  elevator  car  and  guide  rails  are  to  be  completely 
removed. 

(3)  The  counterweight  and  guide  rails  arc  to  be  completely 
removed. 

(4)  All  zvire  cables  are  to  be  removed. 

(a)  All  door  assemblies  serving  the  discontinued  elevator, 
opening  onto  masonry  shaftways  shall  be  completely  removed 
and  the  space  so  created  shall  be  filled  in  zvith  material  of 
equal  thickness,  of  similar  material  and  of  equivalent  or 
better  fire  resistive  rating  as  the  adjacent  masonry. 

(b)  All  door  assemblies  serving  the  discontinued  elevator, 
opening  onto  hoistzvays  originally  enclosed  with  an  open  wire 
screen  and  subsequently  enclosed  zvith  other  than  masonry 
units  (i.e.,  metal  lath  and  plaster  or  transite  boards),  shall 
remain.  They  shall  be  fastened  in  a  closed  position  and  shall 
be  adequately  welded  shut.  The  assembly  shall,  in  addition, 
then  be  enclosed  in  material  of  equal  thickness,  of  similar 
material  and  of  equivalent  or  better  fire  resistive  rating  as 
the  adjacent  enclosure. 

The  filing  for  prior  existing  cases  shall  not  be  precluded. 

1102.1  Exception:  Delete  Exception  in  its  entirety. 

Add  the  following  to  first  sentence  after  ANSI/ASTM  E152, 
so  as  to  read : 

The  lap  edges  of  passenger  (A17.1  horizontal  slide-type) 
elevator  door,  including  the  lap  edges  of  multisection  doors, 
shall  not  move  from  the  wall  or  adjacent  panel  surfaces 
sufficiently  to  develop  a  separation  of  more  than  tzvo  (2) 
inches  during  the  fire  portion  of  the  test  and  not  more  than 
tzvo  and  seven-eighth  (2y$)  inches  during  or  immediately 
following  the  hose  stream  test. 

Section  1306  First  paragraph,  second  line,  after  the  word 
“safeties”  add :  with  rated  load. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst.  Arch., 
Committee  on  Test. 

Matter  in  italics  is  new  material. 

Matter  in  [brackets]  is  being  deleted. 
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Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  March 
20,  1979,  Affecting  Calendar  Numbers — 


238-73-A 

118-74-BZ 

860-78-BZ 

493-73-A 

119-74-BZ 

861-78-A 

528-31-BZ — 

120-74-BZ 

883-78-BZ 

Vol.  II 

121-74-BZ 

884-78-A 

819-52-BZ 

122-74-BZ 

885-78-BZ 

106-74-BZ 

123-74-BZ 

889-78-BZ 

107-74-BZ 

439-75-BZ 

908-78-BZ 

108-74-BZ 

1004-61-A 

909-78-A 

109-74-BZ 

358-68-A 

946-78-BZ 

110-74-BZ 

635-49-BZ — 

947-78-BZ 

111-74-BZ 

Vol.  II 

729-78-BZ 

112-74-BZ 

60-74-BZ 

730-78-A 

113-74-BZ 

211-78-BZ 

733-78-BZ 

114-74-BZ 

488-78-BZ 

859-78-A 

115-74-BZ 

646-78-BZ 

647-78-BZ 

116-74-BZ 

695-78-BZ 

117-74-BZ 

696-78- A 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  March 

20,  1979,  Affecting  Calendar  Numbers — 

241-74-SA 

420-78-A 

958-78-A 

64-77-SA 

421-78-A 

959-78-A 

138-77-SA 

422-78-A 

960-78-A 

1-78-SA 

423-78-A 

961-78-A 

731-78-SA 

209-78-A 

962-78-A 

77-79-SM 

692-78-A 

963-78-A 

159-79-SA 

904-78- A 

964-78-A 

164-79-GR 

939-78-A 

965-78-A 

39-79-SM 

952-78-A 

966- 78- A 

415-78-A 

953-78-BZ 

1073-78-A 

416-78-A 

954-78-A 

1074-78-A 

417-78-A 

955-78-A 

1078-78-A 

418-78-A 

956-78-A 

419-78-A 

957-78-A 

Correction  Affectiffg  Calendar  Numbers — 
706-78- A,  532-77-A,  533-77-A 
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DOCKET 

New  Cases  filed  up  to  March  20,  1979 

Cal.  No.  Dept.  Premises  Affected 

281-79-A — F.D. — Packaging  of  flammable  mixture  known 
as  “Wizard  Charcoal  Lighter”,  in  one  gallon  plastic  con¬ 
tainer  with  child  resistant  cap,  container  not  in  compliance 
with  the  Administrative  Code. 


282-79-BZ — B.S.I. — 840  Richmond  Avenue,  northwest 
corner  of  Willow  Road  West,  Block  1147,  Lot  1,  Port 
Richmond,  Borough  of  Staten  Island.  Community  Board 
#2S.I.,  Alt.  #6/79,  re-  Proposed  parking  lot  to  an  exist¬ 
ing  eating  and  drinking  establishment  in  group  6  in  an 
R-4  dist.  Cont.  to  Sec.  22-10  Z.R. 


283-79-BZ — B.S.I. — 3055  Richmond  Road,  northeast  cor¬ 
ner  of  Beacon  Avenue,  Block  948,  Lot  9,  New  Dorp,  Bor¬ 
ough  of  Staten  Island.  Community  Board  #2S.I.,  N.B. 
#201/79,  re-  Proposed  telephone  service  (use  group  6)  in 
an  R-2  dist.  Cont.  to  Sec.  22-11  Z.R. 


284-79-BZ — B.Q. — 218-10  Northern  Boulevard,  south¬ 
east  corner  of  218th  Street,  Block  7338,  Lot  10,  Bayside, 
Borough  of  Queens.  Community  Board  #7Q.,  N.B.  # 
3/79,  re-  Proposed  demolition  of  an  existing  gasoline 
station  in  a  C2-2  zone,  to  be  replaced  with  self-service 
station  with  accessory  storage,  office  rest  room,  kiosk, 
pump  attendant,  open  parking  space  for  three  employees, 
Cont.  to  approval  grant  by  the  Board.  Cal.  881-54-BZ, 
Fire  Prevention  Code  Sec.  C19-73.0  b.2  and  32-25  Z.R., 
52-53  Z.R.,  (b). 


285-79-A — B.Q. — 218-10  Northern  Boulevard,  southeast 
corner  of  218th  Street,  Block  7338,  Lot  10,  Bayside,  Bor¬ 
ough  of  Queens.  N.B.  #3/79,  re-  Proposed  demolition  of 
an  existing  gasoline  station  in  a  C2-2  zone,  to  be  replaced 
with  a  self-service  station  with  accessory  storage,  office 
rest  room,  kiosk,  pump  attendant,  open  parking  space  for 
three  employees,  Cont.  to  approval  grant  by  the  Board. 
Cal.  881-54-BZ,  Fire  Prevention  Code  Sec.  C-19-73.0  b.2 
and  32-25  Z.R.,  52-53  Z.R.,  (b). 


286-79-BZ— B.Q.— 219-28  to  219-38  Hillside  Avenue, 
southeast  corner  of  88-01  Springfield  Boulevard,  Block 
10680,  Lot  1,  Queens  Village.  Community  Board  #13Q., 
Alt.  #172/79,  re-  Proposed  change  of  gasoline  station, 
lubritorium,  car  washing,  minor  repairs  (limited  to  use  of 
hand  tools  only),  storage,  office,  sales  and  parking  stor¬ 
age  of  motor  vehicles  to  gasoline  service  station  in  a 
Cl-2  (R-2)  dist.  Previously  before  the  Board  Cal. 
154-35-BZ. 


287-79-A — B.Q.— 219-28  to  219-38  Hillside  Avenue,  south¬ 
east  corner  of  88-01  Springfield  Boulevard,  Block  10680, 
Lot  1,  Queens  Village,  Borough  of  Queens.  Alt.  #172/79, 
self  service  station. 


288-79-BZ — B.M. — 481-499  Park  Avenue,  100-108  East 
59th  Street,  and  101  East  58th  Street,  Block  1313,  Lots 
4,  1,  Borough  of  Manhattan.  Community  Board  #5M., 
N.B.  #27/77,  re-  Amendment  and  plane  dated  March  8, 
1979,  Cont.  to  Cal.  936-77  B.Z.,  distance  between  build¬ 
ing  of  eighty  feet  Cont.  Sec.  23-712  Z.R.  and  Sec.  35- 
412  Z.R. 


289-79-BZ — B.S.I. — Midland  Avenue,  northwest  corner 
of  Freeborn  Street,  Block  3799,  Lot  1,  Midland  Beach, 
Borough  of  Staten  Island.  Community  Board  #2S.I., 
N.B.  #436/79,  re-  Proposed  erection  of  a  building  for 
use  as  an  auto,  truck  and  container  storage  (use  group 
16c)  with  accessory  public  bus  shelter  in  an  R3-2  Dist. 


Cont.  Sec.  11-111  Z.R.,  22-00  Z.R.,  22-11  Z.R.,  no  parking, 
loading  berth  or  bulk  provisions  within  an  R3-2  dist. 


290-79-BZ — B.S.I. — 551  Midland  Avenue,  northeast  cor¬ 
ner  of  Freeborn  Street,  Block  3801,  Lot  9,  Midland 
Beach,  Borough  of  Staten  Island.  Community  Board 
#2S.I.,  Alt.  #13/79,  re-  Proposed  existing  building  occu¬ 
pied  by  the  non-conforming  use  Cont.  Sec.  52-22  Z.R., 
52-41  Z.R.,  and  11-112  Z.R.,  no  parking  loading  berths 
or  bulk  provision  in  a  residence  dist. 


291-79-BZ — B.BX. — 911  Sackett  Avenue,  north  side,  94.24 
feet  east  of  Bronxdale  Avenue,  Block  4058,  Lot  25,  Bor-* 
ough  of  Bronx.  Community  Board  11BX.,  Alt.  #251/78, 
re-  Proposed  change  of  use  from  storage  garage  for  more 
than  (5)  motor  vehicle  repair  in  U.G.  16  in  C8-1  and  R-4 
dist.,  previously  approved  by  Board  under  Cal.  649- 
56-B.Z.  and  referred  to  Board  for  determination  as  Sec. 
11-413  Z.R. 


292-79-A — B.S.I. — -533  Lynn  Street,  north  side,  100  feet 
east  of  Aviston  Street,  Block  4681,  Lot  17,  Borough  of 
Staten  Island.  N.B.  #1423/78,  re-  Sec.  36,  Art.  3,  Gen¬ 
eral  City  Law,  building  not  fronting  on  a  legal  street; 
storm  water  disposal  (Local  Law  #7). 


293-79-A — B.S.I. — 531  Lynn  Street,  north  side,  127  feet 
east  of  Aviston  Street,  Block  4681,  Lot  16,  Borough  of 
Staten  Island.  N.B.  #1424/78,  re-  Sec.  36,  Art.  3,  General 
City  Law,  building  not  fronting  on  a  legal  street;  storm 
water  disposal  (Local  Law  #7). 


294-79-A — B.S.I. — 527  Lynn  Street,  north  side,  154  feet 
east  of  Aviston  Street,  Block  4681,  Lot  14,  Borough  of 
Staten  Island.  N.B.  #1425/78,  re-  Sec. 36,  Art.  3,  General 
City  Law,  building  not  fronting  on  a  legal  street;  storm 
water  disposal  (Local  Law  #7). 


295-79-A — B.S.I. — 525  Lynn  Street,  north  side,  181  feet 
east  of  Aviston  Street,  Block  4681,  Lot  13,  Borough  of 
Staten  Island.  N.B.  #1426/78,  re-  Sec.  36,  Art.  3,  Gen¬ 
eral  City  Law,  building  not  fronting  on  a  legal  street; 
storm  water  disposal  (Local  Law  #7). 


296-79-A — B.B. — 95  Court  Street,  east  side,  28.10  feet, 
north  of  Schermerhorn  Street,  Block  269,  Lot  23,  Bor¬ 
ough  of  Brooklyn.  Alt.  #414/77,  re-  Proposed  alteration 
to  create  opening  between  two  commercial  occupancies 
on  the  first  floor  Cont.  to  C26-254.0  Building  Code. 


297-79-A — B.B. — 97-99  Court  Street,  northeast  corner  of 
Schermerhorn  Street,  Block  269,  Lot  21,  Borough  of 
Brooklyn.  Alt.  #100/71,  re-  Proposed  alteration  to  cre¬ 
ate  opening  between  two  commercial  occupancies  on  the 
first  floor  Cont.  to  C26-254.0  of  Building  Code. 


298-79-BZ — B.B. — 351-53  Jay  Street,  east  side,  147.7  feet 
of  Myrtle  Avenue,  Block  147,  Lot  9,  Borough  of  Brook¬ 
lyn.  Community  Board  #2BK.,  Alt.  #1249/78  re-  Pro¬ 
posed  joint  living-work  quarters  for  Artists  use  group 
#17  located  in  C6-1  dist.  Cont.  Sec.  42-14  Z.R.  Bedroom 
windows  ventilated  by  lot  line  windows  Cont.  to  C26- 
1205.5  of  the  Building  Code. 


299-78-A — B.B. — 351-53  Jay  Street,  east  side,  147.7  feet 
south  of  Myrtle  Avenue,  Block  147,  Lot  9,  Borough  of 
Brooklyn.  Alt.  #1249/78,  re-  Bedroom  windows  venti¬ 
lated  by  lot  line  windows  is  Cont.  to  C26-1205.5  of  the 
Building  Code. 


DESIGNATIONS:  D — -Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I. — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 
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MAY  1,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  morning  May  1,  1979,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

SPECIAL  ORDER  CALENDAR 
584-58-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Menora  Caterers, 
owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  to  waive  the  rules  of  procedure  and  extension 
of  term  of  variance  which  expired  September  15,  1974- 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution 
permitting  in  a  residence  use  district,  the  maintenance  of 
a  parking  lot  for  the  parking  of  patrons’  cars  in  conjunc¬ 
tion  with  the  Masonic  Temple  located  at  5000  14th  Avenue. 
PREMISES  AFFECTED— 1362-1364  50th  Street,  south 
side,  140  feet  west  of  14th  Avenue,  Block  5649,  Lots  32 
and  33,  Borough  of  Brooklyn. 


25-34-BZ— Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Armando  Collaro, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expires  May  21,  1979 
- — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  and  21  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  change 
in  occupancy  from  restaurant  and  recreation  center  to  res¬ 
taurant,  bar,  grill  and  cabaret  (extension  of  building 
previously  granted  by  the  Board  and  denied  as  to  restau¬ 
rant,  sale  of  liquors  and  cabaret). 

PREMISES  AFFECTED  — 1190-1198  (1188  displayed) 
Ocean  Parkway  and  517-529  Avenue  L,  northwest  corner, 
Block  5495,  Lot  1000,  Borough  of  Brooklyn.  Community 
Board  #12BK. 


106-77-A 

APPLICANT — McGee  and  Morsellino  for  Armand  Zaccar- 
ia,  owner. 

SUBJECT —  Applicant  for  consideration  —  reopening  for 
amendment  of  the  resolution — Appeal  from  a  decision  of 
the  Borough  Superintendent  re-  proposed  commercial  use 
on  the  second  floor  and  attic  level  of  a  class  4  frame  build¬ 
ing;  previously  granted  on  condition. 

PREMISES  AFFECTED  — 150-24  Northern  Boulevard, 
southwest  corner  of  150th  Place,  Block  5032,  Lots  16,  24 
and  Flushing  Borough  of  Queens. 

456-37-BZ— Vol.  II 

APPLICANT — Walter  T.  Gorman  for  Guise  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7f,  7h  and  7i  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  demolition  of  all  structures 
on  site,  including  parking  lot,  metal  garages,  motor  vehicles 
repair  shop,  four  story  dwelling,  one  story  frame  dwelling, 
one  story  metal  building  and  two  gasoline  service  stations  ; 
permitting  the  erection  and  maintenance  of  a  new  gasoline 
service  station,  lubritorium,  car  wash,  motor  vehicle 
repairs,  storage  and  sale  of  accessories  and  office;  and 
permitting  the  parking  and  storage  of  motor  vehicles  on 
unbuilt  upon  portion  of  plot 


PREMISES  AFFECTED — 4856-4868  Broadway,  east  side, 
125  feet  south  of  West  204th  Street,  Block  2234,  Lot  7, 
Borough  of  Manhattan.  Community  Board  #12M. 


295-73-BZ 

APPLICANT — John  Carl  Warnecke  for  City  University  of 
New  York,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  March  14, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-641  of  the  Zoning 
Resolution,  permitting  in  an  R7-2  district,  at  an  existing 
University,  the  erection  of  an  eight-story  and  basement 
academic  building  that  will  penetrate  the  sky-exposure 
plane. 

PREMISES  AFFECTED— 1519-1605  Amsterdam  Avenue 
and  469-499  West  135th  Street,  northeast  corner,  450-474 
West  140th  Street  and  160-250  Convent  Avenue,  Block 
1957,  Lot  200,  Borough  of  Manhattan. 


80-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Susan  Usdan, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution— decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
Cl-2  district,  the  erection  of  a  one  story  enlargement  to  an 
existing  restaurant  cabaret  and  catering  establishment. 

PREMISES  AFFECTED  — 160-06  to  160-08  Northern 
Boulevard,  south  side,  318.17  feet  east  of  159th  Street, 
Block  5335,  Lot  53,  Flushing,  Borough  of  Queens. 


550-73-BZ 

APPLICANT — Kenneth  H.  Koons  for  Arthur  and  Martin 
Greenberg,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  term  of  variance  which  expired  March  12, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-4  and  R6  district,  the  con¬ 
struction  and  maintenance  of  an  accessory  and  public  park¬ 
ing  lot. 

PREMISES  AFFECTED— 363  East  138th  Street,  north 
side,  222.5  feet  west  of  Willis  Avenue,  Block  2301.  Lot  15, 
Borough  of  the  Bronx.  Community  Board  #1BX. 


115-58-BZ 

APPLICANT — Kenneth  H.  Koons  for  Robert  Ahders, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  Tanuary  8,  1979 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7h  of  the  Zoning  Resolution,  permitting  in  a  local 
retail  use  district,  the  extension  of  parking  from  the  present 
four  (4)  car  metal  garage  to  include  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  on  the 
unbuilt  portion  of  the  premises. 

PREMISES  AFFECTED — 1061  Ogden  Avenue,  west  side, 
70  feet  north  of  West  165th  Street,  Block  2526,  Lot  32, 
Borough  of  The  Bronx.  Community  Board  #4BX. 
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222-56-BZ 

APPLICANT — Kenneth  H.  Koons  for  Metropolitan  Trans¬ 
portation  Authority,  long  term  lessee ;  Pennsylvania  Central 
Railroad,  owner. 

SUBJECT — Application  for  consideration — reopening  for_ ex¬ 
tension  of  term  of  variance  which  expired  March  12,  1979 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  parking  for  more 
than  five  cars. 

PREMISES  AFFECTED — East  side  of  New  York  Central 
Railroad  Right-of-Way,  394  feet  north  of  West  254th 
Street  and  390  feet  west  of  Palisade  Avenue,  Block  3427, 
Part  of  Lot  100,  Riverdale,  Borough  of  The  Bronx.  Com¬ 
munity  Board  #8BX. 


ZONING  CASES 

557-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  of  Furlong  Realty 
Corporation,  owner.  Carrier  Fuel  Oil  Company,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  July  25,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-3  and  C8-2  dis¬ 
trict  the  erection  of  a  one  story  enlargement  to  an  existing 
automotive  service  station,  previously  before  the  Board 
and  the  addition  to  the  uses  to  include  storage  of  fuel  oil 
trucks  with  accessory  repair. 

PREMISES  AFFECTED  — 1580/84  McDonald  Avenue, 
west  side,  90  feet  north  of  60th  Street,  Block  6563,  Lot  36, 
Borough  of  Brooklyn.  Community  Board  #12BK. 

1112-78-BZ 

APPLICANT — Nicholas  J.  Salvadeo  for  Philip  Ressa,  Con¬ 
tract  Vendee. 

SUBJECT — Application  November  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R3-2  district,  the  erection  of  a 
two  story  and  cellar  office  building  with  accessory  parking 
in  the  open  area. 

PREMISES  AFFECTED— -Victory  Boulevard,  south  side, 
100  feet  east  of  Cantebury  Avenue,  Block  2085,  Lot  14-T, 
Borough  of  Staten  Island,  Community  Board  #2S.I. 


1128-78-BZ 

APPLICANT — Walter  M.  Schlegel  for  59th  Street  Asso¬ 
ciates,  owners. 

SUBJECT — Application  December  6,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  in  an  existing  four 
story  and  basement  multiple  dwelling,  the  enlargement  in 
area  and  change  in  use  of  the  basement  and  part  of  the 
first  floor  into  a  retail  store. 

PREMISES  AFFECTED — 242  East  60th  Street,  south  side, 
80  feet  west  of  Second  Avenue,  Block  1414,  Lot  17,  Bor¬ 
ough  of  Manhattan.  Community  Board  #8M. 


163-79-BZ 

APPLICANT — Shea,  Gould,  Climenko  and  Casey  for  The 
Manhattan  Refrigerating  Company,  owner. 

SUBJECT — Application  February  16,  1979 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-5  district,  the  rehabilitation 
and  conversion  of  nine  manufacturing  and  industrial  build¬ 
ings  into  a  single  multiple  dwelling. 


PREMISES  AFFECTED— 521/23  West  Street;  533  West 
Street ;  84/88  Gansevoort  Street ;  90/102  Gansevoort 
Street,  105/13  Horatio  Street  (entire  block,  except  lot 
27),  Block  643,  Lots  1,  33,  31,  19,  16,  14,  11,  5  and  8, 
Borough  of  Manhattan.  Community  Board  #2M. 


488-78-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Bleecker  Tower 
Tenants  Corporation,  owners. 

SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-5  district,  the  conversion  of 
a  building  that  exceeds  the  permitted  area  from  manufac¬ 
turing  use  into  stores  and  joint  living  working  quarters 
for  artists. 

PREMISES  AFFECTED — 644  Broadway,  northeast  cor¬ 
ner  of  Bleecker  Street,  Block  529,  Lot  1,  Borough  of  Man¬ 
hattan.  Community  Board  #2M. 

Laid  over  from  March  20,  1979,  for  hearing. 


286-78-BZ 

APPLICANT — Steven  Liebman  for  Liebman  Realty  Cor¬ 
poration,  owner,  Steven  Liebman,  lessee. 

SUBJECT — Application  April  18,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  the  conversion  of 
an  existing  accessory  parking  lot  for  a  hospital  into  a 
public  parking  lot. 

PREMISES  AFFECTED— 337-339  West  30th  Street,  north 
side,  321  feet  east  of  Ninth  Avenue,  Block  754,  Lots  19 
and  20,  Borough  of  Manhattan.  Community  Board  #4M. 
Laid  over  from  February  27  1979,  for  continued  hearing. 


946-78-BZ 

APPLICANT — Kenneth  H.  Koons  for  676  Hunts  Point 
Realty  Corporation,  owner. 

SUBJECT — Application  October  31,  1978  —  appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C2-4  district, 
the  construction  and  maintenance  of  an  automobile  wreck¬ 
ing  establishment  with  accessory  dismantling  and  sale  of 
parts. 

PREMISES  AFFECTED — 676  Hunts  Point  Avenue, 
southeast  corner  of  Spofford  Avenue,  Block  2766,  Lot  145, 
Borough  of  The  Bronx.  Community  Board  #2BX. 

Laid  over  from  March  20,  1979,  for  continued  hearing. 


638-78-BZ 

APPLICANT — Howard  I.  Brenner  for  58  Realopp  Corpora¬ 
tion,  owner,  H.  I.  S.  Enterprises,  Incorporated,  Lessee. 

SUBJECT — Application  August  7,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4CL  district,  in  an  existing 
four  story  and  penthouse  structure,  the  expansion  into  the 
fourth  floor  of  the  existing  physical  culture  establishment 
located  on  the  second  and  third  floors. 

PREMISES  AFFECTED — 300  West  58th  Street,  a/k/a 
989  Eighth  Avenue,  southwest  corner,  Block  1048,  Lot  36, 
Borough  of  Manhattan.  Community  Board  #4M. 

Laid  over  from  March  27,  1979  for  continued  hearing. 

1079-78-BZ 

APPLICANT — M.  Martin  Elkind  for  G  and  V  Construc¬ 
tion,  Incorporated,  owner. 

SUBJECT — Application  November  16,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district  the  erection  of  a 
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three  story,  three  family  dwelling  that  encroaches  on  the 
required  side  yard. 

PREMISES  AFFECTED— 68-13  64th  Street,  east  side, 
100.09  feet  south  of  64th  Avenue,  Block  3627,  Lot  22, 
Ridgewood,  Borough  of  Queens.  Community  Board  #5Q. 
Laid  over  from  March  27,  1979,  for  continued  hearing. 

Alan  D.  Gershuny,  Executive  Director 


MAY  1,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  May  1,  1979,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.Y.  10013,  on  the  follow¬ 
ing  matters  : 

206-79-SA 

APPLICANT — Dresser  Industries,  Incorporated,  Petroleum 
Equipment  Division — gasoline  pumps  and  dispensers  (in¬ 
cluding  self-service  uses). 


231-79-SA 

APPLICANT — Roth  Pump  Company,  Subsidiary  of  Roy  E. 
Roth  Company — turbine  pump  for  naphtha. 


310-79-SM 

APPLICANT — Metalbestos  Systems,  Wallace  Murray  Cor¬ 
poration — factory  built  chimneys  for  high  heat  appliances. 


334-79-SA 

APPLICANT — Grinnell  Fire  Protection  Systems,  Incor¬ 
porated  and  Gem  Sprinkler  Company — automatic  sprinklers, 
nozzles  and  accessories. 


1153-78-A 

APPLICANT — Walter  T.  Gorman  for  Exxon  Company, 
U.S.A.,  owner. 

SUBJECT — Application  December  27,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
to  self  service  gasoline  station,  contrary  to  Chapter 
19-73.0-b  of  the  Administrative  Code  of  the  City  of  New 
York. 

PREMISES  AFFECTED — 69-02  Quc-ens  Boulevard,  south¬ 
east  corner  of  69th  Street,  Block  2432,  Lots  9  and  18, 
Woodside,  Borough  of  Queens. 


1160-78- A 

APPLICANT — McGee  and  Morsellino  for  Ft.  Hill  Man¬ 
agement,  Incorporated,  owner. 

SUBJECT — Application  December  29,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  conversion  to  self 
service  gasoline  station  contrary  to  Chapter  19-73.0-b  of 
the  Administrative  Code  of  the  City  of  New  York. 

PREMISES  AFFECTED  —  97-11  Northern  Boulevard, 
northwest  corner  of  98th  Street,  Block  1427,  Lots  33  and  36. 
Elmhurst,  Borough  of  Queens. 


1161-78-A 

APPLICANT — McGee  and  Morsellino  for  B.  Goldberg  and 
P.  Gruss,  owners,  Save  Way  Houston,  Incorporated,  lessee. 
SUBJECT— Application  December  29,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  conversion  to  self 
service  gasoline  service  station  contrary  to  Chapter 


19-73.0-b  of  the  Administrative  Code  of  the  City  of  New 
York. 

PREMISES  AFFECTED — 250  East  Houston  Street,  north 
side,  120  feet  east  of  Avenue  “A”,  Block  397,  Lot  63,  Bor¬ 
ough  of  Manhattan. 


110-79- A 

APPLICANT — Spirit  Fluid  Manufacturing,  Corporation, 
owner. 

SUBJECT — Application  February  9,  1979 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Spirit  Light  Charcoal  Starter”, 
in  Sixty-four  (64)  ounces  round  plastic  bottle  with  child 
proof  cap  container  not  in  compliance  with  the  Regula¬ 
tions  of  the  Administrative  Code  of  the  City  of  New  York. 


1148-78-A 

APPLICANT — Leonard  F.  Rothkrug  for  Elmor  Associates 
Company,  owner. 

SUBJECT — Application  December  21,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  which  revoked 
Building  Permit  No.  1583/78  and  rescinded  Alteration 
Application  No.  538-77. 

PREMISES  AFFECTED — 72-51  Grand  Avenue,  southwest 
corner  of  73rd  Street,  Block  2507,  Lot  62,  Maspeth,  Bor¬ 
ough  of  Queens. 


1070-78-A 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Anna 
E.  Pase,  owner,  Amoco  Oil  Company,  lessee. 

SUBJECT — Application  November  9,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
change  to  self  service  gasoline  station  contrary  to  Section 
C19-73-0.b(2)  of  the  Fire  Prevention  Code  of  the  City  of 
New  York. 

PREMISES  AFFECTED — 60-50  Woodhaven  Boulevard, 
southwest  corner  of  60th  Road,  Block  2885,  Lot  12,  Rego 
Park,  Borough  of  Queens. 


835-78-A 

APPLICANT — Mayne  Miller,  applicant.  Park  Seven  Asso¬ 
ciates,  owners,  Mayne  Miller,  lessee. 

SUBJECT — Application  October  31,  1977  —  request  for 
review  of  the  decision  of  the  Commissioner  of  Buildings  in 
reference  to  B.N.  3846/76. 

PREMISES  AFFECTED — 534  East  84th  Street,  south  side, 
123  feet  west  of  East  End  Avenue,  Block  1580,  Lot  30, 
Borough  of  Manhattan. 


836-78-A 

APPLICANT — Mayne  Miller,  applicant.  Park  Seven  Asso¬ 
ciates,  owners,  Virgilio  Cleaners,  lessee. 

SUBJECT— Application  October  28,  1977 — request  for  re¬ 
view  of  the  decision  of  the  Commissioner  of  Buildings  in 
reference  to  B.N.  1574/77. 

PREMISES  AFFECTED — 88  East  End  Avenue,  west  side, 
76.4  feet  south  of  East  84th  Street,  Block  1580,  Lot  30, 
Borough  of  Manhattan. 

Alan  D.  Gershuny,  Executive  Director 
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MAY  8,  1979,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  morning,  May  8,  1979,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

SPECIAL  ORDER  CALENDAR 

867-76-BZ 

APPLICANT — Albert  Melniker  for  Forest  Avenue  Mini- 
Mall,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  December  14,  1976 — decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C4-1  district,  the  addition  to  the  uses 
of  an  existing  automotive  sales  and  installation  establish¬ 
ment  to  include  automobile  repairs. 

PREMISES  AFFECTED — 1375  Forest  Avenue,  north  side, 
100  feet  east  of  Barrett  Avenue,  Block  1052,  Lot  27,  Port 
Richmond,  Borough  of  Staten  Island. 


869-52-BZ 

APPLICANT — Charles  M.  Spindler  Associates  for  John 
Williams,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  June  9,  1978 — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  retail  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service 
station,  auto  washing,  lubrication,  storage  and  sale  of  ac¬ 
cessories  and  office  and  permitting  the  parking  of  cars 
waiting  to  be  serviced. 

PREMISES  AFFECTED— 7911-7923  Flatlands  Avenue  and 
766-776  East  80th  Street,  northwest  corner,  Block  8000, 
Lot  1  (formerly  Lots  1,  3  and  5),  Borough  of  Brooklyn. 
Community  Board  #18BK. 


522-48-BZ — Vol.  Ill 

APPLICANT — McGee  and  Morsellino  for  170-02  Lansing 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  time  to  obtain  a  Cer¬ 
tificate  of  Occupancy  which  expired  October  25,  1978  and 
for  amendment-decision  of  the  Borough  Superintendent; 
previously  granted  on  condition  under  Section  7e  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  conversion  of  use  of  the  present  two  and  one-half  story 
building  from  store  and  dwelling  to  office  and  erect  a  one 
story  extension  for  the  storage  of  pipe  and  threading  and 
cutting  of  pipe  and  the  parking  and  storage  of  motor 
vehicles  on  the  unbuilt  upon  portion  of  the  plot. 

PREMISES  AFFECTED— 170-02  to  170-08  (170-02  offi¬ 
cial)  93rd  Avenue  and  93-01  to  93-11  170th  Street,  south¬ 
east  corner,  Block  10219,  Lot  1,  Jamaica,  Borough  of 
Queens. 


231-72-BZ 

APPLICANT — McGee  and  Morsellino  for  1615  Northern 
Boulevard  for  Franchise  Realty  Interstate  Corporation, 
owner;  McDonald’s  Corporation,  lessee. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  term  of  variance  which 
expires  October  31,  1982  and  for  amendment — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion  under  Section  72-21  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R4  district,  the  erection  of  a  one  story 
restaurant  with  accessory  parking  in  the  open  area. 


PREMISES  AFFECTED— 2797-2819  Linden  Buolevard 
and  813-815  Drew  Street,  northeast  corner,  Block  4471, 
Lots  21,  25,  27,  40  and  125,  Borough  of  Brooklyn.  Com¬ 
munity  #5BK. 


691-72-BZ 

APPLICANT — D.  Vincent  Tuohy  for  Edythe  Butler,  Clara 
Haddad  and  Margaret  Jaher,  owners;  P.  J.  Dillon  Incor¬ 
porated,  lessee. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  terms  of  variance  which  expired  March  12, 
1979 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  district,  in  an  existing  one 
story  building  occupied  with  retail  stores,  the  addition  to 
the  use  of  the  portion  occupied  as  a  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED— 60-02  to  60-04  Roosevelt  Ave¬ 
nue,  southeast  corner  of  60th  Street,  Block  1293,  Lot  7, 
Woodside,  Borough  of  Queens.  Community  Board  #2Q. 


946-77-A 

APPLICANT — Jack  Brown  for  Samuel  J.  Lefrak,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — for  Modification  of  Certifi¬ 
cate  of  Occupancy  #186310  re-  sprinkler  system;  previ¬ 
ously  granted  on  condition. 

PREMISES  AFFECTED— 97-77  Queens  Boulevard,  north¬ 
west  corner  of  65th  Avenue,  Block  2092,  Lot  1,  Richmond 
Hill,  Borough  of  Queens. 


398-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Milleng-1977  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
C6-2  and  Ml -5  district,  on  a  plot  with  two  structures  the 
conversion  of  both  buildings  into  multiple  dwelling  that 
creates  non-compliance  on  the  rear  yard  requirement  and 
the  minimum  distance  between  windows  and  lot  lines  and 
increases  the  degree  of  non-compliance  in  floor  area  ratio 
and  open  space  ratio. 

PREMISES  AFFECTED — 29  West  16th  Street,  north  side, 
324  feet  east  of  Avenue  of  the  Americas  (38  West  17th 
Street),  Block  818,  Lots  19  and  72,  Borough  of  Manhattan. 


ZONING  CASES 

903-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Skylaw  Homes, 
Incorporated,  owner. 

SUBJECT — Application  October  16,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  conversion 
of  a  portion  of  an  existing  one  story  building  from  retail 
stores  and  meeting  room  into  a  roller  skating  rink  and 
meeting  room. 

PREMISES  AFFECTED — 82-12  151th  Avenue,  southwest 
corner  of  84th  Street,  Block  11429,  Lot  1  (Formerly  1 
and  33),  Howard  Beach,  Borough  of  Queens.  Community 
Board  #10Q. 
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933-78-BZ 

APPLICANT — Sheldon  Lobel  for  William  Gunderson  and 
John  Viggiano,  owner. 

SUBJECT — Application  October  23,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection  of 
a  one  story  building  for  use  as  a  restaurant  (donut  shop). 

PREMISES  AFFECTED  — 56-02  Metropolitan  Avenue, 
Southeast  corner  of  Himrod  Street,  Block  3366,  Lot  31, 
Ridgewood,  Borough  of  Queens.  Community  Board  #5Q. 


934-78-A 

APPLICANT — Sheldon  Lobel  for  William  Gunderson  and 
John  Viggiano,  owners. 

SUBJECT — Application  October  23,  1978 — filed  pursuant 
to  Section  35,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  in  the  bed  of  a  mapped  street. 

PREMISES  AFFECTED  —  56-02  Metropolitan  Avenue, 
southeast  corner  of  Himrod  Street,  Block  3366,  Lot  31, 
Ridgewood,  Borough  of  Queens. 

1083-78-BZ 

APPLICANT — Arnold  H.  Fassler  for  DWOJRA  Kemp, 
owner. 

SUBJECT — Application  November  20,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Rl-2  district,  the  erection  of 
a  four  story  hotel  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  penetrates 
the  sky  exposure  plane  and  encroaches  on  the  required 
front  and  side  yard. 

PREMISES  AFFECTED — 44-41  231st  Street,  northeast 
corner  of  46th  Avenue,  Block  8164,  Lot  1,  Bayside,  Bor¬ 
ough  of  Queens,  Community  Board  #11Q. 


1140-78-BZ 

APPLICANT — Paul  G.  Mauch  for  630  Third  Avenue  Asso¬ 
ciates,  owner,  (a  Partnership) 

SUBJECT — Application  December  19,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district,  in  an  existing 
twenty-two  story  commercial  building,  the  enlargement  in 
area  of  an  existing  first  floor  store  that  eliminates  the  re¬ 
quired  loading  berth. 

PREMISES  AFFECTED — 628/638  Third  Avenue,  north¬ 
west  corner  of  East  41st  Street,  Block  1295,  Lot  40,  Bor¬ 
ough  of  Manhattan.  Community  Board  #6M. 

Alan  D.  Gershuny,  Executive  Director 


MAY  8,  1979,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  May  8,  1979,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

1162-78-A 

APPLICANT — McGee  and  Morsellino  for  Estron  Oil  Cor¬ 
poration,  owner,  Save  Way  89th  Street,  Incorporated, 
lessee. 

SUBJECT — Application  December  29,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  conversion  to  self¬ 


service  gasoline  station  contrary  to  Chapter  19-73.0-b  of 
the  Administrative  Code  of  the  City  of  New  York. 

PREMISES  AFFECTED — 89-08  Astoria  Boulevard,  south¬ 
east  corner  of  89th  Street,  Block  1363,  Lot  215,  Astoria, 
Borough  of  Queens. 


1163-78- A 

APPLICANT — McGee  and  Morsellino  for  Frank  and  Julius 
Vitucci,  owners,  Save  Way  Cross  Bay,  Incorporated,  lessee. 

SUBJECT — Application  December  29,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  conversion  to  Self 
Service  gasoline  station  contrary  to  Chapter  19-73.0-b  of 
the  Administrative  Code  of  the  City  of  New  York. 

PREMISES  AFFECTED— 134-15  Cross  Bay  Boulevard, 
southeast  corner  of  134th  Avenue,  Block  11493,  Lots  79 
and  87,  Ozone  Park,  Borough  of  Queens. 


11 64-78- A 

APPLICANT — McGee  and  Morsellino  for  Arizona  Oil 
Company,  owner,  Save  Way  Bowery,  Incorporated,  lessee. 

SUBJECT — Application  December  29,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
to  Self  Service  gasoline  station  contrary  to  Chapter 
19-73.0-b  of  the  Administrative  Code  of  the  City  of  New 
York. 

PREMISES  AFFECTED — 335-343  Bowery  Street,  south¬ 
east  corner  of  East  3rd  Street,  Block  458,  Lot  6,  Borough 
of  Manhattan. 


26-79-A 

APPLICANT — Storch,  Pesa  and  Associates  for  744  Clinton 
Corporation,  owner. 

SUBJECT — Application  January  5,  1979 — appeal  from  Ad¬ 
ministrative  decision  re-  Sprinkler  System. 

PREMISES  AFFECTED — 744  Clinton  Street,  west  side, 
225  feet  south  of  Halleck  Street,  Block  623,  Lot  1,  Borough 
of  Brooklyn. 


162-79-A 

APPLICANT — Jose  F.  Recio  for  The  Procter  and  Gamble 
Manufacturing  Company,  owner. 

SUBJECT — Application  February  16,  1979 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  a  warehouse  contrary  to  Sections  C26-314.1 
and  C26- 503.4  of  the  Administrative  Code  of  the  City  of 
New  York. 

PREMISES  AFFECTED — 239  Western  Avenue,  east  side; 
corner  of  Richmond  Terrace,  Block  1338,  Lot  1,  Borough 
of  Staten  Island. 


209-78-A 

APPLICANT — Albert  Melniker  for  Frank  Tambakis, 
Nicholas  and  Ann  Tambakis,  owners. 

SUBJECT — Application  March  30,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 2145  Richmond  Avenue,  east 
side,  11.74  feet  south  of  Rockland  Avenue,  Block  2360, 
Lot  54,  New  Springville,  Borough  of  Staten  Island. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  20,  1979,  10  A.M. 

Present :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 
Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  March  6,  1979,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  March  15,  1979,  Volume 
64,  Number  11. 

238-73-A 

APPLICANT — Larry  Meltzer  for  Northville  Petroleum 
Carriers,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  term  of  variance  which 
expired  July  24,  1978;  and  for  amendment — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  transportation  of 
fuel  oil  in  tank  trucks  through  city  streets  not  in  conform¬ 
ity  with  the  requirements  of  the  Administrative  Code  of 
City  of  New  York;  previously  granted  on  condition. 

APPEARANCES— 

For  Applicant :  Ronald  Ogur. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended,  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

N  egative :  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  24,  1973,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  20,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  24,  1973,  by  adding  thereto : 

“That  this  modification  shall  continue  for  a  term  of 
five  years  from  the  date  of  this  amended  resolution;  to 
allow  three  (3)  additional  8,000  gallon  capacity  two 
compartment  vehicles  of  aluminum  construction,  bearing 
serial  numbers  UNY581501,  UNY581502,  _  and  UNY- 
581503,  for  the  transportation  of  #6  fuel  oil  only;  that 
the  vehicles  shall  conform  to  drawing,  marked  ‘Received 
February  13,  1979,  one  sheet;  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (F.  D.  Dec.  1-30-79) 


493-73-A 

APPLICANT — Atkin  and  Gibson  for  JBR  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  October  23,  1978 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  cellar  apartment,  Multi¬ 
ple  Dwelling  Law ;  previously  granted  on  condition. 

PREMISES  AFFECTED— 328  West  83rd  Street,  south 
side,  81.4%  feet  east  of  Riverside  Drive,  Block  1245,  Lot 
40,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Thomas  Gibson. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 


THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  23,  1973,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  20,  1979,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  October  23,  1973,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (Alt.  153-72) 


528-31-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Jacob  Horr  and 
Sophie  Horr,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  12,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  and  local  retail 
use  district,  the  extension  and  reconstruction  of  existing 
gasoline  service  station,  to  include  lubritorium,  auto  laun¬ 
dry,  motor  vehicle  repair  shop,  boiler  room  and  office. 

PREMISES  AFFECTED— 70-38  to  70-48  Kissena  Boule¬ 
vard  and  153-11  to  153-19  70th  Road,  northwest  corner, 
Block  6656,  Lot  52,  Flushing,  Borough  of  Queens.  Com¬ 
munity  Board  #8Q. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  Community  Board  #8Q  was  notified  by  the 
applicant  on  December  14,  1978  and  no  response  has  been 
received ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
May  17,  1949,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  20,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  17, 
1949,  as  amended  through  July  15,  1969,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  ten  years  from  May  12,  1979,  to 
permit  ...  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained  within  one  year  from  the  date  of  this 
amended  resolution.”  (Alt.  3001-48) 


819-52-BZ 

APPLICANT — Richard  E.  Beaman  for  Marinid  Realty 
Corporation,  owner. 
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SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  October  23,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  7i  of  the  Zoning  Resolution,  permitting  in  a  resi¬ 
dence  use  district,  the  change  in  occupancy  from  five-car 
garage  to  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1890  Watson  Avenue  and  1077 
White  Plains  Road,  southwest  corner,  Block  3732,  Lot  49, 
Borough  of  The  Bronx.  Community  Board  #9BX. 

APPEARANCES— 

For  Applicant :  Richard  E.  Beaman. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  Community  Board  #9BX  was  notified  by  the 
applicant  on  January  30,  1979  and  no  response  has  been 
received ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
March  17,  1953  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  20,  1979,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  March  17,  1953,  as  amended 
through  October  23,  1973,  only  as  to  the  term  of  the  vari¬ 
ance,  so  that  as  amended  this  portion  of  the  resolution  shall 
read  : 

“granted  for  a  term  of  3  months  from  the  date  of  this 
amended  resolution  to  complete  the  work  required,  that 
the  facade  of  building  and  sidewalk  shall  be  cleaned, 
repair  curbs  where  required,  side  yard  to  be  clean  and 
maintained,  painted  sign  on  the  building  be  cleaned  and 
made  presentable ;  upon  completion  of  the  work  required 
the  applicant  is  to  submit  to  the  Board  new  photographs 
showing  that  the  work  has  been  completed  further ; 
based  upon  the  approval  of  this  submission  the  Board 
will  extend  the  term  of  variance  for  an  additional  five 
(5)  years;  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  all  work  shall  be  completed  within  three  (3) 
months  from  the  date  of  this  amended  resolution.”  (Alt. 
910-52) 


106-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted.  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-02  78th  Street,  west  side, 
270.62  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  21, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 
Commissioner  Wolf  .  5 


Negative :  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1974,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  10,  1974,  as  amended  through  April  18,  1978,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

‘‘that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  848-73) 


107-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decis’on  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-04  78th  Street,  west  side, 
290.08  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  22, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1974,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  10,  1974,  as  amended  through  April  18,  1978,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  849-73) 


108-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-06  78th  Street,  west  side, 
309.52  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  23, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 
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THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1974,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  10,  1974,  as  amended  through  April  18,  1978,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  850-73) 


109-74-BZ 

APPLICANT— McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-08  78th  Street,  west  side, 
328.96  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  24, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1974,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  10,  1974,  as  amended  through  April  18,  1978,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  851-73) 


110-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED:— 87-10  78th  Street,  west  side, 
348.40  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  25, 
Woodhaven,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1974,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  tire  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  10,  1974,  as  amended  through  April  18,  1978,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read  : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  852-73) 


111-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-12  78th  Street,  west  side, 
348.34  feet  north  of  88th  Avenue,  Block  8908,  Lot  26, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1974,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and,  amend  the  resolution  adopted  on  Septem¬ 
ber  10,  1974,  as  amended  through  April  18,  1978,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  853-73) 


112-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 
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PREMISES  AFFECTED— 87-14  78th  Street,  west  side, 
328.90  feet  north  of  88th  Avenue,  Block  8908,  Lot  27, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1974,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  September 
10,  1974  as  amended  through  April  18,  1978  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  854-73) 


113-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-16  78th  Street,  west  side, 
309.46  feet  north  of  88th  Avenue,  Block  8908,  Lot  28, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

N  egative :  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1974,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  September 
10.  1974  as  amended  through  April  18,  1978  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  855-73) 


114-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-18  78th  Street,  west  side, 
290  feet  north  of  88th  Avenue,  Block  8908,  Lot  29,  Wood¬ 
haven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1974,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  10,  1974  as  amended  through  April  18,  1978  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read  : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  856-73) 


115-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
- — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-19  77th  Street,  east  side, 
290  feet  r.orth  of  88th  Avenue,  Block  8908,  Lot  56, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1974,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Sep¬ 
tember  10,  1974,  as  amended  through  April  18,  1978,  only  as 
to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  847-73) 
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116-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner, 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-17  77th  Street,  east  side, 
309.46  feet  north  of  88th  Avenue,  Block  8908,  Lot  57, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1974,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Sep¬ 
tember  10,  1974,  as  amended  through  April  18,  1978,  only  as 
to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  846-73) 


117-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-15  77th  Street,  east  side, 
328.90  feet  north  of  88th  Avenue,  Block  8908,  Lot  58, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1974,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Sep¬ 
tember  10,  1974,  as  amended  through  April  18,  1978,  only  as 
to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 


“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  845-73) 


118-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-13  77th  Street,  east  side, 
348.34  feet  north  of  88th  Avenue,  Block  8908,  Lot  59, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1974,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  10th,  1974,  as  amended  through  April  18,  1978,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  844-73) 


119-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-11  77th  Street,  east  side, 
337.34  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  60, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1974,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  10th,  1974,  as  amended  through  April  18,  1978,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  843-73) 


120-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-09  77th  Street,  east  side, 
317.90  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  61, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1974,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  10th,  1974,  as  amended  through  April  18,  1978,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  842-73) 


121-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED — 87-07  77th  Street,  east  side, 
298.26  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  62, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1974,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  10,  1974,  as  amended  through  April  18,  1978,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  841-73) 


122-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-05  77th  Street,  east  side, 
278.82  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  63, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1974,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  10,  1974,  as  amended  through  April  18,  1978,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  840-73) 


123-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  April  18,  1979 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-03  77th  Street,  east  side, 
259.36  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  64, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 
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THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 

Commissioner  Wolf  .  5 

Negative:  .  ~ 

Absent:  Commissioner  Carroll  .  1 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  10,  1974,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  10,  1974,  as  amended  through  April  18,  1978,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  839-73) 


439-75-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Scala  Cuffee 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  April  11,  1979 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R7-1  district,  the  erection  of 
a  one  story  building  for  use  as  an  eating  and  drinking 
establishment. 

PREMISES  AFFECTED— 2247  Southern  Boulevard,  790- 
798  Garden  Street,  northwest  corner,  Block  3112,  Lots  38 
and  41,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harriet  R.  Jacobs. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  10,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
10,  1976,  as  amended  through  April  11,  1978,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  April  11,  1979.”  (N.B.  40-75) 


1004-61-A 

APPLICANT — Richard  I.  Pezenik  for  Elm  Coated  Fabrics, 
Division  of  Kalex  Chemical  Products,  Incorporated, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  3,  1979 — 
appeal  from  an  order  and  a  decision  of  the  Fire  Commis¬ 
sioner  re-  installation  of  storage  tanks  for  plasticizers ; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 206-224  Steward  Avenue,  east 
side,  from  Meadow  Street  to  Metropolitan  Avenue,  Block 
2952,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 


ACTION  OF  BOARD— Laid  over  to  March  27,  1979,  at 
10  A.M.,  Special  Order  Calendar  at  the  request  of  the 
applicant  for  decision,  hearing  closed. 


358-68-A 

APPLICANT — I.  Daniel  Weisberg  for  Kings  Plaza  Shop¬ 
ping  Center  of  Avenue  U,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — appeal  from  a  decision  of  the 
Borough  Superintendent  re-  exterior  of  garage,  malls 
length,  height,  spacing  fire  partition  etc.,  open  stairs,  egress ; 
previously  granted  on  condition. 

PREMISES  AFFECTED— 5102  to  5430  Avenue  U.  2483- 
2571  Flatbush  Avenue,  southeast  corner,  Block  84 7u,  Lots 
1,  50  and  55,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  I.  Daniel  Weisberg  and  Peter  Harding. 

ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at  10 
A.M.,  Special  Order  Calendar  for  continued  hearing,  addi¬ 
tional  information  to  be  submitted. 


635-49-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Joseph  Bonanno, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  3,  1979 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  a  change 
in  occupancy  from  storage  of  fruit  and  truck  garage,  pre¬ 
viously  granted  by  the  Board,  to  ornamental  iron  works 
factory  with  accessory  welding  and  garage  for  two  trucks 
in  the  open  yard. 

PREMISES  AFFECTED — 78  Butler  Street,  south  side,  150 
feet  east  of  Smith  Street,  Block  409,  Lot  14,  Borough  of 
Brooklyn.  Community  Board  #6BK. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  April  10,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision;  hearing 
closed. 


60-74-BZ 

APPLICANT — Tufo,  Johnston,  Zuccotti  and  Allegaert  for 
34th  Street  South  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
C5-3  and  Cl-9  district,  the  erection  of  a  20  story  and  pent¬ 
house  multiple  dwelling  that  exceeds  the  permitted  tower 
coverage  and  floor  area  ratio  and  has  less  than  the  required 
lot  area  per  room  and  accessory  parking. 

PREMISES  AFFECTED — 115-125  East  34th  Street,  north 
side,  183.6  feet  east  of  Park  Avenue,  Block  890,  Lots  11, 
12,  13,  14,  15  and  16,  Borough  of  Manhattan.  Community 
Board  #6M. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  March  27,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision;  hearing 
closed. 


211-78-BZ 

APPLICANT — Bachrach  and  Block  for  Young  Israel  of 
Staten  Island,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  Borough  Super¬ 
intendent,  to  permit  in  an  R3-2  district,  the  construction 
of  an  extension  to  a  Community  facility  structure  that 
encroaches  on  the  required  front  and  side  yards  and  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 835  Forest  Hills  Road,  south¬ 
east  corner  of  Willowbrook  Road,  A.K.A.  15  Uxbridge 
Street,  Block  1987,  Lot  59,  Willowbrook,  Borough  of 
Staten  Island.  Community  Board  #2S.I. 

APPEARANCES— 

For  Applicant:  Abraham  Block  and  Harold  Zavin. 

ACTION  OF  BOARD— Laid  over  to  March  27,  1979,  at 
10  A.M.,  Special  Order  Calendar  for  decision;  hearing 
closed. 


488-78-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Bleecker  Tower 
Tenants  Corporation,  owners. 

SUBJECT — Application  June  27,  1978 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M1-5B  district,  the  conversion 
of  a  building  that  exceeds  the  permitted  area  from  manu¬ 
facturing  use  into  stores  and  joint  living/working  quarters 
for  artists. 

PREMISES  AFFECTED— 644  Broadway,  northeast  corner 
of  Bleecker  Street,  Block  529,  Lot  1,  Borough  of  Manhat¬ 
tan.  Community  Board  #2M. 

APPEARANCES— 

For  Applicant:  Doris  Diether,  C.B.  #2M. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  1,  1979,  at  10 
A.M.,  for  hearing. 


646-78-BZ 

APPLICANT— Barry  J.  Bank  for  Franchise  Realty  Inter¬ 
state  Corporation,  owner. 

SUBJECT — Application  August  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  and  R5  district,  the  enlarge¬ 
ment  in  area  of  the  accessory  parking  area  for  an  existing 
restaurant. 

PREMISES  AFFECTED — 3525  Ft.  Hamilton  Parkway, 
southeast  corner  of  36th  Street,  Block  5302,  Lot  6  and  Pt. 
of  1,  Borough  of  Brooklyn.  Community  Board  #10BK. 

APPEARANCES— 

For  Applicant:  Jonathan  O’Leary. 

For  Opposition :  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 


ACTION  OF  BOARD — Laid  over  to  March  27,  1979,  at 
10  A.M.,  for  decision;  hearing  closed. 


695-78-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Roy-Al  Company, 
owner. 

SUBJECT — Application  August  18,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-4  district,  the  enlargement  in 
floor  area  and  the  change  in  use  of  an  existing  manufactur¬ 
ing  building  into  a  multiple  dwelling. 


PREMISES  AFFECTED— 341  West  11th  Street/721 
Washington  Street,  northeast  corner,  Block  634,  Lot  47, 
Borough  of  Manhattan.  Community  Board  #2M. 
APPEARANCES— 

For  Applicant:  Doris  Diether,  C.B.  #2M. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at  10 
A.M.,  for  continued  hearing,  additional  information  to  be 
submitted. 


696-78-A 

APPLICANT — Samuel  J.  Kisseloff  for  Roy-Al  Company, 
owner. 

SUBJECT — Application  August  18,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple 
Dwelling  Law. 

PREMISES  AFFECTED — 341  West  11th  Street,  northeast 
corner  of  Washington  Street,  Block  634,  Lot  47,  Borough 
of  Manhattan. 

ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at  10 
A.M.,  for  continued  hearing,  additional  information  to  be 
submitted. 


860-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Creative  Living 
Incorporated,  owner. 

SUBJECT — Application  September  25,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R10  district,  the  change  in 
use  of  an  existing  five  story  and  basement  building  from  a 
multiple  dwelling  and  doctors  offices  into  commercial 
offices. 

PREMISES  AFFECTED — 52-54  Park  Avenue,  west  side, 
42.3^2  feet  northeast  of  37th  Street,  Block  867,  Lot  35,  Bor¬ 
ough  of  Manhattan.  Community  Board  #6M. 
APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  D.  J.  Tretola  and 
Saul  Kaplan. 

For  Opposition :  Edwin  Hochberg  and  Louis  Sepersky. 
THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

N  egative :  .  0 

Absent:  Commissioner  Carroll  .  1 


ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at  10 
A.M.,  for  decision,  hearing  closed. 


861-78-A 

APPLICANT — Leonard  F.  Rothkrug  for  Creative  Living 
Incorporated,  owner. 

SUBJECT- — Application  September  25,  1978 — appeal  of  a 
decision  of  the  Borough  Superintendent,  re-  Administrative 
Code. 

PREMISES  AFFECTED — 52-54  Park  Avenue,  west  side, 
42.3^2  feet  northeast  of  37th  Street,  Block  867,  Lot  35, 
Borough  of  Manhattan. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Commissioner  Carroll  .  1 


ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at  10 
A.M.,  for  decision,  hearing  closed. 
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883-78-BZ 

APPLICANT— Lloyd  Neal  Merrill  for  682  Tenant  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  29,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-5  district,  in  a  structure 
that  exceeds  the  permitted  size,  the  conversion  from  loft 
into  joint  living-working  quarters  for  artist  that  has  less 
than  the  required  floor  area. 

PREMISES  AFFECTED — 682  Broadway,  southeast  cor¬ 
ner  of  Great  Jones  Street,  Block  530,  Lot  7,  Borough  of 
Manhattan.  Community  Board  #2M. 

APPEARANCES— 

For  Applicant:  Doris  Diether. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  27,  1979,  at 
10  A.M.,  for  deferred  decision;  hearing  previously  closed. 


884-78-A 

APPLICANT— Lloyd  Neal  Merrill  for  682  Tenant  Corpora¬ 
tion,  owner. 

SUBJECT — Application  September  29,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  joint  living,  working  quarter  for  artists  is  contrary  to 
Section  2 77  of  the  Multiple  Dwelling  Law. 

PREMISES  AFFECTED — 682  Broadway,  southeast  cor¬ 
ner  of  Great  Jones  Street,  Block  530,  Lot  7,  Borough  of 
Manhattan. 

ACTION  OF  BOARD — Laid  over  to  March  27,  1979,  at 
10  A.M.,  for  deferred  decision;  hearing  previously  closed. 


885-78-BZ 

APPLICANT — John  D.  Castagnello  for  DGN  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  October  5,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-6  district,  in  an  existing  five 
story  building,  the  conversion  of  the  second  through  fifth 
floors  from  manufacturing  use  into  apartment. 

PREMISES  AFFECTED— 120  and  122  West  25th  Street, 
south  side,  225  feet  west  of  Avenue  of  the  Americas,  Block 
800,  Lot  53,  Borough  of  Manhattan.  Community  Board 
#4M. 

APPEARANCES— 

For  Applicant:  John  D.  Castagnello  and  Sy  Churgini. 
For  Opposition:  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

N  egative :  .  0 

Absent:  Commissioner  Carroll  .  1 


ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at  10 
A.M.,  for  decision;  additional  information;  hearing  closed. 


889-78-BZ 

APPLICANT — Harry  Soled  for  Beth  Jacob  of  Flatbush, 
owner. 

SUBJECT — Application  October  6,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  (OP)  district,  the  enlarge¬ 
ment  in  area  of  an  existing  two  family  dwelling  and  the 
conversion  into  a  parochial  school  that  creates  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  side  and 
rear  yard  encroachment  and  without  the  required  loading 
berth. 


PREMISES  AFFECTED — 1831  Ocean  Parkway,  east  side, 
246.7  feet  south  of  Avenue  R,  Block  6682,  Lot  85,  Borough 
of  Brooklyn.  Community  Board  #15BK. 
APPEARANCES— 

For  Applicant :  Harry  Soled. 

For  Opposition:  None. 

For  Administration:  Steven  Stein,  C.P.C. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 


908-78-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  West  11th  Street 
Apartments,  owner. 

SUBJECT — Application  October  17,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-71  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-5  district,  the  conversion 
of  an  existing  federal  detention  center  into  a  multiple 
dwelling. 

PREMISES  AFFECTED— 373  West  11th  Street  and  427/ 
431  West  Street,  northeast  corner,  Block  638,  Lot  1,  Bor¬ 
ough  of  Manhattan.  Community  Board  #2M. 
APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Doris  Diether, 
C.B.  #2M. 

For  Opposition :  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

N  egative  :  .  0 

Absent:  Commissioner  Carroll .  1 


ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at  10 
A.M.,  for  decision,  hearing  closed. 


909-78-A 

APPLICANT — Leonard  F.  Rothkrug  for  West  11th  Street 

Apartments,  owner. 

SUBJECT — Application  October  17,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  con¬ 
version  of  non-conforming  commercial  building. 
PREMISES  AFFECTED — 373  West  11th  Street  and  427- 
31  West  Street,  northeast  corner,  Block  638,  Lot  1,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Doris  Diether, 
Community  Board  #2M. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 


ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at 
10  A.M.,  for  decision;  hearing  closed. 


946-78-BZ 

APPLICANT — Kenneth  H.  Koons  for  676  Hunts  Pt. 
Realty  Corporation,  owner. 

SUBJECT — Application  October  31,  1978 — appeal  decision 
of  the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2-4  district,  the  con- 
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struction  and  maintenance  of  an  automobile  wrecking 
establishment  with  accessory  dismantling  and  sale  of  parts. 
PREMISES  AFFECTED — 676  Hunts  Pt.  Avenue,  south¬ 
east  corner  of  Spofford  Avenue,  Block  2766,  Lot  145, 
Borough  of  The  Bronx,  Community  Board  #2BX. 
APPEARANCES— 

For  Applicant :  Kenneth  H.  Koons  and  Kenneth  Reiss. 
For  Opposition :  Steven  Schneider  and  Alberta  Ford. 
ACTION  OF  BOARD — Laid  over  to  May  1,  1979,  at 
10  A.M.,  for  continued  hearing;  additional  information. 


947-78-BZ 

APPLICANT — Martyn  and  Don  Weston  for  Ben  Fishbein, 
owner. 

SUBJECT — Application  October  31,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  M2-1  district,  the  conversion  of 
an  existing  eight  story  and  penthouse  structure  from  a 
warehouse  into  a  multiple  dwelling. 

PREMISES  AFFECTED— 28  to  44  Cadman  Plaza  West 
and  1  to  13  Elizabeth  Place,  southeast  corner,  Block  202, 
Lots  1  and  9,  Borough  of  Brooklyn.  Community  Board 
#2BK. 

APPEARANCES— 

For  Applicant:  Donald  Weston,  Bernard  Rothzeid  and 
Ben  Fishbein. 

For  Opposition:  None. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Commissioner  Carroll  .  1 


ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at 
10  A.M.,  for  decision;  hearing  closed. 


729-78-BZ 

APPLICANT — Albert  Melniker  for  Louise  Schuman,  owner. 
SUBJECT — Application  September  1,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-1  district,  the  mainte¬ 
nance  of  an  enclosed  porch  that  encroaches  on  the  required 
side  yard. 

PREMISES  AFFECTED — 198  Douglas  Road,  west  side, 
185  feet  south  of  Private  Road,  Block  829,  Lot  8,  Emerson 
Hill,  Borough  of  Staten  Island.  Community  Board  #2S.I. 
APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative: .  0 

Absent:  Commissioner  Carroll .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  6,  1979,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  March  20,  1979;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  31,  1978,  acting  on  Alt.  Applic.  #215/1977, 
reads : 

“1.  Proposed  enlargement  and  enclosure  of  existing 
open  porch  in  a  required  side  yard  for  a  one  family  dwell¬ 
ing  in  an  Rl-1  Zoning  District  is  contrary  to  Sect.  23-44 
(ZR)  and  23-461  of  the  Zoning  Resolution.” 


and 

Whereas,  the  premises  and  surrounding  area  had  site  and 
neighborhood  evaluation  by  a  committee  of  the  Board  consist¬ 
ing  of  Commissioner  John  J.  Walsh,  P.E.  and  Commissioner 
John  Cincotta;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  Rl-1  district,  the  maintenance  of  an  en¬ 
closed  porch  that  encroaches  on  the  required  side  yard  on 
condition  that  all  work  shall  substantially  conform  to  drawings 
as  they  apply  to  the  objection,  above  noted,  filed  with  this 
application,  marked  “Received  September  1,  1978”,  2  sheets, 
and  “March  15,  1979”,  3  sheets;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 

730-78-A 

APPLICANT — Albert  Melniker  for  Louise  Schuman,  owner. 
SUBJECT — Application  September  1,  1978 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law,  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street 
PREMISES  AFFECTED — 198  Douglas  Road,  west  side, 
185  feet  south  of  Private  Road,  Block  829,  Lot  8,  Emerson 
Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

N  egative : .  0 

Absent :  Commissioner  Carroll .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  1,  1978,  on  Alt.  Applic.  #215/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore  a  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law.” 
and 

Whereas,  the  premises  had  a  site  evaluation  by  a  com¬ 
mittee  of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  1,  1978,  acting  on  Alt.  Applic.  #215/77, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
conform  to  the  resolution  adopted  this  date  under  Calendar 
Number  729-78-BZ ;  and  that  all  other  laws,  rules  and  regula¬ 
tions  be  complied  with. 


733-78-BZ 

APPLICANT — L.  Shutkind  and  J.  Marini  for  Francesco 
Armenio,  owner. 

SUBJECT — Application  September  11,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  maintenance 
of  an  enlargement  to  a  two  family  dwelling  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio,  lot 
area  per  room  and  side  yard  encroachment. 
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PREMISES  AFFECTED— 1543  East  Gun  Hill  Road,  north 
side,  185.63  feet  east  of  Mickle  Avenue,  Block  4786,  Lot  30, 
Borough  of  The  Bronx.  Community  Board  #12BX. 

APPEARANCES— 

For  Applicant :  Joseph  Marini,  P.E. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  13,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  6,  1979;  then  to  March  20, 
1979 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  8,  1979,  acting  on  Alt.  Applic.  #245/1978, 
reads : 

“4.  Extension  at  rear  of  structure  projects  into  eight 
foot  side  yard  and  is,  therefore,  contrary  to  Section  23- 
462  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  had  site  and 
neighborhood  evaluation  by  a  committee  of  the  Board  consist¬ 
ing  of  Commissioner  Philip  P.  Agusta,  R.A.  and  Commis¬ 
sioner  Stanley  M.  Wolf,  R.A. ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  maintenance  of 
an  enlargement  to  a  two-family  dwelling  that  creates  non- 
compliance  within  the  side  yard  on  condition  that  all  work 
shall  substantially  conform  to  drawings  as  they  apply  to  the 
objection,  above  noted,  filed  with  this  application,  marked 
“Received  September  11,  1978”,  6  sheets,  and  “March  2, 
1979”,  2  sheets;  and  on  further  condition  that  the  exterior 
wall  within  3  feet  of  the  lot  line  is  to  be  brick  filled ;  that 
approved  type  smoke  detectors  be  installed  on  each  floor ; 
that  a  restrictive  covenant  limiting  the  occupancy  to  a  two- 
family  dwelling  be  filed  with  the  Building  Department  prior 
to  the  issuance  of  a  Certificate  of  Occupancy;  that  the  Cer¬ 
tificate  of  Occupancy  shall  indicate  the  fibre,  page  and  date 
of  recording  of  said  covenant;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


859-78-A 

APPLICANT — Joseph  Marini  for  Francesco  Armenio, 
owner. 

SUBJECT — Application  September  21,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED— 1543  East  Gun  Hill  Road,  north 
side,  185.68  feet  east  of  Mickle  Avenue,  Block  4786,  Lot  30, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  Marini,  P.E. 

For  Opposition :  None. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

N  egative :  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  tire  Borough  Superintendent, 
dated  September  8,  1978,  on  Alt.  Applic.  #245/78,  reads: 

“1.  Arrangement  and  design  indicate  an  Apt.  on  1 
sty.  creating  M.D.  Occupancy.  Proposed  frame  extension 
at  rear  changes  classification  to  a  frame  bldg,  which 
makes  converting  a  two  family  dwelling  to  a  M.D.  con¬ 
trary  to  Sec.  56  and  170  A  M.D.L. 

5.  Extension  to  a  N.F.P.  building  in  frame  construc¬ 
tion  to  within  three  feet  of  a  lot  fine  is  contrary  to 
Section  C26-248  and  C26-241  of  the  A.C.” 

and 

Whereas,  the  premises  had  a  site  evaluation  by  a  com¬ 
mittee  of  the  Board  which  recommended  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  8,  1978,  acting  on  Alt.  Applic.  #245/1978, 
Objection  No.  5,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
conform  to  the  resolution  adopted  this  date  under  Calendar 
Number  733-78-BZ;  and  that  all  other  laws,  rules  and  reg¬ 
ulations  be  complied  with. 


647-78-BZ 

APPLICANT— Ludwig  P.  Bono  for  Nicholas  Fasanella, 
owner. 

SUBJECT — Application  August  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction 
and  maintenance  of  a  public  parking  lot  including  com¬ 
mercial  vehicle  storage. 

PREMISES  AFFECTED — 1696  Banyer  Place  and  945 
Croes  Avenue,  southwest  corner,  Block  3660,  Lot  27, 
Borough  of  The  Bronx.  Community  Board  #9BX. 
APPEARANCES— 

For  Applicant :  Ludwig  P.  Bono. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative : .  0 

Absent :  Commissioner  Carroll .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  13,  1979,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  6,  1979;  then  to  March  20, 
1979;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  4,  1978,  acting  on  Alt.  Applic.  #10/1977,  reads : 

“1.  Proposed  use  of  commercial  vehicle  storage 
U.G.  16  and  public  parking  lot,  U.G.  8,  located  in  an 
R6  zoning  district  is  contrary  to  Section  22-10  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  had  a  site 
and  neighborhood  evaluation  by  a  committee  of  the  Board 
consisting  of  Commissioner  Philip  P.  Agusta,  R.A.  and 
Commissioner  Stanley  M.  Wolf,  R.A. ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
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is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction  and 
maintenance  of  a  public  parking  lot  including  commercial 
vehicle  storage  on  condition  that  all  work  shall  substantially 
conform  to  drawings  as  they  apply  to  the  objection,  above 
noted,  filed  with  this  application,  marked  “Received  August 
9,  1978”,  3  sheets;  and  on  further  condition  that  sidewalks 
and  curbs  be  fully  constructed  on  both  Croes  Avenue  and 
Banyer  Place ;  that  this  variance  shall  be  limited  to  a  term 
of  5  years;  that  the  gates  to  this  parking  facility  shall  be 
closed  and  locked  after  business  hours ;  that  any  lighting 
shall  be  directed  away  from  adjoining  properties;  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 

Adjourned:  12:25  P.M. 

Alan  D.  Gershuny,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  20,  1979,  2  P.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

241-74-SA 

APPLICANT — Peerless  Pump,  An  Indian  Head  Company, 
owner. 

SUBJECT — Additional  fire  pumps. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu- 
lution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
241-74-SA — Amendment  to  resolution  to  include  additional 
fire  pumps. 

Peerless  Pump,  An  Indian  Head  Company,  Indianapolis, 
Indiana,  requested  that  the  resolution  adopted  February  25, 
1975  and  amended  through  June  20,  1978  under  Calendar 
Number  241-74-SA  be  reopened  and  amended  to  include 
additional  fire  pumps. 

PROPOSED  USE:  Fire  pumps. 

DESCRIPTION :  The  previously  approved  single-stage 
pumps  and  their  specifications  are  as  follow : 


Rated 

Capacity  Size 

Model 

Rated 

Net  Head 
Pressure 
Range 

PSI 

Approxi¬ 

mate 

Speed 

Maximum 

Allowable 

Discharge 

Head 

GPM 

In. 

Designation 

RPM 

PSI 

250 

2 

ADF8 

41-100 

3530 

194 

500 

3 

ABF9 

100-140 

3600 

190 

500 

4 

ABF10 

100-115 

3000 

191 

500 

4 

AF12-C 

147-184' 

3300 

275 

500 

4 

AF12-C 

116-150 

3000 

280 

500 

4 

ABF12-C 

114-144 

2950 

280 

500 

4 

AF12-B 

41-56 

1800 

189 

Rated 

Capacity  Size 

Model 

Rated 

Net  Head 
Pressure 
Range 

PSI 

Approxi¬ 

mate 

Speed 

Maximum 

Allowable 

Discharge 

Head 

GPM 

In. 

Designation 

RPM 

PSI 

500 

4 

ABF13 

57-75 

1800 

185 

500 

4 

ABF10 

40 

1800 

175 

500 

4 

ABF10 

60-75 

3600 

190 

500 

3 

ABF9 

76-100 

3600 

190 

500 

4 

ABF10 

141-165 

3600 

190 

500 

4 

ABF13 

100 

2400 

180 

750 

4 

ABF13 

100 

2500 

180 

750 

4 

ABF17 

100-115 

1800 

190 

750 

4 

ABF17 

110-125 

2000 

193 

750 

4 

ABF10 

100-109 

3000 

191 

750 

4 

ABF10 

100-155 

3600 

190 

750 

4 

AF12-C 

110-139 

3000 

280 

750 

4 

AF12-C 

136-175 

3300 

275 

750 

4 

AF12-C 

156-200 

3530 

240 

750 

4 

AF12-C 

104-131 

2950 

280 

750 

4 

ABF10 

70-100 

3600 

190 

750 

4 

ABF17 

70-100 

1800 

190 

750 

5 

AF13 

40-73 

1800 

185 

1000 

5 

AF10 

100-125 

1800 

175 

1000 

5 

AF13 

100-135 

2400 

173 

1000 

5 

AF13 

100-150 

2600 

185 

1000 

5 

ABFIO-^ 

100-185 

3550 

283 

1000 

5 

ABF10-J4 

115-159 

3300 

283 

1000 

5 

ABFIO-Ez 

100-130 

3000 

28A 

1000 

5 

ABF10-J4 

94-126 

2950 

284 

1000 

6 

AF13 

40-71 

1800 

185 

1000 

5 

AF10 

72-100 

1800 

175 

1500 

6 

AF15-B 

100-150 

1800 

170 

1500 

6 

AF13 

100-150 

2500 

180 

1500 

6 

AF13 

100 

2400 

180 

1500 

6 

AF16 

100 

1800 

170 

1500 

6 

ADF11-J^ 

100-125 

3000 

175 

1500 

6 

ADF11-KH 

100-125 

3000 

175 

1500 

6 

ADFll-^4 

95-118 

2950 

175 

1500 

8 

AF13-B 

40-49 

1800 

185 

1500 

6 

AF14 

50-83 

1800 

183 

1500 

6 

AF16 

84-100 

1800 

170 

2000 

8 

AF20-B 

65-100 

1800 

184 

2000 

8 

AF20-B 

100-150 

2100 

175 

2000 

8 

AF20-B 

100-115 

1800 

184 

2000 

8 

AF20-B 

100-150 

2100 

175 

2000 

8 

AF25-B 

100-150 

1800 

183 

2500 

8 

AF20-B 

100-150 

2100 

175 

2500 

8 

AF20-B 

100-110 

1800 

184 

2500 

8 

AF20-B 

100-150 

2100 

175 

2500 

8 

AF25-B 

100-150 

1800 

183 

2500 

8 

AF25-B 

125 

2100 

175 

3000 

10 

AF16-B 

100-114 

1760 

184 

3500 

10 

AF16-B 

100-111 

1760 

184 

3000 

12 

12AF19-B 

82-119 

1480 

217 

3000 

12 

12AF19-B 

118-138 

1760 

218 

3500 

12 

12AF19-B 

80-117 

1480 

217 

3500 

12 

12AF19-B 

115-136 

1760 

218 

4000 

12 

12AF19-B 

78-115 

1480 

217 

4000 

12 

12AF19-B 

112-134 

1760 

218 

4500 

12 

12AF19-B 

76-113 

1480 

217 

4500 

12 

12AF19-B 

109-132 

1760 

218 

5000 

12 

12AF19-B 

106-130 

1760 

218 

4000 

10 

AF16-B 

100-108 

1760 

184 

4500 

10 

AF16-B 

100 

1760 

184 

The  additional  pumps  are  similar  to  those  listed  above. 
Their  model  designations  are  the  same,  with  the  addition  of 
an  “H”  suffix.  The  additional  pumps  are  used  for  installations 
with  high  inlet  pressures.  As  such,  they  are  modified  as 
follows : 

1.  The  discharge  flange  complies  with  the  ANSI 
Standard  for  250  psi,  instead  of  the  ANSI  Standard  for 
125  psi. 

2.  The  pump  case  is  40,000  psi  tensile  strength  cast 
iron,  instead  of  30,000  psi  tensile  strength  cast  iron. 
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3.  The  pump  bolting  is  120,000  psi  tensile  strength 
steel,  instead  of  59,000  psi  tensile  strength  steel. 

4.  The  pump  shaft  sleeves  are  stainless  steel  in¬ 
stead  of  bronze. 

5.  The  pump  packing  is  “Crane-11 1M”  instead  of 
“Garlock-730”. 

INSPECTION  AND  TEST:  The_  additional  pumps  have 
been  tested  and  approved  by  Underwriters’  Laboratories  (File 
Ex570). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  25,  1975  and 
amended  through  June  20,  1978  under  Calendar  Number 
241 -74- S A  be  reopened  and  amended  to  include  additional 
fire  pumps  with  model  numbers  as  listed  above  with  the 
addition  of  an  “H”  suffix,  for  use  requiring  high  inlet  pres¬ 
sures,  on  condition  that  all  uses,  locations,  and  installations 
shall  comply  with  the  applicable  requirements  of  the  Building 
Code  of  the  City  of  New  York  and  the  original  resolution 
and  previous  amendments  adopted  under  this  Calendar 
Number. 

The  descriptive  product  information  about  this  item,  in¬ 
cluding  brochures,  catalogues,  bulletins,  etc.,  as  well  as  all 
product  labels,  packaging,  and,  where  possible,  the  item  itself 
shall  be  labeled  with  the  wording:  “Approved  by  the  New 
York  City  Board  of  Standards  and  Appeals  under  Calendar 
Number  241 -74- S A”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


64-77-SA 

APPLICANT — Honeywell,  Incorporated,  owner. 

SUBJECT — To  modify  smoke  detectors. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chariman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
64-77-SA — Amendment  to  resolution  to  modify  smoke  de¬ 
tectors. 

Honeywell,  Incorporated,  Minneapolis,  Minnesota,  re¬ 
quested  that  the  resolution  adopted  June  7,  1977  and  amended 
May  9,  1978  under  Calendar  Number  64-77-SA  be  reopened 
and  amended  to  modify  smoke  detectors. 

PROPOSED  USE:  Smoke  detectors: 


DESCRIPTION  :  The  modifications  of  previously  approved 
detectors,  TC49D/CD100A  and  TC489A/CD300A,  are  as 
follows : 

1.  The  R9  resistors,  6.8  and  12.0  megohms,  will  be 
used  with  a  range  of  resistances  of  3.9  to  12.0  megohms. 

2.  The  plated  source  of  Americium  ions,  currently 
provided  by  Eberline  Instrument  Corporation,  will  be  pro¬ 
vided  at  times  by  U.  L.  approved  alternate  vendors. 

3.  The  thickness  of  the  test  lever  will  be  increased 
from  .005"  to  .008". 

The  modifications  of  previously  approved  detectors,  TC89D/ 
CD200A,  are  as  follows  : 

1.  The  obscuration  will  be  changed  from  1.13%  per 
foot  to  2.5%  per  foot  to  satisfy  U.  L.  requirements  for 
smoldering  fires. 

2.  Equivalent  U.  L.  approved  horns  obtained  from 
other  venders  may  be  used.  Currently  used  horns  are 
Edwards  No.  118-D1,  9VDC,  0.1  amps,  and  Kobishi 
Electric  Company  No.  CLB-23B,  9VDC,  0.095  amps. 
Alternate  models  include  Kobishi  No.  CLB-27,  9VDC, 
0.075  amps. 

3.  The  ionization  chamber  assembly  is  redesigned  to 
produce  better  smoke  distribution. 

4.  The  R6  resistors,  6.8  and  12.0  megohms,  will 
be  used  with  a  range  of  resistances  of  3.9  to  12.0 
megohms. 

5.  The  plated  source  of  Americium  ions,  currently 
provided  by  Eberline  Instrument  Corporation,  will  be 
provided  at  times  by  U.  L.  approved  alternate  vendors. 

6.  The  thickness  of  the  test  lever  will  be  increased 
from  .005"  to  .008". 

INSPECTION  AND  TEST:  The  modifications  listed 
above  have  been  tested  and  approved  by  Underwriters’ 
Laboratories  (File  S1576). 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  7,  1977  and  amended 
May  9,  1978  under  Calendar  Number  64-77-SA  be  reopened 
and  amended  to  include  the  modifications  listed  above  of 
smoke  detectors,  TC49D/CD100A,  TC489A/CD300A, 

TC89D/CD2Q0A,  on  condition  that  all  uses,  locations,  and 
installations  shall  comply  with  the  Building  Code  of  the 
City  of  New  York,  Fire  Prevention  Directives,  and  the 
original  resolution  and  previous  amendment  adopted  under 
this  resolution  and  previous  amendment  adopted  under  this 
Calendar  Number. 

The  descriptive  product  information  about  this  item, 
including  brochures,  catalogues,  bulletins,  etc.,  as  well  as 
all  product  labels,  packaging,  and,  where  possible,  the  item 
itself  shall  be  labeled  with  the  wording :  “Approved  by 
the  New  York  City  Board  of  Standards  and  Appeals  under 
Calendar  Number  64-77-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  corporate 
name,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 
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138-77-SA 

APPLICANT — Kidde  Belleville,  Division  of  Walter  Kidde 
and  Company,  Incorporated. 

SUBJECT — Fire  extinguishing  system. 

APPEARANCES— 

For  Applicant :  William  A.  Scofield  and  Eugene  G.  Miller. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE — 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
138-77-SA — Kidde  Belleville,  Division  of  Walter  Kidde  and 
Company,  Incorporated,  Belleville,  New  Jersey,  filed  for 
approval  of  Kidde  Sentinel  Automatic  KPH  Series  Halon 
1301  Pre-Engineered  Fire  Extinguishing  Systems  under  the 
provisions  ofArticle  17  and  RS  17  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Fire  extinguishing  system. 
DESCRIPTION :  The  system  used  Halon  1301  (bromotri- 
fluorom ethane)  as  its  extinguishing  agent.  The  model  desig¬ 
nations  are  suffixed  with  10,  25,  40,  or  60,  which  represent 
the  charging  capacity,  in  pounds,  of  Halon  1301.  The  steel 
DOT  cylinders  are  pressurized  to  360  psig  with  nitrogen. 
The  cylinders  are  mounted  horizontally  or  vertically.  The 
Halon  1301,  when  released  from  the  cylinders,  provides  total 
flooding  for  protection  against  Class  A,  B,  and  C  fires  in  an 
enclosed  volume.  The  system  uses  either  one  or  two  four-way 
nozzles  or  one,  two,  or  four  side  wall  nozzles.  The  nozzles 
are  made  of  steel,  plated  for  corrosion  protection,  and  pro¬ 
vided  with  self-closing  caps.  The  cylinder  valve  assemblies 
include  an  aluminum  valve  and  piston,  a  syphon  tube, 
threaded  openings  for  a  pressure  gauge,  a  pressure  gauge, 
and  a  safety  release.  Other  components  include  cylinder 
mounting  brackets,  mechanical,  electrical  and  pneumatic  actu¬ 
ators,  and  brass  piping  adaptors  to  connect  the  valve  to 
conventional  piping. 

INSPECTION  AND  TEST :  The  system  has  been  tested 
and  approved  by  Underwriters’  Laboratories  (File  EX2826) 
and  has  been  recommended  for  approval  by  the  Division  of 
Fire  Prevention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Kidde  Sentinel  Automatic  KPH  Series 
Halon  1301  Pre-Engineered  Fire  Extinguishing  Systems  on 
the  following  conditions : 

1.  All  uses,  locations,  and  installations  of  the  equip¬ 
ment  shall  comply  with  the  applicable  requirements  of 
the  Building  Code  and  Chapter  19  of  the  Administrative 
Code  of  the  City  of  New  York  and  the  requirements  of 
Fire  Department  Directive  3-74. 

2.  All  cylinders  used  shall  be  steel  and  DOT  ap¬ 
proved. 

3.  All  cylinders  used  shall  be  hydrostatically  pres¬ 
sure  tested  every  five  years  at  twice  the  working 
pressure  in  accordance  with  the  requirements  of  Section 
C19-91.0  a.l3c  of  the  Administrative  Code. 

4.  The  extinguishing  equipment  shall  be  used  in 
conjunction  with  approved  fire  detection  equipment. 

5.  All  controls  shall  be  clearly  and  permanently 
labeled  to  indicate  their  functions. 

6.  All  manuals  for  the  extinguishing  equipment  shall 
state  that  all  installations  shall  comply  with  the  require¬ 
ments  cited  in  “1”  above  and  the  requirements  of  this 
resolution  and  any  other  resolutions  adopted  Calendar 
Number  138-77-SA. 

7.  The  equipment  shall  be  subject  to  pressure  testing 
of  its  piping  and  functional  operation  testing,  as  required 
by  Fire  Department  Halon  Test  Guidelines. 


The  descriptive  product  information  about  this  item, 
including  brochures,  catalogues,  bulletins,  etc.,  as  well  as  all 
product  labels,  packaging,  and,  where  possible  the  item  itself 
shall  be  labeled  with  the  wording:  “Approved  by  the  New 
York  City  Board  of  Standards  and  Appeals  under  Calendar 
Number  138-77-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and  label¬ 
ing  of  materials,  literature,  catalogues,  bulletins,  and  pack¬ 
aging  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  under  this  Calendar  Number.  Failure  to  notify 
the  Board  of  change  of  ownership,  change  of  corporate  name, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


1-78-SA 

APPLICANT — Dor-O-Matic  of  New  York,  Incorporated, 
owner. 

SUBJECT — Break-away  arm  for  automatic  door  operators. 
APPEARANCES— 

For  Applicant :  Barry  W.  Dugin. 

ACTION  OF  BOARD — Application  Reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1-78-SA — Amendment  to  resolution  to  include  additional 
component  of  automatic  door  operator. 

Dor-O-Matic  of  New  York,  Incorporated,  Chicago,  Illi¬ 
nois,  requested  that  the  resolution  adopted  January  31,  1978 
under  Calendar  Number  1-78-SA  be  reopened  and  amended  to 
include  an  additional  component  of  automatic  door  operators. 
PROPOSED  USE:  Break-away  arm  for  automatic  door 
operators. 

DESCRIPTION :  The  break-away  arm,  Model  1126,  is  used 
with  the  previous  approved  automatic  door  operators.  The 
break-away  arm  is  installed  for  doors  which  are  normally 
operated  by  automatically  swinging  inward.  The  steel  pivot¬ 
ing  arm  allows  such  doors  to  be  opened  manually,  during  an 
emergency,  in  an  outward  direction  by  applying  40  pounds 
of  force. 

INSPECTION  AND  TEST :  The  break-away  arm  has 
been  tested  and  approved  as  a  component  of  automatic  door 
operator  assemblies  by  Underwriters’  Laboratories  (File 
E32300) . 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  31,  1978  under 
Calendar  Number  1-78-SA  be  reopened  and  amended  to 
include  the  Model  1126  break-away  arm  for  doors  which 
normally  swing  open  inwardly  and  use  the  previous  approved 
automatic  door  operators,  on  condition  that  all  uses,  loca- 
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tions,  and  installations  shall  comply  with  the  applicable 
requirements  of  the  Building  Code  of  the  City  of  New  York 
and  the  original  resolution  adopted  under  this  Calendar 
Number;  and  on  further  condition  that  for  each  use  of  the 
break-away  arm,  the  door  for  which  it  is  used  shall  be 
labeled  on  the  interior  side  on  the  side  of  the  door  which 
swings  open :  “In  case  of  emergency,  push  here  for  exit’’ ; 
and  such  doors  shall  not  be  used  to  meet  the  requirements  of 
the  Code  for  required  means  of  egress. 

The  descriptive  product  information  about  this  item,  in¬ 
cluding  brochures,  catalogues,  bulletins,  etc.,  as  well  as  all 
product  labels,  packaging,  and,  where  possible,  the  item  itself 
shall  be  labeled  with  the  wording:  “Approved  by  the  New 
York  City  Board  of  Standards  and  Appeals  under  Calendar 
Number  1-78-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


731-78-SA 

APPLICANT — Robertshaw  Controls  Company,  Control 
Systems  Division,  owner. 

SUBJECT — Fire  alarm  system  equipment. 
APPEARANCES— 

For  Applicant:  Robert  Skaggs. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
731-78-SA — Robertshaw  Controls  Company,  Control  Sys¬ 
tems  Division,  Richmond,  Virginia,  filed  for  approval  of 
Recom  Series  FMS-1000  System  fire  alarm  equipment  under 
the  provisions  of  Article  17  and  RS  17,  RS  17-3 A,  and 
RS  17-3B  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Fire  alarm  system  equipment. 
DESCRIPTION :  The  equipment  provides  hard-wired  or 
multiplexed  systems  for  communication  among  fire  fighters, 
fire  command  stations,  and  occupants  of  buildings.  The  equip¬ 
ment  is  interfaced  with  approved  fire  alarm  components. 
The  FMS-1000  Series  equipment  is  used  when  it  is  required 
for  the  system  to  comply  with  Local  Law  No.  5-1973, 
concerning  Class  E  systems. 

The  components  are  as  follows : 


Item 

F514-1 

F520-2 

F520-3 

F522 

F524 

F524-4 

F524-1 

F524-2 

F524-3 

F524-5 

F525-1 

F526-1 

F528-75 

F528-125 

F528-250 

F529-125 

F529-250 

F532,  F534 

F560-3 

F560-5 

F551-1 

F500 

F501-16 

F501-11 

F501-12 

F501-14 

F501-15 

F502-50 

F502-20 

F510-1 

F510-2 

F510-3 

F510-4 

F5 10-41 


Description 

Microphone,  Telephone  Panel 

Telephone  (Warden  Station)  Select  Switch 

Panel 

Audio  Select  Switch  Panel 
Annunciator  Panel 
Audio  Input  Rack  Assembly 
Audio  Input  Board 
20  Hz  Oscillator  Board 
Alarm  Tone  Generator  Board 
Page  Input  Board 
Tape  Dedc  Monitor  Board 
System  Power  Supply 
Telephone  Power  Supply 
75  Watt  Amplifier 
125  Watt  Amplifier 
250  Watt  Amplifier 
125  Watt  Amplifier 
250  Watt  Amplifier 
Amplifier  Monitor  Rack 
3  Cartridge  Tape  Machine 
5  Cartridge  Tape  Machine 
Break  Glass  Phone  Jack 
(RMP)  Basic  Field  Cabinet  Assembly  with 
Power  Supply  and  Motherboard 
(RCM)  Remote  Control  Modem  Module 
(4ZM)  4  Zone  Class  B  Monitoring  Module 
(2ZM)  2  Zone  Class  A  Monitoring  Module 
(4ZR)  4  Zone  Relay  Output  Module 
(2ZR)  2  Zone  Supervised  Relay  Output 
Module 

(PS-1)  Auxiliary  24  Volt  4  Amp  Power 

Supply 

(BATT-1)  12  Volt  1.5  AH  Gel  Type  Battery 
(CPU)  Central  Processing  Unit 
(OCM)  Operator  Control  Module 
(PCM)  Printer/Clock  Module 
(PAM)  Point  Annunciator  Module 
(ANN)  16-point  Annunciator  Module 


INSPECTION  AND  TEST:  The  equipment  has  been 
tested  and  approved  by  Underwriters’  Laboratories  (Files 
S1657  and  S1837)  and  has  been  recommended  for  approval 
by  the  Division  of  Fire  Prevention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Recom  Series,  FMS-1000  System  fire 
alarm  equipment,  with  components  as  listed  above,  and  for 
use  in  meeting  the  requirements  of  Local  Law  No.  5-1973 
for  Class  E  systems,  under  the  provisions  of  Article  17  and 
RS  17,  RS  17-3A,  and  RS  17-3B  of  the  Building  Code  of  the 
City  of  New  York  on  the  following  conditions: 

1.  The  control  panels  shall  be  painted  red. 

2.  The  control  panels  shall  be  properly  labeled  and 
identified. 

3.  The  control  panels  shall  be  grounded  with  at  least 
a  No.  10  ground  conductor. 

4.  The  ring  back  feature  on  the  trouble  silencing 
switch  shall  be  mandatory. 

5.  The  control  panels  shall  have  no  knock-outs  on 

top. 

6.  All  uses,  locations  and  installations  of  the  equip¬ 
ment  shall  comply  with  the  applicable  requirements  of 
Article  17  and  RS  17  of  the  Building  Code  and  Chapter 
19  of  the  Administrative  Code  of  the  City  of  New  York 
and  Fire  Prevention  Directives. 

The  descriptive  product  information  about  this  item,  in¬ 
cluding  brochures,  catalogues,  bulletins,  etc.,  as  well  as  all 
product  labels,  packaging,  and,  where  possible,  the  item  itself 
shall  be  labeled  with  the  wording:  “Approved  by  the  New 
York  City  Board  of  Standards  and  Appeals  under  Calendar 
Number  731-78-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
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Board,  certifying  that  materials,  processes,  controls  and  label¬ 
ing  of  materials,  literature,  catalogues,  bulletins,  and  pack¬ 
aging  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  under  this  Calendar  Number.  Failure  to  notify 
the  Board  of  change  of  ownership,  change  of  corporate  name, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


77-79-SM 

APPLICANT — Venco  Products,  Incorporated,  owner. 
SUBJECT — \l/2  hour  fire  rated  fire  dampers. 

APPEARANCES— 

For  Applicant :  B.  Gisonda. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
77-79-SM — Venco  Products,  Incorporated,  Warrington, 
Pennsylvania,  filed  for  approval  of  Venco  fire  rated  fire 
dampers,  Models  203A,  203B,  and  203C,  under  the  provisions 
of  Articles  5  and  13  and  RS  5  and  13  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE :  \l/2  hour  fire  rated  fire  dampers. 
DESCRIPTION :  The  1 54  hour  fire  rated  dampers  are 
curtain  type  which  may  be  mounted  either  horizontally  or 
vertically.  The  horizontally  mounted  dampers  have  a  maxi¬ 
mum  size  of  individual  dampers  of  60"  in  height  by  34%"  in 
width  and  a  maximum  assembly  size  of  60"  in  height  by 
10 33/4"  in  width  (three  dampers  side-by-side).  The  vertically 
mounted  dampers  have  a  maximum  individual  size  of  48"  in 
height  by  48"  in  width. 

The  dampers  consist  of  a  frame,  blades,  and  blade  opera¬ 
tors.  The  sides  and  bottom  of  the  frame  is  No.  22  gauge 
galvanized  steel,  5%"  deep,  with  a  x  3-13/16"  integrally 
formed  channel.  The  head  of  the  frame  is  No.  20  gauge 
painted  steel.  The  blades  are  interlocking  type,  and  are  No. 
20  gauge  painted  steel  and  3-9/16"  wide. 

Two  types  of  operators  to  close  the  blades  are  used.  A 
fusible  link  (160°,  212°,  or  360°F.  rating)  can  be  used  to  hold 
open  the  blades.  When  the  link  melts,  the  blades  are  released 
and  fall  closed.  The  other  operator  is  a  115  volt  motor.  The 
blades  are  held  open  by  the  motor.  When  the  motor  receives 
a  signal  from  an  interconnected  fire  alarm  device  or  when  the 
motor  loses  power,  the  blades  are  released  and  fall  closed. 
The  dampers  which  use  the  motor  operator  are  of  a  maximum 
size  of  30"  in  height  by  30"  in  width. 

INSPECTION  AND  TEST :  The  fire  dampers  described 
above  have  been  tested  and  approved  with  a  ll/2  hour  fire 
rating  by  Underwriters’  Laboratories  (Files  R6924  and 
R8403). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Venco  \l/2  hour  fire  rated  fire  dampers, 


Models  203A,  203B,  and  203C,  as  described  above,  under  the 
provisions  of  Articles  5  and  13  and  RS  5  and  13  of  the  Build¬ 
ing  Code  of  the  City  of  New  York,  on  condition  that  all  uses, 
locations,  and  installations  of  the  dampers  shall  comply  with 
the  applicable  requirements  of  the  Building  Code. 

The  descriptive  product  information  about  this  item,  includ¬ 
ing  brochures,  catalogues,  bulletins,  etc.,  as  well  as  all  product 
labels,  packaging,  and,  where  possible,  the  item  itself  shall  be 
labeled  with  the  wording:  “Approved  by  the  New  York  City 
Board  of  Standards  and  Appeals  under  Calendar  Number 
77-79-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of  the 
product  manufactured,  shall  be  filed  annually  with  this  Board, 
certifying  that  materials,  processes,  controls  and  labeling  of 
materials,  literature,  catalogues,  bulletins,  and  packaging  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
under  this  Calendar  Number.  Failure  to  notify  the  Board  of 
change  of  ownership,  change  of  corporate  name,  change  of 
address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


159-79-SA 

APPLICANT — Central  Sprinkler  Corporation,  owner. 
SUBJECT — Automatic  sprinkler  head. 

APPEARANCES— 

For  Applicant:  Robert  C.  Worthington. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
159-79-SA — Central  Sprinkler  Corporation,  Lansdale,  Penn¬ 
sylvania,  filed  for  approval  of  the  “On-Off”  Automatic 
Sprinkler  under  the  provisions  of  Article  17  and  RS  17  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Automatic  sprinkler  head. 
DESCRIPTION :  The  sprinkler  is  a  pendent  type  with  a 
temperature  rating  of  165°F.  The  orifice  and  thread  sizes 
are  both  l/2".  Chrome  and  brass  finishes  are  available.  The 
pressure  rating  in  175  psi. 

The  sprinkler  is  operated  by  a  mechanism  which  includes 
a  sealed  chamber  with  wax,  a  cylinder,  and  a  pivoting  disc. 
The  heat  of  a  fire  melts  the  wax  and  causes  it  to  expand 
against  the  cylinder.  The  cylinder  pivots  the  disc,  which 
causes  the  flow  of  water.  If  the  fire  is  controlled  and  cooling 
occurs,  the  wax  solidifies  and  the  cylinder  and  disc  which 
is  spring  loaded,  retract  to  their  original  positions.  This 
closes  off  the  flow  of  water,  which  prevents  any  unnecessary 
water  damage  after  the  fire  is  out.  The  sprinkler  head  is 
replaced  after  it  has  been  used  in  a  fire. 
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INSPECTION  AND  TEST :  The  sprinkler  head  has  been 
tested  and  approved  by  Underwriters’  Laboratories  (File 
EX3180). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  t'  e  approval  cf  the  Central  Sprinkler  “On  Off”  Auto¬ 
matic  Sprinkler  under  the  provisions  of  Article  17  and  RS17 
of  the  Building  Code  of  the  City  of  New  York,  on  condition 
that  all  uses,  locations,  and  installations  shall  comply  with 
the  applicable  requirements  of  the  Building  Code.  The 
sprinkler  head  shall  be  replaced  after  it  has  been  used  in  a 
fire. 

The  descriptive  product  information  about  this  item, 
including  brochures,  catalogues,  bulletins,  etc.,  as  well  as  all 
product  labels,  packaging,  and,  where  possible,  the  item  itself 
shall  be  labeled  with  the  wording:  “Approved  by  the  New 
York  City  Board  of  Standards  and  Appeals  under  Calendar 
Number”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes,  controls  and 
labeling  of  materials,  literature,  catalogues,  bulletins,  and 
packaging  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


164-79-GR 

APPLICANT — The  City  of  New  York  Board  of  Standards 
and  Appeals. 

SUBJECT — Applicability  of  Reference  Standard  RS  18-1 
(Safety  Code  for  Elevators,  Dumbwaiters,  Escalators,  and 
Moving  Walks)  of  the  Building  Code  of  the  City  of  New 
York  to  approvals  of  relevant  equipment  adopted  by  the 
Board  before  February  20,  1979. 

APPEARANCES— 

For  Administration :  Irving  Polsky,  P.E.,  Dept,  of  Bldg. 
ACTION  OF  BOARD — Approved  in  accordance  with  the 
report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
164-79-GR — Applicability  of  Reference  Standard  RS  18-1 
(Safety  Code  for  Elevators,  Dumbwaiters,  Escalators,  and 
Moving  Walks)  of  the  Building  Code  of  the  City  of  New 
York  to  approvals  of  relevant  equipment  adopted  by  the 
Board  before  February  20,  1979. 

Whereas,  the  requirements  of  Calendar  Number  72-79- 
BCR,  adopted  by  the  Board  on  February  20,  1979  to  revise 
Reference  Standard  RS  18-1  of  the  Building  Code,  were  not 
made  applicable  to  relevant  equipment  approved  by  the  Board 
before  February  20,  1979  and  all  installations  thereafter ;  and 


Whereas,  the  Board  deems  it  necessary  and  in  the  public 
interest  to  make  these  requirements  applicable  to  approvals 
of  all  relevant  equipment; 

Resolved,  that  by  virtue  of  the  powers  vested  in  the  Board 
by  Section  666.2  of  the  City  Charter,  the  Board  hereby  makes 
the  requirements  of  the  revised  Reference  Standard  RS  18-1 
of  the  Building  Code  applicable  to  approvals  of  relevant  equip¬ 
ment  approved  by  the  Board  before  February  20,  1979  and 
all  installations  thereafter. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  general  resolution  in  accordance  with  the 
above  report. 


39-79-SM 

APPLICANT — Walcon  Corporation,  owner. 

SUBJECT — Facing  units  and  liner  units  as  components  of 
two  hour  fire  rated  non-load  bearing  wall  assemblies. 

APPEARANCES— 

For  Applicant:  Ronald  Finamorg  and  John  Bard. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 

ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at 
2  P.M.,  for  continued  hearing,  additional  information  to 
be  submitted. 

415-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  9,  1978— appeal  from  a  decision 
of  the  Borough  Superintendent  re-  proposed  use  of  drywells 
for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 308  South  Railroad  Avenue, 
smith  side,  328.62  feet  east  of  Lexa  Place,  Block  6324,  Lot 
175,  Huguenot,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
d:  ted  June  5,  1978,  on  N.B.  Applic.  #44/78,  reads: 

“1.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of 
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the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off-site 
per  Reference  Standard  RS-16,  Section  P110.2(c)(2) 
Administrative  Building  Code.” 
and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  consisting  of  Commissioner  John  Walsh,  P.E.  and 
Commissioner  John  Cincotta  which  recommended  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  5,  1978,  acting  on  N.B.  Applic.  #44/78,  Objection 
No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  volume  of  the  dry 
wells  be  of  sufficient  capacity  to  contain  3  inches  of  water 
over  the  roof  area  same  to  be  verified  by  the  Department  of 
Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  percent  of  the  volume  required,  a 
minimum  of  75  percent  of  volume  to  be  within  the  dry  wells; 
that  when  a  storm  sewer  is  constructed  in  the  street  fronting 
this  site,  the  structure  then  will  connect  to  such  sewer;  that 
the  dry  wells  will  be  maintained  in  a  properly  operating 
manner;  that  the  dry  wells  are  to  be  located  so  as  to  allow 
on-site  runoff  to  occur  as  close  as  possible  to  the  natural  flow 
permitting  the  least  disruption  of  trees  and  natural  features: 
that  the  requirements  of  Local  Law  #7/1974  are  also  waived 
as  to  storm  water  falling  on  the  street  on  which  this  building 
fronts  (refer  to  Corporation  Counsel  opinion  108,539,  dated 
September  9,  1977)  ;  and  on  further  condition  that  the  build¬ 
ing  shall  substantially  conform  to  drawings,  marked  “Re¬ 
ceived  Tune  9,  1978”,  2  sheets,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


416-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion,  owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 318  South  Railroad  Avenue, 
south  side,  224.63  feet  east  of  Lexa  Place,  Block  6324,  Lot 
180,  Huguenot,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  5,  1978,  on  N.B.  Applic.  #45/78,  reads: 

“1.  The  proposed  building  represents  more  than 
one  commencement  within  the  last  three  years  on  a 
block  which  is  developed  with  buildings  on  less  than 
75%  of  the  lots  and  no  public  storm  sewers  into  which 
discharge  is  feasible  is  located  within  500  feet  of  the 
property.  Therefore,  at  least  50%  of  storm  water  falling 
on  the  subject  property  must  be  conveyed  for  disposal 
off-site  per  Reference  Standard  RS-16,  Section  PI  10.2 
(c)  (2)  Administrative  Building  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  consisting  of  Commissioner  John  Walsh,  P.E. 
and  Commissioner  John  Cincotta  which  recommended  that 
the  appeal  be  granted  under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  5,  1978,  acting  on  N.B.  Applic.  #45/78,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  3  inches  of 
water  over  the  roof  area  same  to  be  verified  by  the  Depart¬ 
ment  of  Buildings;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in 
the  street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  dry  wells  are  to  be 
located  so  as  to  allow  on-site  runoff  to  occur  as  close  as 
possible  to  the  natural  flow  permitting  the  least  disruption 
of  trees  and  natural  features ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corpora¬ 
tion  Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and 
on  further  condition  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  June  9,  1978”,  2 
sheets  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


417-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  9,  1978— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 328  South  Railroad  Avenue, 
south  side,  134.63  feet  east  of  Lexa  Place,  Block  6324,  Lot 
185,  Huguenot,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  5,  1978,  on  N.B.  Applic.  #46/78,  reads: 

“1.  The  proposed  building  represents  more  than 
one  commencement  within  the  last  three  years  on  a 
blo~k  which  is  developed  with  buildings  on  less  than 
75%  of  the  lots  and  no  public  storm  sewers  into  which 
discharge  is  feasible  is  located  within  500  feet  of  the 
property.  Therefore,  at  least  50%  of  storm  water  falling 
on  the  subject  property  must  be  conveyed  for  disposal 
off-site  per  Reference  Standard  RS-16,  Section 
PI  10.2(c)  (2)  Administrative  Building  Code.” 
and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  consisting  of  Commissioner  John  Walsh,  P.E.  and 
Commissioner  John  Cincotta  which  recommended  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  5,  1978,  acting  on  N.B.  Applic.  #46/78,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  3  inches  of 
water  over  the  roof  area  same  to  be  verified  by  the  Depart¬ 
ment  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
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street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  prop¬ 
erly  operating  manner ;  that  the  dry  wells  are  to  be  located 
so  as  to  allow  on-site  runoff  to  occur  as  close  as  possible  to 
the  natural  flow  permitting  the  least  disruption  of  trees  and 
natural  features ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  June  9,  1978”,  2  sheets 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


418-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 340  South  Railroad  Avenue, 
southeast  corner  of  Lexa  Place,  Block  6324,  Lot  190, 
Huguenot,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  5,  1978,  on  N.B.  Applic.  #47/78,  reads: 

“1.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off -site 
per  Reference  Standard  RS-16,  Section  P110.2(c)  (2) 
Administrative  Building  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  consisting  of  Commissioner  John  Walsh  P.E.  and 
Commissioner  John  Cincotta  which  recommended  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  5,  1978,  acting  on  N.B.  Applic.  #47/78,  Objection 
No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  volume  of  the 
dry  wells  be  of  sufficient  capacity  to  contain  3  inches  of 
water  over  the  roof  area  same  to  be  verified  by  the  Depart¬ 
ment  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as  long 
as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a  prop¬ 
erly  operating  manner ;  that  the  dry  wells  are  to  be  located 
so  as  to  allow  on-site  runoff  to  occur  as  close  as  possible  to 
the  natural  flow  permitting  the  least  disruption  of  trees  and 
natural  features ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  June  9,  1978”,  2  sheets ;  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


419-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dabe  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 307  South  Railroad  Avenue, 
north  side,  1008.80  feet  west  of  Albee  Avenue,  Block  6324, 
Lot  201,  Huguenot,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  11,  1978,  on  N.B.  Applic.  #1/78,  reads: 

“1.  The  proposed  building  represents  more  than 
one  commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off-site 
per  Reference  Standard  RS-16,  Section  P110.2(c)  (2) 
Administrative  Building  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  consisting  of  Commissioner  John  Walsh,  P.E.  and 
Commissioner  John  Cincotta  which  recommended  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  11,  1978,  acting  on  N.B.  Applic.  #1/78,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  3  inches  of 
water  over  the  roof  area,  same  to  be  verified  by  the  Depart¬ 
ment  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner;  that  the  dry  wells  are  to  be 
located  so  as  to  allow  on-site  runoff  to  occur  as  close  as 
possible  to  the  natural  flow  permitting  the  least  disruption 
of  trees  and  natural  features ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corpora¬ 
tion  Counsel  opinion  108,539  dated  September  9,  1977)  ;  and 
on  further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  June  9,  1978”,  2  sheets ; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 

420-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tausk, 

owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 317  South  Railroad  Avenue, 
north  side,  1110.13  feet  west  of  Albee  Avenue,  Block  6324, 
Lot  206,  Huguenot,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  David  C.  Winters. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  11,  1978,  on  N.M.  Applic.  #2/78,  reads: 

“1.  The  proposed  building  represents  more  than 
one  commencement  within  the  last  three  years  on  a 
block  which  is  developed  with  buildings  on  less  than 
75%  of  the  lots  and  no  public  storm  sewers  into  which 
discharge  is  feasible  is  located  within  500  feet  of  the 
property.  Therefore,  at  least  50%  of  storm  water  falling 
on  the  subject  property  must  be  conveyed  for  disposal 
off-site  per  Reference  Standard  RS-16,  Section 
P110.2(c)(2)  Administrative  Building  Code.” 
and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  consisting  of  Commissioner  John  Walsh,  P.E.  and 
Commissioner  John  Cincotta  which  recommended  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  11,  1978,  acting  on  N.B.  Applic.  #2/78,  Objection 
No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  volume  of  the  dry 
wells  be  of  sufficient  capacity  to  contain  3  inches  of  water 
over  the  roof  area,  same  to  be  verified  by  the  Department  of 
Buildings ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  wells  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25  percent  of  the  volume  required, 
a  minimum  of  75  percent  of  volume  to  be  within  the  dry 
wells ;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer;  that  the  dry  wells  will  be  maintained  in  a  properly 
operating  manner;  that  the  dry  wells  are  to  be  located  so  as 
to  allow  on-site  runoff  to  occur  as  close  as  possible  to  the 
natural  flow  permitting  the  least  disruption  of  trees  and 
natural  features ;  that  the  requirements  of  Local  Law 
#7/1974  are  also  waived  as  to  storm  water  falling  on  the 
street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and 
on  further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  ‘‘Received  June  9,  1978”,  2  sheets ; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 

421-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tausk, 
owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 32 7  South  Railroad  Avenue, 
north  side,  1210.13  feet  west  of  Albee  Avenue,  Block  6324, 
Lot  211,  Huguenot,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  11,  1978,  on  N.B.  Applic.  #3/78,  reads: 

“1.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 


which  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off-site 
per  Reference  Standard  RS-16,  Section  P110.2(c)  (2) 
Administrative  Building  Code.” 

and 

W hereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  consisting  of  Commissioner  John  Walsh,  P.E. 
and  Commissioner  John  Cincotta  which  recommended  that 
the  appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  11,  1978,  acting  on  N.B.  Applic.  #3/78,  Objection 
No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  volume  of  the 
dry  wells  be  of  sufficient  capacity  to  contain  3  inches  of 
water  over  the  roof  area,  same  to  be  verified  by  the  Depart¬ 
ment  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within 
the  dry  wells;  that  when  a  storm  sewer  is  constructed  in 
the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  dry  wells  are  to  be 
located  so  as  to  allow  on-site  runoff  to  occur  as  close  as 
possible  to  the  natural  flow  permitting  the  least  disruption 
of  trees  and  natural  features ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  June  9,  1978”,  2 
sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


422-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tausk, 
owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 337  South  Railroad  Avenue, 
north  side,  1310.13  feet  west  of  Albee  Avenue,  Block  6324, 
Lot  216,  Huguenot,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  11,  1978,  on  N.B.  Applic.  #4/78,  reads: 

“1.  The  proposed  building  represents  more  than 
one  commencement  within  the  last  three  years  on  a 
block  which  is  developed  with  buildings  on  less  than 
75%  of  the  lots  and  no  public  storm  sewers  into  which 
discharge  is  feasible  is  located  within  500  feet  of  the 
property.  Therefore,  at  least  50%  of  storm  water  falling 
on  the  subject  property  must  be  conveyed  for  disposal 
off-site  per  Reference  Standard  RS-16,  Section  PI  10.2 
(c)  (2)  Administrative  Building  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  consisting  of  Commissioner  John  Walsh,  P.E. 
and  Commissioner  John  Cincotta  which  recommended  that 
the  appeal  be  granted  under  certain  conditions. 
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Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  11,  1978,  acting  on  N.B.  Applic.  #4/78,  Objection 
No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  volume  of  the 
dry  wells  be  of  sufficient  capacity  to  contain  3  inches  of  water 
over  the  roof  area,  same  to  be  verified  by  the  Department  of 
Buildings ;  that  the  volume  of  voids  of  selected  gravel 
carefully  placed  under  and  to  the  sides  of  the  dry  wells  may 
be  used  to  satisfy  the  required  retained  volume  as  long  as 
it  represents  not  more  than  25  percent  of  the  volume  re¬ 
quired,  a  minimum  of  75  percent  of  volume  to  be  within  the 
dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  dry  wells  are  to  be 
located  so  as  to  allow  on-site  runoff  to  occur  as  close  as 
possible  to  the  natural  flow  permitting  the  least  disruption 
of  trees  and  natural  features;  that  the  requirements  of 
Local  Law  #7/1974  are  also  waived  as  to  storm  water 
falling  on  the  street  on  which  this  building  fronts  (refer  to 
Corporation  Counsel  opinion  108,539,  dated  September  9, 
1977)  ;  and  on  farther  condition  that  the  building  shall  sub¬ 
stantially  conform  to  drawings,  marked  “Received  June  9, 
1978”,  2  sheets ;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


423-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tausk, 
owner. 

SUBJECT — Application  June  9,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 347  South  Railroad  Avenue, 
north  side,  1410.13  feet  west  of  Albee  Avenue,  Block  6325, 
Lot  221,  Huguenot,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  11,  1978,  on  N.B.  Applic.  #5/78,  reads: 

“1.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off-site 
per  Reference  Standard  RS-16,  Section  PI  10.2(c)  (2) 
Administrative  Building  Code.” 

and 

Whereas,  a  site  evaluation  was  made  by  a  committee  of 
the  Board  consisting  of  Commissioner  John  Walsh,  P.E.  and 
Commissioner  John  Cincotta  which  recommended  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  11,  1978,  acting  on  N.B.  Applic.  #5/78,  Objection 
No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  volume  of  the 
dry  wells  be  of  sufficient  capacity  to  contain  3  inches  of 
water  over  the  roof  area,  same  to  be  verified  by  the  Depart¬ 
ment  of  Buildings ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25  percent  of  the 
volume  required,  a  minimum  of  75  percent  of  volume  to  be 


within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  that  the  dry  wells  will  be  maintained  in  a 
properly  operating  manner ;  that  the  dry  wells  are  to  be 
located  so  as  to  allow  on-site  runoff  to  occur  as  close  as 
possible  to  the  natural  flow  permitting  the  least  disruption  of 
trees  and  natural  features ;  that  the  requirements  of  Local 
Law  #7/1974  are  also  waived  as  to  storm  water  falling  on 
the  street  on  which  this  building  fronts  (refer  to  Corporation 
Counsel  opinion  108,539,  dated  September  9,  1977)  ;  and  on 
further  condition  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received,  June  9,  1978”,  2  sheets;  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


209-78-A 

APPLICANT — Albert  Melniker  for  Frank  Tambakis, 
Nicholas  and  Ann  Tambakis,  owners. 

SUBJECT— Application  March  30,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 2145  Richmond  Avenue,  east 
side,  11.74  feet  south  of  Rockland  Avenue,  Block  2360, 
Lot  54,  New  Springville,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Decision  deferred  to  May  8,  1979, 
at  2  P.M.,  hearing  closed. 


692-78-A 

APPLICANT— David  Nathanson  d/b/a  MLN  Associates, 
owner. 

SUBJECT — Application  August  17,  1978 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  installation  of  sprinkler 
system. 

PREMISES  AFFECTED— 589/599  East  New  York  Ave¬ 
nue  and  548/554  Lefferts  Avenue,  southwest  corner,  Block 
1332,  Lot  38,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  David  A.  Field. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Decision  deferred  to  April  3,  1979, 
at  2  P.M.,  hearing  closed. 


904-78-A 

APPLICANT — Jerome  H.  Levitt  for  Anthony  Scotto  and 
Edward  Taglianetti,  owner. 

SUBJECT — Application  October  16,  1978 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street.  Proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 4465  Arthur  Kill  Road,  north 
side,  583  feet  east  of  Kreischer  Street,  Block  7590,  Lot  64, 
Tottenville,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Jerome  H.  Levitt. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 


ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at 
2  P.M.  for  decision,  hearing  closed. 
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939-78- A 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 

OWNER  OF  PREMISES— Demetries  Drallios. 

SUBJECT — Application  October  24,  1978 — for  Modification 
of  Certificate  of  Occupancy  #Q  189545  re-  sprinkler  system. 

PREMISES  AFFECTED— 147-24  Northern  Boulevard, 
south  side,  150  feet  west  of  149th  Street,  Block  5016,  Lot 
33,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  R.  J.  Ellis. 

For  Owner :  Morton  S.  Cahn. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 


ACTION  OF  BpARD— Laid  over  to  March  27,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


952-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte 
Corporation,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Quaker  Maid  Anti-Freeze 
Coolant”  in  one  gallon  polyethylene  bottle  with  child  proof 
plastic  cap  with  heat  sealed  metail  foil,  container  not  in 
compliance  with  the  regulation  of  the  Administrative  Code 
of  the  City  of  New  York. 

APPEARANCES— 

For  Applicant:  John  F.  Yaeger. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 


ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


953-78-BZ 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte 
Corporation,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Pennzoil  Anti-Freeze  and 
Coolant”  in  one  gallon  polyethylene  bottle  with  child  proof 
plastic  cap,  container  not  in  compliance  with  the  regulation 
of  the  Administrative  Code  of  the  City  of  New  York. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 


ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at  2 
P.M.,  for  decision,  hearing  closed. 


954-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte 
Corporation,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Quaker  State  Anti-Freeze  and 
Coolant  Concentrate”  in  one  gallon  polyethylene  bottle  writh 
child  proof  plastic  cap,  container  not  in  compliance  with  the 
regulation  of  the  Administrative  Code  of  the  City  of  New 
York. 


THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 


ACTION  OF  BOARD— Laid  over  to  April  3,  1979,  at  2 
P.M.,  for  decision,  hearing  closed. 


955-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Big  A  Anti-Freeze  and  Cool¬ 
ant”  in  one  gallon  polyethylene  bottle  with  child-proof  cap, 
container  not  in  compliance  with  the  regulation  of  the 
administrative  code  of  the  City  of  New  York. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 


ACTION  OF  BOARD— Laid  over  to  April  3,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


956-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT— Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “GMP  Permanent  Type  Anti- 
Freeze  Coolant”  in  one  gallon  polyethylene  bottle  with 
child-proof  cap,  container  not  in  compliance  with  the  regu¬ 
lation  of  the  administrative  code  of  the  City  of  New  York. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 


ACTION  OF  BOARD— Laid  over  to  April  3,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


957-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “NAPA  Permanent  Anti-Freeze 
and  Summer  Coolant”  in  one  gallon  polyethylene  bottle  with 
child  proof  plastic  cap,  container  not  in  compliance  with  the 
regulation  of  the  Administrative  Code  of  the  City  of  New 
York. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 


ACTION  OF  BOARD— Laid  over  to  April  3,  1979,  at  2 
P.M.,  for  decision;  hearing  closed. 


958-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Kendall  Anti-Freeze  Summer 
Coolant  All-Season”  in  one  gallon  polyethylene  bottle  with 


425 


MINUTES 


child-proof  cap,  container  not  in  compliance  with  the  regula¬ 
tions  of  the  Administrative  Code  of  the  City  of  New  York. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD— Laid  over  to  April  3,  1979,  at  2 
P.M.,  for  decision;  hearing  closed. 


959-78-A 

APPLICANT — John  F.  Yager  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Mobil  Permazone  Anti-Freeze 
and  Collant”  in  one  gallon  polyethylene  bottle  with  child¬ 
proof  plastic  cap  with  heat  sealed  foil  liner,  container  not 
in  compliance  with  the  regulation  of  the  Administrative 
Code  of  the  City  of  New  York. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 


ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


960-78- A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Firestone  Frigitone  Anti- 
Freeze  rnd  Summer  Coolant”  in  one  gallon  polyethylene 
bottle  with  child-proof  cap,  container  not  in  compliance 
with  the  regulation  of  the  Administrative  Code  of  the  City 
of  New  York. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 


ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at 
2  P.M.,  for  decision;  hearing  closed. 


961-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte 
Corporation,  owner. 

SUBJECT — Application  November  8,  1978— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Sno-Flo  Year  Round  Protec¬ 
tion  Anti-Freeze  and  Coolant”  in  one  gallon  polyethylene 
bottle  with  child  proof  plastic  cap,  container  not  in  com¬ 
pliance  with  the  regulation  of  the  Administrative  Code  of 
the  City  of  New  York. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 


ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


962-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte 
Corporation,  owner. 


SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “UDS  Year  Round  Anti-Freeze 
and  Coolant”  in  one  gallon  polyethylene  bottle  with  child 
proof  plastic  cap,  container  not  in  compliance  with  the 
regulation  of  the  Administrative  Code  of  the  City  of  New 
York. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

ACTION  OF  BOARD— Laid  over  to  April  3,  1979,  at  2 
P.M.,  for  decision,  hearing  closed. 


963-78-A 

APPLICANT— John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT— Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Valvoline  Permanent  Anti- 
Freeze  and  Summer  Coolant”  in  one  gallon  polyethylene 
bottle  with  child-proof  plastic  cap,  container  not  in  com¬ 
pliance  with  the  regulation  of  the  Administrative  Code  of 
the  City  of  New  York. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 


ACTION  OF  BOARD— Laid  over  to  April  3,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


964-78- A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Western  Auto  Permanent  Anti- 
Freeze  and  Summer  Coolant”  in  one  gallon  polyethylene 
bottle  with  child-proof  plastic  cap,  container  not  in  com¬ 
pliance  with  the  regulation  of  the  Administrative  Code  of 
the  City  of  New  York. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 


ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


965-78-A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “J.  C.  Penney  Anti-Freeze 
Summer  Coolant”  in  one  gallon  polyethylene  bottle  with 
child-proof  plastic  cap,  container  not  in  compliance  with 
the  regulation  of  the  Administrative  Code  of  the  City  of 
New  York. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 


ACTION  OF  BOARD — Laid  over  to  April  3,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 
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966-7 8- A 

APPLICANT — John  F.  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  8,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Mr.  Motor  Concentrated  All 
Season  Anti-Freeze  and  Summer  Coolant”  in  one  gallon 
polyethylene  bottle  with  child-proof  plastic  cap,  container 
not  in  compliance  with  the  regulation  of  the  Administrative 
Code  of  the  City  of  New  York. 

THE  VOTE  TO  CLOSE  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative : .  0 


ACTION  OF  BOARD— Laid  over  to  April  3,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 


1073-78-A 

APPLICANT — A.  H.  Salkowitz  and  Carl  Heimberger  for 
Allied  Manor  Road  Company,  owner. 

SUBJECT — Application  November  13,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 800  Manor  Road,  west  side,  120 
feet  north  of  Manor  Road,  Block  752,  Lot  1,  Castleton 
Corners,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Carl  Heimberger. 

ACTION  OF  BOARD — -Laid  over  to  April  3,  1979,  at 
2  P.M.,  for  continued  hearing,  additional  information  to  be 
submitted. 


1074-78-A 

APPLICANT — Leonard  F.  Rothkrug  for  Pamela  Equities 
Corporation,  owner. 


SUBJECT — Application  November  14,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED— 39  Whitehall  Street,  southeast 
corner  of  Pearl  Street,  Block  8,  Lot  32,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  April  10,  1979,  at 
2  P.M.,  for  hearing  at  the  request  of  the  applicant. 


1078-78-A 

APPLICANT — Joseph  B.  Schwartz  for  Peter  Orosz  and 
Leslie  Pajor,  owners. 

SUBJECT — Application  November  14,  1978 — review  and 
interpretation  of  zoning  matter. 

PREMISES  AFFECTED — 230  East  53rd  Street,  southwest 
corner  of  Second  Avenue,  Block  1326,  Lot  36,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Schwartz. 

For  Administration :  Irving  Polsky,  P.E.,  Dept,  of  Bldg., 
Steven  Stein,  City  Planning  Commission. 

THE  VOTE  TO  REOPEN  HEARING— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  VOTE  TO  CLOSE  HEARING— 


Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  . 0 

ACTION  OF  BOARD— Laid  over  to  March  27,  1979,  at 
2  P.M.,  for  decision,  hearing  closed. 

Adjourned:  4:20  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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CORRECTION* 

The  resolution  adopted  February  6,  1979  and  printed  in 
Bulletin  No.  7,  Volume  LXIV  under  Calendar  Number  706- 
78-A  is  hereby  corrected  to  read  as  follows : 

706-78-A 

APPLICANT — DeMert  and  Dougherty,  Incorporated, 
owner. 

SUBJECT — Application  August  25,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Heet”,  in  12  ounce  plastic  con¬ 
tainer  with  Snap-on  lid  with  foil  seal,  container  not  in 
compliance  with  the  Regulations  of  the  Administrative 
Code  of  the  City  of  New  York. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  13,  1978,  on  Folder  #122-1349  I.M.,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Heat’  a  Flammable  Mixture  with 
a  flash  point  below  80°F  (TOC)  in  containers  as  fol¬ 
lows  :  12  fl.  oz.  plastic  with  Snap-on  lid  with  foil  seal  is 
Disapproved.  Such  containers  are  not  in  compliance 
with  our  regulations  to  wit:  Sec.  C19-59.0.C  of  the  New 
York  City  Administrative  Code  requires  that  containers 
of  this  size  for  flammable  mixtures  be  of  metal  with  re¬ 
placeable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  Ap¬ 
peal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
August  13,  1978,  acting  on  Folder  Number  122-1349  I.M.,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  container  comply  with  draw¬ 
ing  filed  “January  29,  1979”,  1  sheet,  that  the  modification 
shall  apply  to  “Heet”  in  12  ounce  container  only;  that  the 
minimum  thickness  of  this  container  shall  be  0.015  inches; 
and  on  further  condition  that  the  label  on  the  container  be  in 
such  style  and  wording  as  is  satisfactory  to  the  Fire  Com¬ 
missioner  ;  that  any  descriptive  product  information  about 
this  item,  including  brochures,  catalogues,  and  bulletins,  etc., 
as  well  as  all  product  labels,  packaging,  and  where  possible, 
the  item  itself  shall  include  the  wording  “approved  by  the 
New  York  City  Board  of  Standards  and  Appeals  under  Cal¬ 
endar  Number  706-78-A” ;  and  that  in  all  other  respects,  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with. 

*  In  the  Resolved  section  the  words,  Gas  Line  Anti-Free se 
are  to  be  deleted  to  correct  the  resolution. 


CORRECTION* 

The  resolution  adopted  February  13,  1979  and  printed  in 
Bulletin  No.  8,  Volume  LXIV  under  Calendar  Number 
532-77-A  is  hereby  corrected  to  read  as  follows : 

532-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 


ent  re-  proposed  use  of  drywells  for  disposal  of  storm  water 
(Local  Law  #7)  ;  previously  granted  on  condition. 
PREMISES  AFFECTED — 92  Tillman  Street,  south  side, 
94.97  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  345, 
Todt  Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

N egative  :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  10,  1978,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
10,  1978  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  791-77) 

*  In  the  Resolved  section  the  resolution  has  been  corrected 
to  read  N.B.  791-77  rather  than  197-77. 


CORRECTION* 

The  resolution  adopted  February  13,  1979  and  printed  in 
Bulletin  No.  8,  Volume  LXIV  under  Calendar  Number 
533-77-A  is  hereby  corrected  to  read  as  follows : 

533-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 

Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extens:on  of  time  to  complete  which  expired  January  10, 
1979 — appeal  from  a  decision  of  the  Borough  Superintend¬ 
ent  re-  proposed  use  of  drywells  for  disposal  of  storm  water 
(Local  Law  #7)  ;  previously  granted  on  condition. 
PREMISES  AFFECTED — 169  LaGuardia  Avenue,  south¬ 
east  corner  of  Tillman  Street,  Block  696,  Lot  338,  Todt 
Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  10,  1978,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
10,  1978  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  792-77) 

*  In  the  Resolved  section  the  resolution  has  been  corrected 
to  read  N.B.  792-77  rather  than  791-77. 
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